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PREFACE. 


In  accordance  with  the  recommendation  of  Got.  Chamberlain, 
an  exploration  of  the  water-power  of  the  State  was  ordered  by  the 
Legislature  of  1867,  and  was  entered  upon  under  the  general 
supervision  of  a  Commission,  consisting  of  Hons.  John  A.  Poor, 
A.  D.  Lockwood  and  Hannibal  Hamlin.  The  Commissioners, 
having  conducted  the  enterprise  through  its  preliminary  stage, 
retired  at  the  close  of  1867,  and  should  not,  accordingly,  be  held 
responsible  for  any  shortcomings  of  this  Report. 

In  regard  to  the  arrangement  of  the  water-powers,  (in  Part  III,) 
it  need  only  be  explained  that  such  powers  as  are  located  in  town- 
ships  without  proper  names,  will  be  found  under  the  letter  T.  All 
others  appear  under  the  names  of  the  towns,  townships,  etc.,  in 
the  appropriate  alphabetical  place. 

In  the  selection  of  water-falls  for  pictorial  illustration,  no  regard 
was  had  to  picturesque  effects,  but  simply  to  the  value  of  the* 
privileges  for  manufacturing  purposes.  So  many  powers  of  equal 
value  remain  unrepresented,  that  each  of  those  shown  may  be 
regarded  as  the  type  of  a  class.  Multitudes  of  cascades  in  the 
mountainous  parts  of  the  State  present  extraordinary  attractions 
to  the  artist  and  tourist,  but  less  to  the  manufacturer,  and  could' 
not  be  exhibited  in  a  work  of  this  strictly  economical  character. 
Nearly  all  the  sketches  and  drawings  for  the  engravings  were 
made  by  Mr.  George  P.  Morse,  Superintendent  of  the  Portland 
Company's  Locomotive  and  Machine  Works,  Portland. 

A  proper  Water-Power  Map  of  the  State  was  intended,  giving 
the  location  and  height  of  each  fall  and  rapid,  the  areas  and  storage 
of  the  lakes  and  ponds,  the  sites  of  artificial  reservoirs,  etc.    It 
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was  found  impracticable,  however,  to  collect  the  necessary  data  i 

in  season  for  this  Report.  The  Map  given,  shows  the  position, 
form,  and  relative  size  of  the  several  river-basins,  the  courses  and 
principal  affluents  of  the  streams,  their  chief  lake  connections,  and 
the  lines  of  railroad. 

An  Index  to  Parts  I  and  II,  and  to  the  first  Division  of  Part  III, 
is  appended  to  the  Report.  The  second  Division  of  Part  III, 
constituting  much  the  larger  part  of  the  whole  volume,  needs  no 
index,  or  no  other  index  than  is  involved  in  the  alphabetical 
arrangement  of  the  towns. 
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ERRATA. 

Please  make  the  following  correction*  before  reading : 

Page  21,  second  paragraph,  seventh  line,  Insert  "to"  between  "however"  and  "the.* 

Page  72,  Chapter  XV.,  seoond  line,  "  southeast,"  shonld  be  "  southwest." 

Page  92,  seventh  line,  "feet"  should  follow  "eubio." 

Page  111,  last  two  lines  should  be  interchanged. 

Page  181,  about  middle  of  page,  "  Holbrook"  should  be  "  Hotbrook"  in  both  eases. 


MEMORANDA. 

Information  respecting  the  volume  of  water  on  the  Penobscot  river,  will  be  round  in  the 
Appendix,  the  same  having  been  communicated  too  late  for  insertion  in  Chapter  XVIH. 
Will  the  reader  please  make  a  note  of  thia  on  page  105. 

Under  the  heading  "  Orono,"  page  383,  please  mark  [See  also  "  Bradley  and  Oroao>" 
in  Appendix]  the  matter  given  in  the  Appendix  came  too  late  for  insertion  in  the  proper 
place. 

Also  under  the  heading  "  Oldtown,"  page  382,  please  mark  [See  alio  "  Bradley  and 
Oldtown,"  in  Appendix.] 

Under  "  Milfbrd,"  page  360,  mark  [See  also  "  Milford  and  Oldtown,"  in  Appendix.] 
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DIVISION"  I. 

Geographical,  Topographical  and  Mated 
Conditions. 


CHAPTER  I. 

GEOGBAPHICAL  AND  CONTINENTAL  POSITION. 


Section  1. — Geographical  Position. 

Maine  lies  between  43°  6'  and  47°  27'  33"  N.  lat. ;  fa  <*>  ^  too- 
between  66°  bV  48"  and  71°  6'  41"  W.  Ion.  The  45th  tades* 
parallel  crosses  the  State  within  thirty  miles  of  its  geographical 
centre.  This  position,  almost  precisely  equidistant  betwixt  the 
equator  and  the  pole,  influences  the  water-power  of  the  State  in 
an  important  degree,  and  chiefly  through  its  'meteorological  condi- 
tions. 

In  consequence  of  this  position  the  rainfall  of  the  Consequent  tem- 
State  is  drawn  upon  for  only  the  proportion  of  evapo-  entcu  thereof. 
ration  due  to  a  moderate  temperature,  is  neither  'burned  away  in 
long-sustained  and  excessive  heat,  nor  converted  wholly  and  for 
months  into  snow  and  ice,  in  either  of  which  events  the  sources 
of  constant  water-supply  would  be  cut  off,  and  water-power  as  an 
economical  motor  be  put  out  of  the  question. 

In  farther  consequence  of  this  position  the  winds  of  Consequent 

ob&roctor  of 

Maine  are  variable,  not  constant  like  those  of  the  the  winds, 
tropics,  nor  periodical  like  those  of  the  Indian  peninsulas.  They 
prevail  during  the  year  for  a  longer  or  shorter  time*  from  every 
quarter  of  the  compass,  and  bring  therefrom  ev^ry  variety  of  heat 
and  cold,  of  moisture  and  dryness,  in  succession.  The  draft  rarely 
prevails  from  any  one  compass  point  for  more  than  two  or  three 
days  successively,  so  that  the  various  climatic  phases  attendant 
upon  change  of  wind  follow  one  another  in  rapid  succession. 
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GoDMqaent  It  further  results  from  the  geographic  position  of  the 

rains.  State  that  the  precipitation  of  moisture  in  Maine  is 

non-periodic.  It  takes  place  in  the  form  of  either  rain  or  snow,  at 
all  seasons  of  the  year,  and  tends  therefore  to  furnish  water-power 
at  all  seasons  of  the  year.  Its  fall  is  gentle,  occupies  not  unfre- 
quently  several  days  for  the  deposition  of  a  single  inch  of  water. 
It  therefore  rarely  impairs  the  availability  of  our  water-power  with 
sudden  and  great  inundations.  It  is  generally  associated  with 
a  more  or  less  protracted  continuance  of  cloud,  or  fog,  or  mist, 
which  lessens  evaporation,  and  by  consequence  augments  the 
volume  of  the  rivers. 

Bum  of  eftct         *n  Bnort»  **  *8  onty  *n  ^e  ^^  latitudes  that  water- 
power  can,  in  general,  be  counted  upon  as  an  available 
motor,  and  the  position  of  Maine  is  such  as  to  command  this 
advantage  at  its  maximum. 

Section  2. — Continental  Position. 

under  the  lee  of  The  first  point  to  be  remarked  under  this  head  is  the 
the  continent.     iocatiOI1  0f  Maine  on  the  leeward  side  of  the  continent 

in  the  latitude  of  prevalent  westerly  winds.  By  prevalent,  is 
meant  predominating  over  any  other  single  system  of  winds  from 
any  other  quarter  of  the  compass ;  and  not  predominating  over  all 
the  others  in  combination.  By  westerly,  are  particularly  specified 
the  winds  between  south  of  west  and  north  of  northwest.  The  winds 
referred  to  are  emphatically  continental  winds.  They  are  arid  at 
all  seasons.  At  all  seasons  they  tend  to  reduce  the  volume  of 
rainfall  and  to  absorb  it,  when  precipitated,  in  thirsty  evaporations. 
Their  influence,  therefore,  is  not  favorable  to  either  the  volume  or 
constancy  of  our  water-power, 
in  the  nin  dna      The  second  feature  in  the  continental  position  of 

fir.ULt  tfw  Onlf  rtf 

Mexico.  Maine  is  its  location  in  the  draft  of  the  southwest  winds 

from  the  Oulf  of  Mexico.  This  great  mediterranean  «ea  is  remark- 
able for  its  singular  elevation  of  temperature,  by  which  it  is  con- 
stituted an  evaporating  caldron,  800,000  square  miles  in  area. 
The  prevalent  winds  from  and  over  this  heated  sea  are  southwest — 
the  southwest  return-trades  of  the  north-temperate  zone.  Maine 
lies  directly  in  the  track  of  this  great  humid  draft ;  and  it  is  in 
fact,  though  not  so  in  appearance,  the  vapor  of  this  wind  that  is 
precipitated  upon  us  in  our  so-called  northeasterly  storms,  the 
rain  being  furnished  in  large  measure  by  an  upper  current  whose 
movement  is  opposite  to  the  northeast  drift  beneath.    The  deposi- 
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tion  is  relatively  more  abundant  m  Maine  than  farther  south,  by 
reason  of  the  low  temperature  of  the  State,  tb  be  noticed  subse- 
quently. 

In  the  third  place  Jfatne  is  situated  upon  the  coast,  onthc  **. 
It  is  not  an  inland  but  a  maritime  region.    Whatever  boanL 
favorable  conditions  as  respects  rainfall,  abated  summer  heat, 
humid  atmosphere,  and  surplus  moisture  for  water-power,  attach 
to  this  position,  Maine  enjoys  in  equal  measure  with  any  of  the 
Atlantic  seaboard  States. 

In  the  fourth  place  Maine  projects  to  the  eastward  Pn^oted  from 
from  the  general  coast  line  of  the  United  States,  so  tine, 
that  south,  southeast,  and  in  part  southwest  winds  reach  its  shores 
directly  from  the  ocean,  charged  with  oceanic  influences.  So  that 
in  addition  to  a  substantially  equal  ocean  exposure  on  the  east,  it 
*  enjoys  one  to  the  south.  South  windB  are  quite  prevalent  in  Maine 
through  the  summer  for  a  part  of  the  day,  blowing  with  very  con- 
siderable power  as  a  diurnal  sea  breeze.  These  winds  are  moist 
and  cool,  and  so  in  such  degree  as  quite  seriously  to  affect  the 
process  of  hay-making  and  grain-curing.  They  therefore  check 
evaporation,  and  thus  exercise  an  important  influence  upon  the 
volume  of  the  rivers. 

In  short,  the  position  of  Maine  is  such  that  from  the  west  of 
south  to  the  north  of  east  through  east,  the  winds  are  oceanic,  and 
from  the  north  of  east  to  west  of  north  are  sufficiently  recent  from 
the  passage  over  watery  areas  to  be  marine  in  character.  In  other, 
words,  the  winds  from  the  direction  of  Cape  God  Bay  round  by 
Newfoundland  to  Hudson's  Bay,  or  from  two-thirds  of  the  com- 
pass, taken  as  a  whole,  are  maritime  winds. 

The  last  feature  to  be  remarked  in  the  continental  situated  at  o» 
position  of  Maine  is  its  location  so  near  the  northeast  or  the  gnST* 
angle  of  the  continent.  As  is  well  known,  the  entire  divtetoB- 
circulation  of  the  Arctic  ocean — including  all  the  waters  originally 
drawn  into  it  via  Bearing' s  Straits  and  the  great  current  on  the 
north  of  Europe — after  having  been  reduced  to  icy  temperature  by 
long  exposure  in  the  polar  basin  and  become  loaded  with  enormous 
masses  of  ice,  is  poured  in  a  constant  and  voluminous  stream 
down  by  the  east  coast  of  Greenland,  by  Baffin's  Bay  and  the 
channels  of  the  archipelago  north  of  Hudson's  Bay,  directly  upon 
our  northeastern  continental  frontier.  These  frigid  waters  fill  up 
Hudson's  Bay,  the  Gulf  of  St.  Lawrence,   and  their  outlying 
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appendages,  and  are  carried  as  an  inshore  drift  of  somewhat  abated 
temperature  off  our  coast.* 

Hence  our  winds  from  the  north,  northeast  and  east,  are  at  all 
seasons  of  a  marked  low  temperature,  and  their  effect  is  at  all 
seasons  to  abate  evaporation  and  increase  the  discharge  of  the 
rivers. 

Gutf-s*e*m  Still  further,  by  another  remarkable  geographical 

?apor8'  arrangement,  enormous  volumes  of  water  of  almost 

tropical  temperature  are  borne  in  an  extensive  ocean  current  from 
the  southwest,  and,  a  few  hundred  miles  east  of  our  domain,  or  off 
Newfoundland,  are  brought  into  sudden  contact  with  the  polar 
drift  before  remarked.  The  atmosphere  overhanging  the  warm 
current — the  Gulf  Stream — is  charged  with  immense  quantities  of 
moisture.  Upon  contact  with  the  cold  atmosphere  incumbent  upon 
the  polar  drift,  the  moisture  is  condensed,  covering  thousands  of 
square  miles  with  thick  and  comparatively  constant  fogs,  burying 
up  the  Grand  Banks,  the  Gulf  of  St.  Lawrence,  and  the  adjacent 
ocean  and  land  in  their  dense  volumes,  and  giving  to  the  whole 
region  an  inglorious  celebrity  in  the  annals  and  estimation  of 
seamen. 

These  vapors  are  brought  in  by  east  and  northeast  winds,  and 
sometimes  involve  a  considerable  part  of  the  State  for  days,  and 
with  some  interludes,  for  weeks  together,  especially  during  the 
latter  part  of  summer.  The  cool  fogs  of  the  Dog  days,  a  most 
grateful  feature  of  our  climate  in  contrast  with  the  sultry  heats 
experienced  at  that  season  in  the  interior,  are  derived  from  the 
source  in  question.  Not  wholly,  however,  as  an  important  portion 
of  our  summer  fog  comes  from  the  southward,  consisting  of  the 
warm  humidity  of  a  lower  section  of  the  Gulf  Stream  condensed 
by  passage  over  the  cold  drift  along  our  coast.  The  effect  of  the 
fog  is,  as  observed  at  Bowdoin  College,  to  reduce  the  temperature 
in  summer,  60#5  below  the  normal. 

practical  effect  The  obvious  effect  of  the  atmospheric  condition  thus 
thereof'  induced,  which  exhibits  itself  in  various  forms,  misty, 

foggy,  hazy,  vaporous,  is,  greatly  to  abate  the  evaporating  inten- 
sity of  the  sun  and  to  reserve  a  large  proportion  of  the  rainfall  for 
removal  by  rivers.  This  effect  is  the  more  influential,  because,  as 
just  observed,  it  is  exerted  with  the  most  energy  in  the  mid  and 
late  heats  of  summer,  when  the  streams  tend  to  run  lowest.    It 

•The  Clione  limadna^  a  martno  animal  strictly  Arctic  in  habits  and  iwodaMooa,  baa  been 
observed  in  vast  munben  in  Portland  harbor. 
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contributes  also  essentially  to  the  sum  of  water  precipitated,  though 
the  amount  of  this  as  defined  from  that  furnished  by  the  rain-bear- 
ing southwest  winds,  cannot  probably  be  determined. 

The  practical  effects  of  the  continental  position  of  Sam  of  the 
Maine,  as  exerted  upon  the  matter  in  hand,  may  be  nentai  position" 
summed  up  as  follows : — As  inducing  a  rainfall  materially  above 
that  due  to  astronomic  position,  as  diminishing  evaporation  very 
considerably  below  the  normal;  as  therefore  necessitating  an 
unusual  volume  in  the  rivers,  an  unusual  constancy  of  the  volume, 
and  by  consequenoe  and  in  the  last  result,  further  necessitating 
uncommon  resources  of  water-power,  so  far  as  this  is  dependent 
upon  a  copious  flow  in  the  streams. 


CHAPTER   II. 

HOBIZONTAL  AND  VERTICAL  DIMENSIONS. 

Section  1. — Hobizontal  Dminsions. 

Maine  extends  through  802  statute  miles  in  latitude  j^^  of 
and  288  statute  miles  in  longitude.  The  general 
periphery  of  the  State,  measured  as  nearly  as  practicable  in  a 
right  line,  is  about  875  miles.  Measured  with  allowance  for  the 
principal  flexures  it  is  somewhat  over  1,000  miles;  but  including 
the  sinuosities  of  the  shore,  of  boundary  river  courses  and  highland 
ridges,  it  is  estimated  not  less  than  3,700  miles,  of  which  from 
2,000  to  3,000  are  coast.  The  length  of  the  shore  line  in  a  nearly 
direct  course  is  about  226  miles.  The  territorial  area  of  the  State 
is  about  81,500  square  miles,  or  1,200  square  miles  less  than  all 
the  rest  of  New  England  combined. 

The  annual  rainfall  upon  this  breadth  of  country,  Annul  receipt 

Off  JDGUUtffe  u^^ 

assumed  at  42  inches,  if  accumulated  to  the  depth  of  termined  by. 
Lake  Erie,  would  cover  871  square  miles ;  and  if  to  the  depth  of 
the  German  Ocean,  would  still  constitute  a  lake  of  170  square  miles' 
extent.  Its  total  measure  is  about  3,073,000,000,000,  or  not  far 
from  three  trillion  cubic  feet.  Upon  supposition  that  40  per  cent. 
of  the  whole  rainfall  is  removed  by  drainage,  the  annual  discharge 
from  our  surface  by  rivers  would  amount  to  1,229,200,000,000,  or 
nearly  one  and  a  quarter  trillion  cubic  feet,  equal  to  3,868,000,000 
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cable  feet  per  day.  These  figures,  therefore,  represent  approxi- 
mately our  anntral  and  diurnal  sum  of  water-power  material,  as 
determined  by  our  yearly  rainfall,  by  eraporation,  and  our  horizon- 
tal dimensions. 

Section  2. — General  Elkvathht. 
itfiBMied  At •       The  mean  elevation  of  a  country  is  one  of  the  most 

nrt  of  the  eletfc- 

tkmof  Kyi*  difficult  of  its  physical  conditions  to  ascertain,  and  is 
generally  one  of  the  last  to  be  ascertained.  After  exploring  all 
sources  of  information  within  reach,  as  the  survey*  of  the  British 
and  our  own  government,  made  in  connection  with  the  N.  B* 
Boundary  controversy,  surveys  for  railroads,  surveys  for  canals, 
and  private  explorations  in  special  localities,  the  observations 
involved  being  several  hundred  in  number,*  I  have  fixed  upon  the 
figure  600  feet  as  very  nearly  expressing  the  mean  height  of  the 
surface  of  our  State  above  the  level  of  the  sea. 
Bflmitant  theo-  The  1,229,200,000,000  cubic  feet,  more  or  less,  of 
wftter-powS00"  water  annually  delivered  by  our  rivers,  fall  therefore 
on  their  passage  to  the  sea  through  the  mean  distance  of  600  feet, 
and  in  their  descent  yield  a  gross  power  of  4,429  horse  for  each 
foot  of  fall.  This  being  Multiplied  by  the  total  average  fall  in 
feet,  gives  2,656,200  horse-powers  gross,  which  are  equivalent  to 
the  working  energy  of  over  34,000*000  men,  laboring  without 
intermission  from  year's  end  to  year's  end. 

The  power,  if  its  efficiencies  were  concentrated  into  the  ordinary 
working  hours  in  manufactories,  namely,  eleven,  for  812  days 
per  annum*  would  be  equal  to  6,623,100  horse, 
xotauwaonyti-      Of  course  a  very  considerable  fraction  of  the  force 
alluded  to,  exists  where  circumstances  prevent  it  from 


being  of  present  economical  value,  some  of  it  where  it  can  never 
be  made  of  account  as  a  source  of  power;  much  of  it  is  consumed 
in  overcoming  the  Motion  and  resistance  encountered  by  the 
waters  on  their  passage  to  the  tide,  and  much  .of  it  enters  the 
ocean  in  the  form  of  the  velocity  of  rivers.  But  there  still  remains 
an  enormous  sum  of  power  that  can  be  made  available  for  use  at 
low  cost,  as  is  demonstrated  in  Fart  III.  of  this  Beport.  As  to 
the  actual  amount  that  can  be  brought  into  use  for  the  usual 
working  hours  of  the  year,  with  an  expenditure  that  would  be 
deemed  reasonable  at  now  existing  prices  of  mechanical  power,  it 
is  a  sufficiently  close  approximation  to  assign  a  figure  between  one 
and  two  millions  of  horse-powers. 

*  A  portion  of  time  wffl  be  fond  In  Part  XL,  In  rameettonwtili  otter  rfrtaife. 
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Subsection  A. — The  elevation  as  disposed  in  slopes.  _  A . 

Hie  dopes. 

The  state  surface  as  disposed  in  its  different  parts 
with  respect  to  height  above  sea  level,  exhibits  the  following 
grand  features  :  First,  an  acclivity  or  ascending  slope  from  the 
shore  line  140  miles  into  the  interior.  Secondly,  from  the  divide 
or  water-shed  ridge  there  reached,  a  counter  slope  or  declivity 
extending  18  miles  in  the  widest  part  to  the  northern  boundary. 
Thirdly,  a  general  falling  off  of  the  surface  from  west  to  east,  the 
altitudes  above  the  sea  being  less  as  the  distances  from  the  White- 
Mountain  highland  are  greater. 

The  divide  separating  the  first  two  slopes  has  a  Their  boundary 
height  above  sea  level  varying  from  1,800  feet  in  the  ridges, 
west  to  GOO  in  the  east,  1,085  feet  on  the  average.*  The  crest 
of  elevation  bounding  the  third  slope  on  the  west,  is  for  a  long 
distance  elevated  not  far  from  2,000  feet,  and  determines  the  flow 
of  waters  from  the  adjacent  State  into  our  own. 

The  three  grand  features  of  surface  conformation  aenenfl  nxm- 
specified,  account  for  and  determine  the  directions  of 


our  rivers,  which  being  reduced  to  a  mean  for  all  the  streams,  are 
south-southeast  in  the  southern  portion  of  the  State,  and  east* 
northeast  in  the  northern. 

The  territory  north  of  the  cross  ridge  is  called  the  None*  and 
SoHhern  Slope,  south  of  it,  the  Southern  Slope.    The  ***** 


area  of  the  former  is  1 ,400  square  miles,  of  the  latter  24,100  square 
miles. 

Subsection  B. — Characteristics  of  the  slopes.  The  or  the  Nomura 
Northern  Slope  iB  marked  by  a  comparative  uniformity  ^°" 
of  elevation  over  its  different  parts.  The  descent  from  the  water- 
shed ridge  on  the  south  to  the  St.  John  on  the  north,  is  not  suffi- 
cient to  give  more  than  a  slow  movement  to  the  streams ;  and  the 
depression  of  the  whole  basin  to  the  eastward  is  so  slight  that  the 
current  of  the  St.  John  itself  is  moderate.  The  Aroostook  leaves 
the  State  at  the  elevation  of  345  feet,  and  the  St.  John,  of  419  feet 
above  tide,  and  that  amount  of  fall  is  accordingly  lost  to  the  State 
— not  gained,  however,  it  may  be  added,  with  two  or  three  impor- 
tant exceptions,  to  the  adjacent  province  for  the  purposes  of  power, 
for  there  is  compaiptively  little  available  power  upon  them  be- 
yond State.  Such  is  the  general  levelness  of  the  surface  of  the 
Northern  Slope  that  quite  extensive  districts  are  permanently 

*  E*-perte  N.  B.  Boundary  Survey. 
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swampy ;  rapids  and  falls  are  much  less  numerous  and  less  strongly 
marked  than  upon  the  Southern  Slope,  and  the  rivers  of  the  region 
are,  therefore,  as  a  whole,  of  somewhat  inferior  consequence  as 
tributary  to  the  water-power  of  the  State — inferior  as  compared 
with  those  of  the  southern  section. 

Aatrooftfce  ■  The  features  of  the  Southern  Slope  affecting  its 
iteU£5ch^T'  water-power  are  of  a  most  decided  character.  First, 
WMd*  its  general  pitch  seaward-^- which  as  defined  by  a  total 

mean  descent  of  1,085  feet  in  a  mean  distance  of  about  140  miles, 
corresponds  to  an  angular  depression  of  5',  circular  measurement, 
per  mile — is  sufficient  to  constitute  the  region  proper  water-power 
country ;  sufficient  to  carry  off  the  surplus  waters  without  pro- 
tracted exposure  and  waste ;  not  sufficient  to  hurry  them  off  in 
unmanageble  volumes  to  be  succeeded  by  dearth,  and  sufficient  to 
secure  a  great  number  of  privileges  upon  which  the  waters  can  be 
used  over  and  over  again.  The  slope  is  most  rapid  in  the  western 
part  of  the  State,  and,  by  consequence,  in  that  part,  other  things 
being  equal,  water-power  is  most  abundant, 
uniform  distri-  Secondly,  the  declivity  of  the  Southern  Slope  is  to 
d*Qttv*y.  an  unusual  degree  distributed  uniformity  from  its  upper 

or  interior  limit  to  the  ocean.  Many  water-sheds  use  up  the  greater 
part  of  their  fall  near  their  upper  or  interior  limit,  where  the 
streams  are  yet  too  small  and  inconstant  for  water-power,  so  that 
through  the  lower  part  of  their  course  the  rivers  move  upon 
almost  a  level,  and  however  valuable  for  the  purposes  of  naviga- 
tion afford  no  facilities  for  manufacturing.  Our  Southern  water- 
shed on  the  contrary  descends  with  comparative  uniformity  to  the 
sea,  the  last  steps  being  taken  in  numerous  instances  close  on  the 
coast  line,  as  at  Kennebunk,  Saco,  Falmouth,  Brunswick,  Warren, 
Ellsworth,  Cherryfield,  Columbia  Falls,  Machias,  Dennysville,  etc. 
Water-power,  accordingly,  so  far  as  dependent  upon  the  general 
descent  of  the  water-shed,  may  be  expected  to  be  found  across 
the  entire  breadth  of  the  Slope  from  the  interior  to  the  sea,  and  it 
is  so  found. 

other  featara.  Other  features  of  the  Slope  favorably  affecting  its 
relations  to  water-power,  as  its  brokenness  of  surface, 
the  hardness  of  its  rocks  and  their  arrangement,  the  feasibility  of 
natural  and  artificial  reservoirs,  etc.,  will  h& considered  herein- 
after, under  the  appropriate  heads. 
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Section  3. — Mountains. 

The  mountains  of  Maine  are  characterized  by  the  Their  leading 
following  features :  First,  in  a  geographical  compari-  tBaXxm*m 
son  their  size  and  height  are  insignificant.  Their  loftiest  peak 
stands  in  the  sixth  rank  on  the  scale  of  elevation,  it  being  less 
than  one  mile  high.  Secondly,  they  consist  not  of  ridges,  which 
formation  is  impressed  upon,  the  Appalachian  Chain  in  the  middle 
and  southern  parts,  but  of  peaks,  generally  more  or  less  conical 
in  form,  standing  sometimes  in  isolation,  sometimes  in  clusters, 
sometimes  in  short  ranges  of  greater  or  less  continuity.  Thirdly, 
they  are  comparatively  bare  of  dirt,  especially  about  their  sum- 
mits,— they  are  out-croppings  of  bald  rock  and  not  immense  swells 
of  land.    Fourthly,  about  their  bases  they  are  heavily  wooded. 

Consider  the  bearing  of  these  several  characteristics  Their  effect » 
upon  the  water-power  of  the  State.     Streams  from  SSSmity  or 
and  among  mountains  of  great  height  are  worthless  riw  Y<aanmm 
for  power  purposes,  being  alternately  overwhelming  torrents  and 
attenuated  rills.     Thus  the  Ardfeche  in  France,  an  Alpine  stream, 
with  a  catchment  basin  of  about  925  square  miles,  a  little  larger 
than  that  of  the  East  and  West  Machias,  sometimes  rises  sixty 
feet  in  the  lower  part  of  its  course,  and  its  volume  sometimes  goes 
•up  from  a  few  score  to  8,845  cubic  yards  per  second,  or  more  than 
the  mean  delivery  of  the  Nile,  whose  basin  is  nearly  a  thousand 
times  larger.     Some  of  our  mountain  streams,  as  the  Wild  river, 
Swift  river,  Ellis  river,  and  others,  specified  in  Part  III.,  fluctuate 
considerably,  and  are  of  comparatively  little  value  on  this  account 
as  working  streams,  but  they  do  not  vary  enough  or  are  not  large 
enough  to  affect  seriously  the  rivers  into  which  they  empty. 

The  conical  form  and  dispersed  arrangement  of  our  As  regai*  the 

.  dlflftiaion  of 

mountains  result  in  the  expression  of  less  moisture  rainiui. 
from  the  clouds  upon  their  windward  slopes  than  would  occur 
upon  continuous  ridges,  and  by  consequence  in  a  more  equal 
diffusion  of  rainfall  in  all  parts.  There  is  a  somewhat  heavier 
downfall  upon  one  slope  of  our  mountains  than  upon  the  other 
according  to  the  direction  of  the  rain  wind.  Thus  the  Saco  rises 
very  rapidly  in  south  and  southeast  storms,  the  upper  Androscog- 
gin in  northeast  storms,  owing  to  the  unequal  deposition  upon  the 
opposite  slopes  of  the  White  Mountains.  The  Willey  family 
perished  in  a  southeast  rain. 

As  our  mountains  thus  exercise  some  influence  upon  as  regard  the 

amount  of 

the  distribution  of  rainfall,  so  they  doubtless  exercise 
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some  influence  upon  the  amount  of  rainfall,  increasing  it  in  a 
degree.  The  amount,  however,  is  not  great,  but  there  are'  no  data 
for  determining  definitely  how  great.  The  Saco  and  Androscoggin 
rivers  are  the  principal  gainers  by  whatever  it  may  be. 
Atregv&the  Our  mountains  are  not  sufficiently  high  to  preserve 
nor.  ^  snow  all  (he  year ;  of  course,  therefore,  they  fail  to  con* 

tribute  to  the  volume  and  constancy  of  the  streams  from  this 
source  for  the  whole  year.  They  do,  however,  conserve  the 
accumulations  of  winter  until  the  last  of  June  in  their  ravines  and 
forests,  and  through  these  add  to  the  volume  of  the  rivers.  The 
White  Hills  do  not  lose  their  snow  wholly  during  the  year,  and 
the  resulting  gain  is  to  a  large  extent  ultimately  ours,  by  reason 
of  the  diversion  of  the  Saco  and  Androscoggin  into  our  domain. 
-mm^t  <£  u»  The  comparative  nakedness  or  denudation  of  soil  of 
w^mrtun  our  mountain  summits,  tends  to  the  sudden  precipita- 
8umB^U■  tion  of  water  into  the  drainage  channels.    This  ten- 

dency is  however  checked  by  the  mass  of  spongy  vegetable 
deposit  in  the  forests  about  the  bases  of  the  mountains,  which  not 
unfrequently  holds  in  its  interstices  a  weight  \>f  water  twice  greater 
than  its  own.  It  is  further  abated  by  the  comparatively  moderate 
size  and  height  of  the  elevations  themselves, 
snore**.         ^n  *ke  wk°te>  therefore,  the  influence  of  the  moun-  . 

tains  of  Maine  upon  its  water-power,  in  respect  at 
least  to  the  volume  and  constancy  of  motor  material,  is  small. 
This  is  great  gain,  for  the  utmost  that  water-power  can  hope  from 
mountainous  districts,  in  the  particulars  in  question,  is  not  to  be 
damaged  greatly.  In  this  statement  no  reference  is  had  to  the 
office  of  mountains  in  contributing  to  the  required  slope  of  water- 
sheds or  to  the  brokenness  of  surface  indispensable  to  waterfalls, 
circumstances  which  in  so  far  as  considered  at  all  in  this  Report, 
are  considered  elsewhere. 

Subsection  A. — Distribution  of  the  mountains.  The  principal 
summits  of  the  State  are  included  m  a  district,  approximately 
triangular  in  form,  the  vertices  of  which  fall  respectively  near 
Fryeburg,  the  Bald  Mountain  Ridge,  and  Mars  Hill,  the  sides 
being  respectively  126, 135  and  240  miles  long,  and  the  area  of  the 
whole  about  6,600  square  miles. 

I*  important  The  features  of  this  distribution,  important  in  their 
^*uw^oto^*  bearings  upon  our  water-power,  are,  first,  the  location 
of  the  principal  mountain  district  on  the  Southern  Slope  of  the 
State ;  secondly,  its  horizontal  expansion  in  the  western  part,  to 
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which  may  be  added  its  higher  general  altitude  in  the  same  part. 
These  conditions,  taken  together,  indicate  clearly  in  what  portion 
of  the  State,  other  circumstances  being  equal,  the  streams  will  be 
affected  with  the  greatest  variations  of  volume  at  different  seasons, 
and  their  currents  most  broken  with  rapids  and  falls.  The  loftiest 
single  summit  in  Maine,  Katahdin,  5,385  feet,  stands  about  mid- 
way the  system,  or  east  thereof,  but  as  a  whole  the  mountain 
district  is  much  more  elevated  in  the  west,  and  in  the  west  there- 
fore its  influences  are  most  marked  and  powerful. 

Section  4. — Valliys. 

By  valleys  are  here  meant  those  depressions  in  the  ^^ 
general  surface  of  the  State  which,  whether  more  or 
less  extended  and  profound,  suffice  to  accumulate  the  surplus 
waters  of  adjacent  districts  ultimately  into  a  single  drainage 
channel.  The  number  of  these,  large  and  small,  is  of  course 
indefinitely  great,  but  of  none  will  any  detailed  description  be 
given  in  this  connection,  a  very  general  view  sufficing  our  present 
purposes. 

Our  valleys  partake  of  the  plain  rather  than  of  the  n^fangtot. 
ravine  character.  They  consist  mainly  of  broad  tracts 
of  country  depressed  along  their  central  axis  and  separated  one 
from  another  by  wide  low  swells  instead  of  steep  escarps  aad 
abrupt  mountain  chains  or  ridges.  Their  surface  is  variously 
broken  and  diversified  with  local  elevations  and  depressions,  whioh 
however  do  not  materially  affect  their  general  form. 

The  general  form  referred  to  is  of  high  importance  lfltat  thereot 
as  regards  water-power,  since  the  descent  of  the  water- 
sheds to  the  streams  determined  by  it  is  so  gradual  as  to  throw 
off  the  surplus  volumes  of  the  rains  or  of  snow-meltings  with  mod- 
erate rapidity,  and  so  as  consequently  to  reduce  the  liability  to 
destructive  freshets.  It  is  further  of  importance,  since  it  affords 
room  for  the  formation  of  large  lakes  and  ponds ;  and  still  further 
of  importance  in  that,  as  it  discourages  the  sudden  discharge  of 
surplus  waters  into  the  streams,  so  in  the  same  act  it  conserves 
them  against  the  season  of  drouth  and  low  water. 

The  crests  of  the  water-sheds  of  these  valleys  are  in  lowm*  or  *» 
many  localities  so  low  relatively  to  the  adjacent  parts  *" 

of  the  basins,  as  barely  to  determine  the  flow  of  the  waters  in  one 
direction  rather  than  another,  and  this  is  especially  the  case  im  the 
vicinity  of  the  ridge  dividing  the  Northern  and  Southern  Slopes. 
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The  waters  of  the  St.  John  Southwest  Branch  and  of  the  Penobscot 
Northwest  Branch  are  drawn  in  part  from  the  same  swamps,  the 
Kennebec  and  Penobscot  are  separated  at  points  by  only  a  mile  or 
two  of  very  low  country ;  the  head  waters  of  the  Penobscot  in 
freshets  actually  become  commingled  with  those  of  the  Allaguash, 
Aroostook,  and  St.  Croix.  So  that  the  geographical  marvel  is 
many  times  repeated  within  our  limits,  of  rivers  interlocking  at 
their  sources  and  flowing  off  in  different  directions  upon  different 
slopes ;  a  circumstance  that  in  the  case  of  a  common  canal  betwixt 
the  Orinoco  and  the  Amazon  has  been  thought  worthy  of  elaborate 
discussion  by  the  pen  of  Humboldt. 

yaiieyg  of  u»  The  valleys  of  the  southern  part  of  the  State,  in  con- 
8aatlleni  Btopt"  trast  with  that  of  the  northern,  are  not  determined  in 
their  line  of  length  by  the  trend  of  the  Appalachian  ridges,  their 
axis  being  in  almost  every  case  disposed  with  reference  to  those 
ridges  at  a  very  large  angle,  almost  a  right  angle  in  several  cases. 
They  assume,  therefore,  the  appearance  of  channels  worn  or  of 
passages  forced,  from  the  interior  to  the  ocean,  in  some  sort  con- 
trary to,  and  in  spite  of  the  opposition  of,  the  great  geological 
tendencies  of  the  region  as  exhibited  in  the  Appalachian  chain. 
The  rivers  likewise  in  the  tortuosity  of  their  courses,  their  abrupt 
turns,  their  circuitous  detours  around  obstructing  hills,  their 
numerous  rips  and  rapids,  with  reaches  of  still  water  above  and 
below,  their  multitude  of  pitches  and  falls,  with  now  and  then  a 
proper  cataract — afford  constant  and  striking  evidence  of  the  im- 
parallelism  of  their  lines  of  motion  with  that  of  any  settled  regular 
lines  of  geological  depression  or  fracture.  They  force  their  way 
to  the  ocean  amongst  the  hills  as  best  they  can.  Hence,  in  part, 
their  extraordinary  amount  of  water-power, 
vaiiey*  and  The  valleys  of  the  State  are  of  great  importance  in 

that,  leading  as  they  do  into  its  interior  by  the  imme- 


diate side  of  and  enclosing  the  waterfalls,  they  afford  comparatively 
uniform  planes  upon  which  roads  and  railroads  can  be  constructed 
at  moderate  cost.  For  in  consequence  of  this  the  extraordinary 
facilities  of  approach  to  our  water-power,  afforded  by  our  numer- 
ous and  excellent  harbors  and  the  navigable  portion  of  our  streams, 
can  be  still  further  carried  out  to  any  required  extent.  The  ad- 
vantage referred  to  has  already  in  the  southern  part  of  the  State 
been  turned  to  some  account ;  though  as  yet  there  is  not  a  single 
railroad  that  follows  the  lines  of  our  river  valleys  one-fourth  the 
distance  from  the  ocean  to  the  northern  boundary.    The  railway 
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that  now  terminates  at  Skowhegan  can  be  extended  the  whole 
distance  to  the  St.  John  river,  via  the  Kennebec,  West  Penobscot 
and  Allaguash  valleys,  without  any  serious  natural  obstacle. 
The  same  holds  true  of  the  Penobscot,  Mattagamon  (East  Branch), 
Aroostook  and  Fish  Biver  valleys.  The  importance  of  this  is  not 
easily  realized  at  the  present  time,  but  it  will  be  in  the  course  of 
years. 


CHAPTER   HI. 

GEOLOGICAL    RELATIONS. 
The  most  important  of  those  features  in  the  geologi-  Huda«ortte 

Jvmhil  Af  Maltha. 

cal  condition  of  Maine,  which  obviously  influence  its 
water-power,  is,  the  remarkable  induration  of  the  rocks.  This 
character  results  from  or  is  associated  with  (under  the  general 
geological  law)  their  extreme  antiquity;  very  much  the  larger 
portion  having  taken  form  and  coherence  as  rocks,  at  a  period 
antedating  the  introduction  of  life  upon  the  globe,  or  at  least  at  so 
early  a  period  that  subsequent  exposures  and  internal  changes 
have  obliterated  every  trace  of  organized  life. 

The  attribute  in  question  is  of  the  highest  conse-  oop^qq^ 
quence  as  regards  water-power,  in  various  respects,  tbeiiwbeito. 
It  is  only  rocks  of  extreme  hardness,  that  can,  as  a  general  state- 
ment, be  counted  upon  to  retain  (he  roughness  and  brokenness  of 
formjmpressed  upon  them  by  geological  forces  either  primordially 
or  in  later  periods ;  and  by  consequence  upon  such  rocks  only 
that  the  uneven  condition  of  river'  beds  so  indispensable  to  water- 
power  can  be  secured,  and  be  maintained  indefinitely.  Accordingly, 
streams  in  our  State  are  found  to  be  still  broken  with  very  numer- 
ous falls  and  abrupt  rapids,  the  abrading  action  of  the  waters 
having  failed  to  impair  the  precipitousness  of  their  descent,  or  to 
make  any  profound  impression  upon  the  surrounding  strata. 

In  further  consequence  of  this  feature  of  our  underly-  a*  regards 
ing  strata,  the  cation  form  of  ravage  upon  river  beds  is,  0M0M' 
except  locally,  unknown  in  our  state.  Were  the  conditions  predis- 
posing to  water-power  with  us  in  all  other  respects  the  same  as  at 
present,  with  the  exception  that  our  rivers  should  cut  their  chan- 
nels to  enormous  depths,  as  in  Arkansas,  Texas,  Kansas,  e'tc., 
miles  in  length  and  hundreds  of  feet  deep,  thus  separating  the 
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country  by  enormous  01186x064  and  grading  off  the  courses  of 
the  streams  to  uniform  planes  of  descent — water-power  in  our 
limits  would  be  an  impossibilty,  it  could  not  exist.  There  are  a 
few  ravines  or  gorges  traversed  by  the  rivers  of  the  State  which 
for  a  short  distance  approximate  the  caflon,  as  for  example  the 
"  Gorge"  of  the  Seboois,  and  the  '*'  Rapids"  below  Indian  Pond  on 
the  Kennebec,  but  even  these  are  not  so  pronounced  in  their 
features  as  to  forbid  entirely  the  use  of  the  water-power. 
a»  regard*         *  In  further  consequence  of  this  feature,  our  rocks  are 

waste  of  water  /  M 

by  perooution.  comparatively  proof  to  the  circulation  of  water  in  their 
structure,  which  in  certain  formations  is  conducted  so  freely  as 
quite  materially  to  affect  the  proportion  of  water  flowing  upon  the 
surface  of  the  land,  and  hence  into  the  channels  of  the  rivers. 
This  is  especially  the  case  with  the  softer  limestones,  which  are 
apt  to  be  hollowed  into  conduits  and  even  caverns  by  the  solvent 
power  of  carbonic  and  perhaps  other  acids  derived  from  vegetable 
decomposition,  held  in  solution  in  the  percolating  waters.  Such 
caverns  often  run  great  distances  under  ground,  and  become  the 
water-way  of  considerable  streams  and  even  rivers,  as  in  the 
caverns  of  the  Peak  and  Castleton  in  Derbyshire,  England,  and  in 
that  of  the  Nicajack  Gave  in  Georgia,  where  a  waterfall  occurs 
three  miles  under  ground.  In  the  limestone  districts  of  Carniola 
and  Illyria,  "almost  every  lake  and  river  has  a  subterranean 
source  and  subterraneous  exit."  The  caves  and  underground 
streams  of  Kentucky  are  doubtless  referable  to  the  agency  in 
question.  It  is  safe  to  assert  that,  comparatively  speaking,  next 
to  none  of  the  rainfall  of  Maine  is  disposed  of  in  this  summary 
manner,  and  thereby  lost  to  the  rivers. 

Vast  quantities  of  water,  likewise,  are  absorbed  in  the  crevices 
and  fissures  abundant  in  limestone  and  other  soft  rocks,  which  in 
the  season  of  drouth  is  lifted  to  their  surface  and  burned  away  by 
evaporation.  This  elevating  process  may  go  on  hundreds  of  feet 
above  the  water  line  in  the  earth  and  above  the  level  of  the  sea,  it 
being  dependent  upon  capillary  forces  and  therefore  quite  irrespon- 
sible to  ordinary  gravitating  agencies.  It  is  evident  that  the 
water  thus  circulating,  as  it  were  in  an  independent  system  of 
conduits,  will  not  add  materially  to  the  sum  of  water-power  in  the 
rivers.  This  process  of  absorption  into  and  evaporation  from  the 
rocks,  goes  on  of  course  with  us,  as  everywhere,  but  for  less  freely 
than  in  districts  whose  geological  formations  are  of  more  recent 
date. 
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The  character  of  our  rooks,  now  remarked,  is  of  water-tight 
peculiar  importance  in  connection  with  the  water-  lMMVOin- 
retaining  capacity  of  our  lakes,  these  being  in  the  large  majority  of 
cases  in  consequence  of  it,  underlaid  and  walled  in  with  imporous 
material.  A  leaky  lake  or  pond  will  hold  water  no  better  than  a 
leaky  cistern.  It  is  important  also  as  rendering  water-retaining 
artificial  reservoirs  feasible  to  a  remarkable  extent,  everywhere, 
in  fact,  where  the  lay  of  the  land  favors,  or  admits  of,  their  con* 
struction  and  of  the  necessary  convergence  of  the  streams. 

As  a  particular  phase  of  the  first  geological  oharao-  Koektaiued  to 
teristic  already  noticed,  should  be  instanced  the  rela-  wSS^S"" 
tively  enormous  development  of  rocks  alUed  to  granite  rMCllon* 
in  their  water-power  reaction,  including  true  granite,  syenite, 
gneiss,  and  the  schists  which  in  thickness  and  solidity  of  layers 
approach  gneiss. 

There  are  about  13,500*  square  miles  of  the  State  surface  occu- 
pied with  the  rocks  referred  to.  The  whole  region  west  of  the 
Kennebec  is  given  up  to  their  occupancy,  3,400  square  miles  of 
which  are  almost  exclusively  underlaid  with  granite.  A  belt  of 
the  same  family  of  rocks  extends  along  the  sea  coast  through  its 
whole  extent. 

The  rocks  specified,  more  especially  granite  and  gneiss,  are 
characterized  by  irregular  forms  in  eminent  degree,  the  natural 
result  of  their  endurance  under  wear.  Above  all  other  rocks  they 
break  up  the  surface  of  water-sheds  and  the  channels  of  streams, 
and  thus  at  once  produce  waterfalls  and  maintain  them  against 
impairment  by  natural  forces. 

The  rocks  are  so  located  as  to  exert  the  most  favora-  Their  favorable 
ble  influence  upon  our  water-power.  As  extended  loc*tton- 
along  the  coast  they  produce  a  large  number  of  powers  in  close 
proximity  to  navigable  waters.  As  thus  situated,  also,  they  have 
in  ages  past  checked  the  wear  of  our  river  valleys  and  the  cutting 
backward  of  our  river  channels,  processes  which  of  necessity  begin 
at  the  mouths  of  streams  and  retrocede  as  the  softness  of  the  sur- 
rounding materials  allows,  and  which  are  attended  with  the  in> 
pairment  or  total  obliteration  of  water-power. 

The  rocks  in  question  are  accumulated  upon  the  Southern  Slope 
of  the  State,  and  in  particular  and  in  their  most  characteristic 
forms,  upon  the  western  part  thereof,  'and  there  conspire  with  high 

from  Httchoook's  Geological  Map  of  Maine  and  the  accompanying  Report. 

2 


18  WATEB  POWER  OP  MAIM.  [Paw  I. 

elevation  and  favorable  planes  of  descent,  to  produce  the  largest 
possible  amount  of  power.  Hence  in  the  region  of  the  Salmon 
Falls,  Saco,  Presompscot  and  Androscoggin  rivers,  an  amount  of 
manufacturing  power  is  found,  quite  in  excess  of  that  due  to  the 
areas  of  the  basins. 

Theatnoted  The  13,500  square  miles  of  rocks  referred  to  in  the 
*****  foregoing   paragraphs   being  excluded,  there  remain 

18,000  square  miles  of  the  more  definitely  stratified  masses,  in 
which  the  schistose  character  is  conspicuously  exhibited.  As 
found  with  us  they  are  chiefly  clay  slate  and  mica  schist. 

The  grand  circumstance  to  be  noticed  respecting'  these  rockB, 
is,  (as  is  true  indeed  of  all  (tie  stratified  rocks  in  the  State,)  that 
the  lines  of  stratification  are  right-angled  to  the  courses  of  the  prin- 
cipal rivers,  and  of  all  our  chief  rapidly  sloping  rivers.  As  thus 
disposed  the  out-cropping  ridges  of  the  strata,  as  a  general  rule, 
run  across  the  streams,  afcd  so  produce  pitches  and  sudden 
descents,  which  according  to  their  steepness,  brokenness,  and  the 
associated  volume  of  water,  take  the  form  of  rapids,  rips,  falls,  of 
cataracts.  There  are  very  many  water-powers  in  the  State  refer** 
ble  to  this  origin* 

It  may  be  added  respecting  these  rocks  that  as  found -with  us 
they  are  of  exceptional  solidity,  and  accordingly,  save  in  the 
limited  districts  where  lime  enters  as  an  important  ingredient  into 
their  constitution,  as  on  the  Aroostook,  they  are  found  upon 
streams  resisting  water  wear,  not  tmfrequentiy  with  almost  the 
pertinacity  of  granite. 

Exponre  or  Lastly,  the  pulverized  material  constituting  soil,  is 

therook  in  Maine  as  indeed  throughout  New  England,  shallow 

in  depth.  By  consequence  the  rook  istoan  unusual  extent  exposed. 
Especially  is  this  true  in  and  upon  the  water  ootrses.  Some  of 
our  rivers  and  very  many  of  our  smaller  streams  run  in  channels 
of  stone,  and  the  sides  and  bed  of  nearly  all,  especially  on  a 
Southern  Slope,  are  rock-set  and  rock4»o*nd,  though  at  the  sur- 
face locally  .covered  with  earth. 

The  imp****  The  practical  importance  of  this  fact  is  great.  Those 
thewof.  riparian  ravages  and  vagrant  diversions  of  river  courses 

which  in  alluvial  districts  are  productive  of  so  much  inconvenience 
and  occasionally  of  serious  loss  of  property  are  with  us  substan- 
tially unknown.  Canals  and  raceways  can  be  constructed  in  the 
native  rock,  and  once  completed  need  no  repairs.  Mills  and  ap- 
purtenant structures  can  be  planted  upon  ledge  bottom  and  so 
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made  proof  at  once  against  the  corrosion  of  under  currents  and 
the  momentum  of  freshets. 

In  particular,  as  the  result  of  the  fact  that  our  streams  are  thus 
carried  In  rock-bound  conduits,  dams  are  susceptible  of  location  at 
almost  any  point  where  the  slope  of  the  stream  is  sufficient  to  form 
a  rapid,  and  upon  improvement  to  constitute  a  water-power.  So 
that,  dam  succeeding  dam,  the  whole  descent  of  the  streams  is 
capable  of  being  utilized  for  power  purposes,  the  loss  from  flowage 
and  from  the  degradation  and  erosion  of  the  banks  upon  elevation 
of  the  water  surface,  being  as  a  general  statement,  very  small. 

From  the  statements  already  made  it  is  easy  to  infer  Bonding 
that  stone  of  suitable  quality  for  construction  purposes  n*tarteL 
is  in  nearly  all  parts  of  the  State  comparatively  abundant  and 
cheaply  procurable.  The  granite  quarries  of  the  coast  in  particu- 
lar are  unrivalled  for  the  excellence  of  the  stone  and  the  facility 
with  which  enormous  masses  are  transferred  direct  from  the  native 
bed  to  the  decks  of  ships. 


CHAPTER   IV. 

CONDITIONS    OP    SURFACE. 

The  conditions  of  surface  which  in  any  region  exercise  a  marked 
influence  upon  its  water-power,  are  three— namely ,  surface  aspect, 
surface  materials,  and  vegetation. 

Section  1. — Surface  Aspect. 

By  far  the  most  important  and  characteristic  feature  huiiomb  or 
of  the  topography  or  surface  forms  of  Maine  is  its 
kttUnesz.    The  grade  of  unevenness  intended  to  be  specified  is 
above  the  undulating  and  below  the  mountainous,  approaching  the 
former  more  nearly  than  the  latter.    In  other  words,  Maine  as  a 
whole  is  moderately  hiUy. 

In  consequence  of  the  unevenness  of  the  State  aur-  m  efltoi 
face,  the  surplus  of  the  rainfall  is  gathered  into  the 
streams  with  less  waste  by  the  atmosphere  and  by  infiltration, 
than  is  associated  with  flat  water-sheds,  and  the  volume  of  the 
streams  is  accordingly  more  copious.    The  surface  being  only. 
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moderately  broken,  the  waters  are  not  hurried  into  the  riven  in 
torrents, — torrents  which  cannot  be  used  in  passing  and  leave 
nothing-  to  be  used  when  passed.  The  hilliness  in  question  tends, 
therefore,  to  secure  a  moderate,  supply  of  water  to  the  drainage 
channels,  and  to  secure  it  all  the  year,  avoiding  alike  the  evapora- 
tion and  infiltration  waste  of  the  level  water-shed  and  the  torrent 
waste  of  the  mountainous.  So  that,  as  a  whole,  the  surface  forms 
of  the  State  reset  most  favorably  upon  the  constancy  of  the  water- 
power,  and  therefore  upon  its  economical  value. 

Section  2. — Surface  Materials. 
Bitot  or  Mils  From  a  drainage  area  of  bare  rock,  water  would  pour 
oT^aflr.e*oape  off,  as  from  the  pavements  of  a  city  into  the  gutters, 
with  great  rapidity,  would  presently  disappear  entirely,  and  the 
streams  would  dry  up.  Soil,  on  the  other  hand,  dams  the  water 
back  by  its  particles  and  detains  it  by  adhesive  attraction ;  the 
water  finds  by  consequence  slow  passage  through  the  millions  of 
channels  opened  for  it  amongst  the  grains  of  the  dirt,  and  con- 
tinues  therefore  to  feed  for  a  long  time  the  associated  streams. 

Thus  in  the  dry  deserts  of  the  low  latitudes,  where  as  in  western 
Sahara,  or  Australia,  rain  sometimes  intermits  for  two  years,  the 
springs  at  the  bottom  of  the  waddies  or  valleys,  yield  without  ces- 
sation their  treasures  of  water,  and  as  it  were  from  inexhaustible 
subterranean  fountains.  One  of  the  names  given  to  the  Sahara, 
in  the  poetical  language  of  the  Arabs,  is  the  "  Desert  of  the  Hid- 
den Sea."  So  that  the  waters  received  in  the  occasional  bursts 
of  rain*  is  thus  demonstrably  held,  even  for  years,  in  the  surface 
matters  of  the  basin,  all  the  while  slowly  working  passage  to  the 
points  of  discharge. 
Bnik  of  the  nr-       Where  surface  material  are  accumulated  in  immense 

ftuse  m&terleJi 

of  Maine.  mass,  as  upon  the  large  alluvions,  the  surplus  of  the 
rains  in  considerable  measure  penetrates  below  the  streams  and 
works  off  into  the  ocean  by  constant  and  diffused  flowage  through 
the  whole  body  of  the  ground.  Hence  the  fact  that  the  soil  of 
Maine  is  shallow,  as  it  unquestionably  and  obviously  is,  as  com- 
pared with  the  formation  referred  to,  reacts  favorably  upon  the 
volume  of  the  rivers.  A  shallow  depth  is  sufficient  since  our  rains 
are  uniformly  distributed,  are  rarely  for  a  long  time  intermittent, 
and  are  never  very  heavy,  sufficient  to  absorb  the  water  against 
evaporation,  and  not  sufficient  to  sqander  it  in  or  through  the 
lower  depths  of  the  ground. 
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The  physical  quaMty  of  soils  with  respect  to  the  ab-  Equality  ot 
sorption  and  transmission  of  water  is  of  not  less  conse-  t^ai^u^ 
quence  than  their  quantity.  Gravels  and  sands  absorb  w**er' 
water  with  great  freedom,  but  being  unable  to  retain  it,  affect 
streams  running  through  them  with  marked  fluctuations  of  volume, 
so  at  least  unless  their  mass  is  great.  Clays  although  a  little 
tardy  in  the  reception  of  water  are  extremely  retentive  of  it,  and 
thus  on  the  whole  equalize  the  flow  of  streams.  Loams,  i.  e., 
mingled  sand  and  clay,  as  also  vegetable  mould,  are  both  retentive 
of  water  and  freely  receptive  of  it,  and  accordingly  impart  to 
streams  great  regularity  of  volume — not  passing  it  too  rapidly  as 
do  sands,  and  not  suddenly  shedding  it  as  do  clays  in  a  degree. 

It  is  undoubtedly  true  in  Maine,  as  indeed  nearly  all  The  pimm* 
the  world  over,  that  sand,  i.  e.,  rock  broken  into  fine  ■oiloCBIal,ie- 
grains  but  not  powdered,  is  more  abundant  than  those  exceedingly 
minutely  divided  soils  which  are  as  respects  their  reaction  upon 
water,  clayey  in  quality.  A  very  large  proportion  of  our  subsoil 
appears  to  be  pan,  that  is,  sand  consolidating  or  cementing  into 
ledge.  Relatively,  however,  the  ordinary  proportion  of  granula- 
ted and  of  powdered  surface  materials,  the  soil  of  Maine  is  be- 
lieved to  be  more  than  ordinarily  clayey. 

In  response  to  inquiries  sent  into  every  town  and  plantation  in 
the  State,  the  prevailing  surface  materials  have  been  represented 
as  follows : 


Rive*  Bauhs. 


&u», 

Androscoggin, 

Kennebec 

Penobscot,.... 

St.  John, 

Presampaoot,  . 

Sbeepeoot, 

Namwraagni, . 
Denny's, 


i 


2 

8 

6 

16 


42 


i 


11 


I 


4 
5 
14 
15 
5 
3 
2 
2 
2 


62 


I 


16 


I 


2 

3 
7 
16 
2 
6 
3 
6 
2 


46 


The  loams  and  clays  are  represented  in  113  units  and  the  sandy 
soils  in  82  units.  The  testimony  in  many  cases  refers  to  the  exis- 
tence of  "clayey  subsoils"  where  sand  is  abundant  at  the  surface, 
which  make  their  appearance  only  in  cuttings,  excavations  for 
wells,  cellars,  in  river  beds,  etc.    Not  improbably  returns  from 
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the  interior  and  mountainous  portions  of  the  State  will  show  a 
larger  proportion  of  loose  soils. 

Consistently  with  the  fhcts  reported  is  that  prime  necessity  of 
successful  tillage  with  us,  which  is  insisted  upon  first  and  last  in 
our  agricultural  journals  and  in  the  invaluable  reports  of  the  Secre- 
tary of  the  Board  of  Agriculture,  namely,  underdraining. 
shot  or  the  The  sand  and  gravel,  or  drift  materials  found  upon 

Bands  and  grav-  _  .    _ 

4i  in  Maine,  our  surfaces,  exert  an  influence  upon  water-power 
much  less  marked  and  detrimental  than  would  be  exercised  were 
our  rainfall  less  uniformly  distributed  through  the  year.  Sands 
and  gravels  cannot  hold  water  long,  and  in  our  State  they  are  not 
required  to  hold  it  long,  one  downfall  succeeding  another  at  not 
remote  intervals,  and  supplying  the  loss  of  percolation  and  evapo- 
ration. 

Section  3, — VsaffnnoN. 

Under  this  head  forests  alone  will  be  referred  to.  This  form  of 
vegetation  far  exceeding  any  other  in  its  area  of  occupancy  of  the 
State  surface,  and  from  its  bulk  and  large  development  exercising 
the  most  powerful  influence  upon  water  disposal. 

i  .  As  to  whether  forests  materially  increase  the  sum  of 
water  precipitated,  there  is,  notwithstanding  the  vari- 
ous facts  and  incidents  alleged,  no  evidence  on  a  sufficiently  broad 
scale  and  sufficiently  unequivocal  to  be  at  all  decisive  of  the  ques- 
tion. It  is  however  quite  certain  that  their  influence  in  this  re- 
gard is  of  far  less  consequence  than  as  exercised  upon  the  ultimate 
disposal  of  the  water  after  it  has  once  reached  the  earth.  This 
latter  will  now  be  considered. 
The  living  tree        The  Hving  tree  maybe  regarded  as  an  evaporating 


machine,  exposing  as  it  does  a  surface  of  transpiration 
far  greater  than  the  area  of  ground  covered  by  its  mass.  A  sin- 
gle black  birch  has  been  estimated  to  run  sixty  barrels  of  sap  from 
one  tap  in  the  Spring.  The  experiments  of  Williams  went  to 
show  that  trees  in  their  full  vigor  evaporate  a  proportion  of  water 
greater  by  one-third  than  a  water  surface  equal  in  extent  to  the 
breadth  of  ground  covered  by  the  trees.  Whether  this  estimate 
be  greatly  or  slightly  excessive,  there  is  no  question  that  as  living 
organisms  trees  waste  the  supply  of  river  material,  and  thus  refcct 
unfavorably  upon  water-power.  With  us  however  trees  operate 
thus  for  less  than  one-third  of  the  year,  the  actual  period  of  growth 
falling  below  four  months. 
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Regarded  m  mossm  o/  matter  trees  have  an  effect  **eetoih«ie 
quite  to  toe  oontrary.  First,  tt*y  dtafe  Ife  ground,  thegrouBd- 
end  thus  prevent  the  eon  from  parching  away  the  water  contained 
in  the  ground,  which  accordingly  stands  its  chance  of  ultimately 
reaching  mill  wheels.  Our  forests  being  for  the  greater  part  ever- 
green, shade  the  ground  at  all  seasons.  They  check  therefore  the 
waste  of  winter  snow  as  well  as  the  waste  of  summer  rain.  Noth- 
ing is  more  common  than  for  patches  of  ice  formed  of  solidified 
snow,  to  be  found  lying  here  and  there  in  the  defiles  and  ravines 
of  our  woods  as  late  as  early  June,  saturating  the  ground  about 
them  in  their  melting,  and  sending  off  streamlets  to  the  nearest 
brook,  lake  or  river. 

Forests  check  the  movement  of  the  atmosphere,  both  the  outna  the 
horizontal  and  the  vertical,  one  or  the  other  of  which  current*. 
is  always  in  circulation,  and  thus  prevent  or  diminish  the  removal 
of  moisture  from  their  area  of  occupation  by  the  corrective  power 
of  the  winds.  This' is  a  circumstance  of  great  importance,  as  may 
be  inferred  from  the  rapidity  with  which  roads  dry  up,  or  clothes 
from  the  laundry  dry  off,  during  the  prevalence  of  wind.  Our 
woods  being  so  largely  evergreen  check  the  movement  of  the 
winds  at  all  seasons,  and  abate-  evaporation  therefore  at  all  sea- 
sons, a  matter  of  some  consequence  since  vaporization  goes  on 
from  snow  and  ice,  and  from  water  at  all  temperatures,  and  is  ac- 
celerated by  wind  from  four  to  ten  fold,  as  experiments  show,  and 
according  to  circumstances,  whatever  the  temperature  may  be. 

In  the  fourth  place,  forests  roughen  and  break  up  j&ooghen  o» 
the  ground  through  which  their  roots  force  passage,  groand" 
so  that  water  can  penetrate  it ;  and  so  that  in  innumerable  depres- 
sions and  sinks  formed  by  the  heaving  ground  over  the  roots,  its 
volume  when  in  surplus  can  be  husbanded  against  too  sudden 
removal.  This  is  especially  important  upon  hilly  and  mountainous 
water-sheds,  contributing  to  their  uniformity  of  discharge. 

Lastly,  as  was  observed  in  the  section  on  mountains,  Accumulate 
forests  cover  the  ground  beneath  them  with  masses  of  natter. 
vegetable  matter  which  holds  water  like  a  sponge,  and  thus  favor 
the  uniformity  of  the  volume  of  the  connected  rivers. 

The  combined  and  last  result  of  all  these  influences  sum  or  the 
is  to  increase  the  amount  of  water  that  shall,  other  con- 
ditions favoring,  be  available  for  manufacturing.    The  further  re- 
sult is  to  regulate  the  supply  or  delivery  of  the  water,  in  which 
respect  the  function  of  forests  is  probably  of  not  less  importance 
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than  in  regard  to  the  volume  of  water.  In  one  word,  forests  con- 
tribute in  a  very  important  measure  to  the  two  prime  essentials  of 
water-power,  namely,  its  volume  and  constancy,  their  influence  in 
this  respect  being  exceeded  by  only  that  of  lakes  and  surface 
materials. 

.  Subsection  A. — Extent  op  the  poeest  surfaces  op  Maine.  The 
following  table  probably  gives  a  tolerably  close  approximation : 

Area  of  the  State, 31,600  square  miles. 

Approximate  area  of  lakes,  ponds,  and  river  surfaces, 3,200  "  " 

Total  land  surface, 58,300  '«  " 

Iaftrms, 9,000  "  •» 

In  the  wilderness  state,  therefore, 19,800  "  " 

Of  the  farm  lands  there  are  tilled 4,200  "  " 

Leaving  in  pastures,  woodlots,  etc, 4,800  "  " 

Of  this  one-half  (?)  woods, 1,400  "  « 

Total  woods,  19,300  +  2,490  —  600, 21,200  "  " 

The  500  square  miles  subtracted  are  by  way  of  allowance  for 
bare  spots,  mountain  tops  and  slopes,  ledges,  heaths,  and  tracts 
too  barren  to  support  trees.  We  have  therefore  a  sum  total  of 
forest  surface,  in  farm  and  out,  of  about  21,000  square  miles,  and 
of  this  not  far  from  15,000  square  miles  in  the  northern  and  south- 
eastern districts,  are  to  only  a  limited  extent  entrenched  upon  by 
clearings. 

The  primeval  woods  of  Maine,  accordingly,  still  cover  an  extent 
seven  times  that  of  the  famous  "  Black  Forest "  of  Germany  at 
its  largest  expanse  in  modern  times.  The  States  of  Rhode  Island 
Connecticut,  and  Delaware,  could  be  lost  together  in  our  northern 
forests,  and  still  have  about  each  a  margin  of  wilderness  sufficient- 
ly wide  to  make  its  exploration  without  a  compass  a  work  of  des- 
perate adventure. 
Favorable  The  forests  are  to  an  important  extent  so  located 

location  of  the 

forest*.  as  to  exercise  their  characteristic  influence  upon  water- 

power  to  the  best  advantage,  namely,  within  and  upon  the  moun- 
tain region  of  the  State.  So  situated,  their  special  efficiency  will 
be  readily  understood  and  appreciated  in  view  of  statements 
already  made. 

Their  prospeo-        Thus  located,  much  of  the  forest,  that  upon  the 
mountains  themselves,  inaccessible  from  their  situation 


and  form,  bids  fair  to  be  as  permanent  as  the  rocky  elevations 
upon  which  it  is  planted.  For  a  long  time  the  woods  about  the 
head  waters  of  our  rivers  will  remain  substantially  as  they  now 
are,  deprived  indeed  of  their  heavier  timber,  but  still  woods,  and 
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dense  woods.  So  that  the  influence  of  forests  npon  water  supply 
with  us,  as  it  is  unquestionably  important,  so  does  it  in  consider* 
able  measure  bid  fair  to  be  permanent. 

The  cuttingoff  of  our  forests,  even  if  quite  thoroughly  *■**  of  the 
effected,  would  hare  a  far  less  detrimental  influence  fens*. 
qpon  the  delivery  of  our  rivers  in  point  of  both  annual  sum  and  vol- 
ume at  different  seasons,  than  would  be  experienced  in  lower  lati- 
tudes, hotter  climates,  and  districts  affected  by  periodical  rains,  or 
in  districts  excessively  mountainous,  as  amongst  the  Alps,  and 
visited  by  rains  of  great  violence  and  volume.  Because  the 
Azores,  the  Madeira  islands,  Palestine,  the  piedmontane  districts 
of  the  Alps,  etc.,  have  suffered  variously  from  water  dearth,  or 
inundation,  or  both,  in  consequence  of  the  removal  of  forests,  it 
by  no  means  follows  that  Maine  will  suffer  in  the  particulars  re- 
ferred to,  in  equal  degree  or  even  seriously. 

Maine  having  a  cool  climate,  non-periodic  rains,  an  exposure 
oceanic  on  the  south,  maritime  on  the  east,  northeast,  and  south- 
east, being  swept  by  Gulf-Stream  vapors,  and  being  furnished 
with  enormous  natural  reservoirs,  can  be  shorn  of  its  woods  with 
comparative  impunity,  so  far  at  least  as  respects  the  flow  of  the 
rivers,  and  without  reference  to  agricultural  or  other  reactions. 
In  other  words,  the  circumstance  of  less  or  more  vegetation  upon 
its  surfaces  becomes  comparatively  unimportant  in  a  district  whose 
general  geographic  conditions  and  exposures  are  such,  and  are 
such  as  to  exercise  an  influence  so  pronounced  and  commanding 
upon  both  the  precipitation  and  removal  of  water.  On  this  same 
principle,  the  northwest  coasts  of  North  America,  all  northwestern 
Europe,  the  British  Isles,  China,  (proper),  and  many  other  regions 
are  and  will  remain  heavily  watered  countries  whether  their  woods 
are  cut  off  or  not. 

In  particular,  the  natural  reservoirs  of  the  rivers  of  Maine  are 
of  such  capacity,  that  were  the  forests  wholly  cut  away,  the  low- 
run  volume  of  the  streams,  or  of  nearly  all,  could  still,  by  the  use 
of  the  reservoirs,  be  raised  to  and  maintained  at  a  figure  greatly 
in  excess  of  the  natural  or  present  summer  run.  Of  this  we  have 
demonstration  in  the  fact  that  the  streams  which  are  the  most  con- 
stant in  their  supply  of  water,  as  at  present  used,  are  on  the  coast, 
and  in  particular  in  the  southwest  part  of  the  State,  the  Mousam, 
Presumpscot,  Salmon  Falls,  etc.,  from  whose  drainage  territory  the 
greater  part  of  the  forest  has  been  removed,  but  whose  storage 
basins  have  been  brought  into  use,  and  which  realize  hundreds  per 
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cent,  more  power  than  when  the  forests  were  comparatively  intact, 
and  the  reservoirs  unimproved. 

so**  of  forest  It  may  be  proper  to  add  that  the  reasons  for  preserv- 
££dVt£*"^ri-  ing  forests  are  much  more  argent  with  reference  to 
oa>tom'  agriculture  than  water-power.    So,  first,  because  trees 

operate  in  favor  of  cultivated  plants,  as  shelters,  etc.,  in  modgs 
which  are  quite  inoperative  as  regards  water-power;  and  so,  sec- 
ondly, because  streams  being  fed  by  under-ground  storage,  suffer 
for  less  in  dry  times,  especially  the  larger  streams,  than  cultivated 
plants,  because  they  draw  water  supplies  from  much  greater  depths 
and  masses  of  earth.  The  retention  of  vast  bodies  of  forest  is  quite 
a  different  matter  from  preserving  tracts  and  belts  of  moderate  size 
scattered  over  the  general  face  of  the  country,  though  too  fre- 
quently confounded  with  it  in  discussions  upon  the  topic. 


CHAPTER   V. 

LAKES. 

Section  1. — Influbnob  of  Lakxs  cpok  Wateb-Power. 
importance  of  There  is  no  other  physical  feature  of  a  country  that, 
iSta^lto  under  the  control  of  man,  can  be  made  to  contribute  to 
**te*"ppwer*  the  constancy  of  water-power  in  equal  measure  with 
lakes.  The  importance  of  this  will  appear  when  it  is  remembered 
that  water-power,  only  in  proportion  as  it  is  constant,  becomes  suit- 
able for  extensive  manufacturing,  where  large  amounts  of  capital 
are  invested  in  stock  and  materials.  It  may  be  profitably  employed 
for  local  conveniences  and  in  small  establishments,  even  though  it 
be  variable  at  different  seasons,  and  at  some  parts  of  the  year 
reduced  to  almost  nothing.  But  under  such  conditions  only  can 
highly  variable  water-power  be  advantageously  employed,  as 
against  steam  in  connection  with  which  intermissions  of  efficiency 
can  be  guarded  against  by  proper  precautions,  and  flood  and 
drouth  alike  are  shorn  of  their  power.  Some  of  the  more  important 
modes  will  now  be  specified  in  which  lakes  exert  a  favorable 
influence  upon  water-power. 
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They  store  up  the  surplus  of  heavy  rains  and  of  uk«M 
snow-meltings,  and  so  provide  power  material  in  the  "****"* *■• 
season  of  excess  against  the  season  of  dearth.  They  are  therefore 
natural  reservoir*,  oftentimes  of  a  capacity  which  man  would  not 
presume  to  emulate  by  artificial  constructions,  provided,  too, 
almost  free  of  cost,  and  capable  of  being  put  to  actual  use  with 
insignificant  outlay. 

Lakes  with  us  and  in  our  climate  serve  a  double  use  as  reser- 
voirs, namely,  against  both  the  drouth  of  summer  and  the  drouth 
of  winter.  During  our  mid  winter,  precipitation  takes  place  largely 
in  the  form  of  snow.  Moreover  the  water  upon  the  surface  of  the 
ground  is  to  a  considerable  extent  turned  to  ice  and  immovably 
fixed,  and  the  ground  itself  in  all  its  upper  stratum,  saturated  with 
wet,  is  frozen  solid,  and  yields  no  contributions  to  the  streams. 
Accordingly  such  streams  as  are  unprovided  with  reservoirs  run 
low  in  winter,  though  rarely,  if  ever,  so  low  as  in  mid-summer. 
Those  on  the  contrary  fed  by  lakes  and  ponds  continue  to  yield 
approximately  their  usual  supply,  the  great  body  of  the  water 
being  protected  against  congelation  by  the  sheet  of  ice  and  snow 
incumbent  upon  the  surface  of  the  reservoirs. 

Lakes  contribute  to  lessen  (he  frequency  and  violence  ukm  dimin- 
of  freshets.  In  the  act  of  storing  up  water  in  floods  and  tohftt,heto* 
snow-meltings,  they  reduce  the  pressure  upon  the  discharge  capac- 
ity of  the  streams,  thereby  enabling  them  to  pass  off  the  surplus 
volumes  with  a  comparatively  moderate  rise  of  surface.  Upon 
rivers  subject  to  excessive  floods  manufacturing  works  have  to  be 
constructed  of  great  etrength  to  withstand,  and  with  extreme  nicely 
to  exclude,  the  water ;  and  most  generally  if  so  built  as  to  be  safe 
against  the  overflow  of  one  season,  are  high  and  dry  at  the  low 
water  of  another. 

Lakes  give  opportunity  for  the  formation  qf far  lees  feint  idaon 
toe  than  would  be  made  out  of  an  equal  quantity  of  **. 
water  dispersed  in  streams  and  upon  the  general  surface  of  the 
land,  the  great  body  of  the  water  being  protected  from -the  action 
of  the  cold  by  the  non-conducting  covering  of  ice  and  snow  incum- 
bent upon  it.  Lake  ice  before  "going  out"  becomes  rotten, 
breaks  up  and  separates  into  a  mere  sludge  of  crystals,  incapable 
of  harm,  whereas  the  ice  of  streams  is  torn  from  its  resting-place 
by  the  strong  traction  of  the  current,  while  yet  it  has  cohesiveneas 
enough  to  cling  together  in  large  masses  and  to  deal  very  heavy 
blows. 
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-   ThewKtarof       The  water  of  lakes  and  ponds  is  warm  so  that  mills 

iak&s  win  in 

winter.  near  them  and  fed  by  them  experience  no  trouble  from 

the  forming  of  ice  about  their  wheels  in  even  the  coldest  weather. 
Ukttand  the  Lakes  add  to  the  armual  amount  of  river  discharge  by 
™ Sto  dST**'  accumulating  the  water  from  a  wide  land  surface  into 
charge*  a  limited  receptacle  whose  surface  alone  is  exposed  to 

the  sun  and  winds,  and  whose  great  body  is  sheltered  against 
waste.  Water  when  in  the  mass  of  the  ground  is  most  tenaciously . 
held  against  evaporation,  but  when  the  ground  will  hold  no  more 
and  a  residue  must  be  disposed  of,  that  is  far  better  conserved  in  a 
lake  than  when  dispersed  upon  a  land  surface. 
intercept  the  Lakes  operate  to  the  same  result  by  dividing  with 
wttm'rf^M  their  deep  concavities  the  strata  of  the  ground,  and 
lower  ground.     ^m  receiyingp  a  iarger  share  of  that  volume  of  water 

which  circulates  in  the  earth,  below  the  streams,  and  which  other- 
wise would  work  off  into  the  ocean  by  diffused  flowage  through 
subterranean  channels.  Hence  it  is  that  many  of  our  lakes,  as, 
conspicuously,  the  Schoodic  chain  and  Sebago,  discharge  far  more 
water  than  they  visibly  receive  from  the  inflow  of  tributary 
streams. 

Section  2.— T«  Lake  System  of  Maine. 
Nnmb«r  and  The  first  feature  of  the  lacustrine  system  of  the  State 

areaofthelaket  •  ,    .  ,.  J      ,  _      .         . 

in  Maine.  to  be  noticed,  is  the  extraordinary  number  and  sue  of 
the  component  lakes.  Maine  in  fact  constitutes  the  southeastern 
extreme  of  the  Great  North  American  Lake  System,  which  extends 
hence  westward  to  the  Great  Lakes  inclusive,  and  thence  to  the 
Arctic  sea.  There  are  but  three  or  four  districts  on  the  globe,  not 
more  extensive  than  Maine  and  equally  habitable  in  other  respects, 
upon  which  an  equal  number  of  receptacles  for  impounding  rain- 
fall of  not  inferior  capacity  and  surface  is  to  be  found.  The  total 
count  of  those  represented  upon  the  maps,  as  connected  with  our 
rivers  both  within  and  beyond  the  State,  not  including  the  multi- 
tudes of  small  ponds  scattered  about  the  State  in  such  profusion 
that  almost  every  neighborhood  and  school  district  has  one,  and 
not  including  the  great  number  of  small  ponds  in  the  wilderness 
districts  which  are  not  represented  upon  any  map— is  not  less  than 
one  thousand  six  hundred  and  twenty.  In  fact  the  Kennebec  river 
has  more  lakes  connected  with  it  than  the  gigantic  Orinoco,  and 
the  Penobscot  than  the  Amazon,  or  than  all  the  rivers  in  Africa  so 
far  as  known ! 
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The  lakes  referred  to  and  defined  above  possess  at  Areas*  the 
the  lowest  estimate  deducible  from  the  various  state  *****  *  ***** 
and  county  maps  and  the  "  plans "  of  the  State  Land-Office,  a 
combined  area  of  2,300  square  miles.  The  estimates  returned  in 
response  to  inquiries  touching  the  extent  of  lakes  and  ponds,  have 
in  the  large  majority  of  cases  overrun  the  figures  deduced  from 
the  maps.  In  the  construction  of  town  plans,  etc.,  there  is  in 
general  no  disposition  to  exaggerate  the  water  surfaces,  as  this 
would  involve  the  diminution  of  land  and  lumber  tracts. 

To  the  above  figures  should  be  added  900  square  miles,  more  or 
less,  on  conjecture,  of  river  and  stream  surface,  giving  a  grand 
total  of  3,200  square  miles  of  inland  water.  Maine  contains  more 
lake  surface  than  a  million  square  miles  of  the  United  States,  sit- 
uated in  the  central  and  west-central  districts  and  south  of  the 
lake  belt,  not  including  the  lagoons  and  bayous  connected  with 
some  of  the  rivers,  which  are  not  proper  lakes. 


TABLB  OF  LAKB  SYSTEMS. 


Snras. 


No.  of 
I*k«s. 


Seeo 

Androsooggin 

Ksnnebeo,*  ••••  ■••• . . .  • .. 

Penobsoot, 

8t.  OroLi, 

St.  John, 

Denny's  etc., 

Maehias,  But  and  Wart, .. 

Narragnagns,  etc., 

Union,  (not  inoludlng  Islands) 
St.  George,  Saeepseot,  etc., 

Presampsoot, 

Boyal,  eto., 

Moasam,  ete.,..» , 

Plsoataqna, 


109 

148 


84  square  miles. 
313      "         " 


911460 


467 
61 


686      " 
160      •« 


306  360      " 


22 
66 
38 
43 
72 
46 
6 
14 
22 


Aggregate  area. 


Ratio  of  lake 
to  basin  sur- 
face. 


38 
68 
26 
00 
60 
97 
4 
10 
16 


1,630  2,300  square  miles. 


1: 

1: 
1: 
1: 
1: 
1: 
1: 
1: 
1: 
1: 
1: 
1: 
1: 
1: 
1: 


16.6 
IT 
12.9 
14 

6.6 
21.1 

9.8 
11.7 
22 
8 
16 

6.3 
42 
26 
34 


Average  an 
ttisLake. 


kof 


0.76  square  miles. 

1.43 

1.44 

1.26 

2.96 

1-76 

1.72 

1.20 

066 

1.39 

0.70 

2.10 

0.66 

0.71 

0.72 


Of  the  above  lakes  1,568  are  located  within  the  State  boun- 
daries, and  2,200  square  miles  of  the  total  surface  likewise.  There 
are  in  the  State  one  lake  to  each  twenty  square  miles  of  territory, 
and  one  square  mile  of  lake  to  each  14.3  square  miles  of  territorial 
area. 

The  second  feature  of  the  lacustrine  system  of  Maine,  ijjmsoop- 
and  which  for  our  purposes  gives  the  first  marked  sig-  the  ri*m. 
nificance  and  importance,  is  the  almost  universal  connection  of  (he 
lakes  with  (he  rivers.    The  Androscoggin  Lake  Systepi,  the  KenTie- 
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fcec  Zo&e  System,  the  Penofaort  Lobe  System,  etc.,  receive  their 
titles,  respectively,  not  from  the  mere  contiguity  of  the  lakes  to 
the  streams,  but  from  the  fact  of  actual  connection,  from  the  fact 
that  the  lakes  and  the  rivers  constitute,  in  each  case,  a  single 
organism  of  aqueous  circulation,  and  operate  together  for  the  fill- 
ilment  of  a  common  function. 

The  practical  result  is,  that  whereas  in  many  regions  lakes  are 
merely  inert  volumes  of  water,  with  us  they  are  by  the  fortunate 
circumstance  referred  to  transformed  to  receptacles  of  manufactur- 
ing power,  and  may  upon  proper  improvement  contribute  greatly 
to  the  wealth  and  population  of  the  State. 

ltehkMsK*  The  third  feature  of  note  in  the  inland  water  system 
hM^oruuT      of  Maine,  is  the  establishment  of  so  many  of  the  lakes 


at  and  about  the  head  of  the  rivers.  The  Umbagog 
series  at  the  source  of  the  Androscoggin,  Moosehead  serving  as 
the  fountain  of  the  Kennebec,  the  double  St.  Croix  series,  Sebago 
and  its  outlying  appendages  at  the  head  of  the  Presumpscot,  the 
Allaguash  chain,  the  Fish  river  lakes,  the  reservoirs  about  the  head 
waters  of  the  Penobscot,  the  Machias  lakes,  the  Union  lakes,  etc., 
are  striking  illustrations  of  the  law ;  and  thus  situated  are  ob- 
viously located  at  the  point  of  greatest  conservation  of  force. 
Tfemniarixtfe      In  the  fourth  place,  the  lakes  of  Maine  to  an  impor- 

the  mountain 

tant  extent  are  situated  either  above  or  upon  the  moun- 


tain region  of  the  State,  and  are  obliged  to  Beek  passage  for  their 
waters  over  its  broken  surface,  or  through  its  rugged  ravines,  over 
rough  and  impeded  channels,  and  are  thus  made  to  nourish  a  con- 
siderably larger  number  of  powers  than  under  other  circumstances 
could  reasonably  be  looked  for,  and  in  particular,  multitudes  of 
smaller  powers  upon  the  lesser  streams,  in  addition  to  the  larger 
upon  the  main  rivers  nearer  to  the  sea. 

High  elevation  Fifthly,  the  high  elevation  above  tide  at  which  many 
of  the  lakes.  ^  ^  largest  lakes  are  held,  is  a  circumstance  of  first- 
rate  importance  as  regards  water-power.  The  table  sutgoined 
gives  a  few  facts  in  illustration,  the  figures  denoting  the  height  of 
the  lacustrine  surfaces  above  sea  level  in  feet. 


Dtrr.  I.] 
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ELEVATION  OF  A  WW  OF  THB  LARGE*  LAKES. 


Mootehead, 1,023 

Wood, 1,094 

Attean, 1,094 

long  pond, 1,094 

Sohoodio,  (aboat) S90 

Sebec,  (about) 375 

Baekahegaa,  (about) 400 

Pamedumoook,   the   Twins,   and  >     ^ 

Milinoket,  (about) J    *w 

Ripofenu, . 678 

Cheranoook, 900 

OavqaoiagoaK*,  (abort) 930 

Sqnawpan,  (about) 580 

flebago 247 

Umbacog, 1,266 


RioharcUon, 1,456 

Mooeetaetoaguntfo, 1,486 

Raagelej, lt6U 

Mattagamon,  (about) 850 

Chamberlain, 936 

Pomgoowahom  and  Churchill, 914 

Allaguash  (about) 956 

Eagle, 579 

Square  and  Oroaa, 587 

Long ....    606 

Portage,  (about) 625 

Fbh  Elver  (about) 666 

Chiputaatioook, 383 

"  Grand, 446 


Now  Lake  Itasca  at  the  extreme  head  waters  of  the  Mississippi 
river  is  elevated  only  1,516  feet,  or  but  little  above  the  height  of 
Rangely  lake.  Lake  Superior,  of  the  Great  Lakes,  at  the  source 
of  the  St.  Lawrence  1,800  miles  by  the  river  from  the  ocean,  is 
elevated  only  630  feet,  or  about  two-thirds  the  height  of  Moose* 
head.  Lake  Winnepiseogee  in  New  Hampshire  is  but  501  feet 
above  tide,  or  four  to  five  hundred  feet  below  the  large  lakes  at 
the  head  of  the  Penobscot,— CheBuncook,  Chamberlain,  etc.  So 
that  our  lakes  hold  their  waters,  as  just  observed)  in  a  state  of 
great  and  unusual  reserved  power — power  that  is  given  forth  as 
the  waters  fall  to  the  sea  along  the  courses  of  our  rivers. 

The  lakes  and  ponds  of  Minnesota  are  as  a  whole  elevated 
higher  above  sea  level  than  the  lakes  of  Maine ;  but  the  fell  of 
their  surplus  waters  to  the  tide  is  not  effected  within  her  limits, 
nor  indeed  in  less  than  thousands  of  miles  of  horizontal  run,  and 
accordingly  is  comparatively  unproductive  of  power  available  for 
use. 

Lastly.  The  tables  given  in  Part  II.  of  this  Report  OomtMiir 
show  the  lakes  and  ponds  of  Maine  to  be  susceptible  *■*■. 
in  remarkable  degree  of  conversion  into  storage  basins,  and  in- 
deed to  be  already  very  generally  converted  into  such  fer  log- 
driving  purposes.  The  average  depth  of  reserve  that  can  be  held 
upon  their  surfaces  is  certainly  not  below  eight  feet,  and  the  in- 
crease of  the  natural  low  run  of  the  streams  that  can  be  com- 
manded by  their  use  is  confidently  believed  to  be  much  in  .excess 
of  one  hundred  per  cent. 

The  statistics  of  Part  III.  give  striking  examples  of  faampiwofin- 

CFGt%08  Ob  pOWtT 

the  increase  of  power  realized  upon  appropriation  of  byremrvom. 
reservoirs.    These  are  the  most  remarkable  as  exhibited  upon 
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small  streams,  which  if  unfurnished  with  storage  basins  would  be 
entirely  worthless  for  manufacturing  purposes.  Thus  the  Megun- 
ticook  stream  at  Camden,  though  only  3.5  miles  long,  nevertheless 
being  fed  by  several  ponds,  yields  an  annual  product  of  several 
hundred  thousand  dollars  in  manufactured  goods,  and  yet  its 
available  power  is  by  no  means  wholly  employed.  In  like  manner 
a  mere  brook  in  Bridgton  manufactures  $600,000  of  goods  yearly, 
its  power  being  far  from  wholly  used.  Dexter  stream,  which 
without  the  reservoir  pond  at  its  head,  would  be  substantially  dry 
in  summer,  realizes  by  the  use  of  the  pond,  constant  power  on  the 
Dexter  Falls  alone  of  360  horse,  with  machinery  only  moderately 
economical  of  water.  The  Sabattus  stream,  fed  by  the  Sabattus 
pond,  yields  at  lowest  run  a  power  of  500  horse  on  a  fall  of  only 
thirty  feet  in  Lisbon ;  without  the  pond  its  power  in  a  drouth 
would  scarcely  be  worth  the  using. 

On  the  larger  streams  also  results  sufficiently  striking  have  been 
reached  by  the  means  in  reference,  though  not  in  equal  degree,  on 
account  of  the  almost  universally  inadequate  and  partial  use  of  the 
available  reservoirs.  Thus  the  power  of  the  Salmon-Falls  river 
has  been  increased  one  hundred  per  cent,  by  the  use  of  about  six 
square  ihiles  of  ponds.  At  Mechanic  Falls  on  the  Little  Andros- 
coggin, a  constant  power  of  1,053  horse  is  secured  on  a  fall  of  31 
feet,  by  the  use  of  the  great  natural  storage  basins  tributary  to 
the  river,  and  much  more  can  be  had  when  required.  Other 
examples  to  the  same  effect  are  given  in  Part  III.  of  the  Report. 
Tin  ramritiar  It  is  easy  to  see,  therefore,  how  great  an  advantage 
EFSSer**  our  water-power  has  over  that  situated  further  South, 
power*  in  Virginia,  the  Carolinas,  Georgia,  and  Alabama,  which 

is  obliged  to  rely  upon  the  natural  flow  of  the  streams  for  its 
supplies,  or  if  furnished  with  reservoirs  at  all,  has  to  depend  upon 
artificial  constructions  of  comparatively  great  cost  and  limited 
capacity.  For  this  reason,  if  for  no  other,  that  power  can  never 
compete  on  equal  terms  with  the  water-power  of  Maine, 
wbjr  n't*™  are  If  the  matter  under  disoussion  were  the  general  phy- 
this  p<4nt.  *  sical  geography  of  the  State,  a  view  of  its  Rivers  would 
be  in  order  at  this  point.  But  the  special  objects  had  in  view, 
require  such  prominence  to  be  given  to  these,  as  necessitates  their 
treatment  in  an  independent  Part  of  the  discussion. 
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CHAPTER   VI. 

THE  TIDAL  WATER-POWER  OF  MAINE. 


The  tides  upon  the  coast  of  Maine  are  so  remarkable  Theraiaeof 
for  volume  as  to  require  special  notice  in  the  discussion  power. 
of  its  water-power.  Tidal  force  is  not  considered  available  for 
ordinary  manufacturing  purposes  in  which  large  numbers  of  hands 
we  employed,  because  of  the  unseasonable  and  constantly  chang- 
ing hours  in  which  it  is  necessarily  used :  this  at  least  without 
considerable  expense  in  the  way  of  supplementary  basins  for  the 
reception  of  the  niill  discharge  during  the  time  of  high  tide,  by  the 
use  of  which  the  season  of  wo*  oan  be  regulated  to  convenience. 
But  on  the  other  hand  for  certain  forms  of  manufacturing,  as  sawing 
lumber,  grinding  grain,  grinding  slate  for  paint  or  plaster  of  Paris, 
sawing  marble,  etc.,  in  which  large  amounts  of  power  are  used  and 
only  a  few  attendants  are  required,  it  is  of  decided  value.  The  flow 
of  the  tide  is  so  great  on  our  coast,  that  with  suitable  wheels  it  can 
be  operated  to  advantage  sixteen  hours  out  of  the  twenty-four. 
The  supply  of  water  of  course  never  foils,  and  the  extreme  fluctua- 
tions of  volume  are  very  small  as  compared  with  those  experienced 
upon  even  the  most  constant  of  fresh  water  privileges.  There  is 
less  trouble  from  ice,  and  the  privileges  are  obviously  accessible 
to  market  by  the  cheapest  form  of  transportation. 

The  coast  of  Maine  is  in  nearly  all  parts  iron-bound,  so  that 
dams  and  mill  structures  oan  be  planted  upon  firm  foundations. 
Upon  the  vast  reaches  of  sandy  and  swampy  coast  south  of  us,  the 
tide,  however  great  might  be  its  rise  and  fall,  would  be  unavailable 
for  power  to  any  considerable  extent,  except  at  great  cost,  on  ac- 
count of  the  impossibility  of  securing  solid  basis  for  superstruc- 
tures. 

The  following  table  exhibits  the  mean  range  from  low  to  high 
water  at  various  points  upon  the  coast : 
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MEAN  HEIGHT  OF  THB  TIDE  ON  THE  COAST  OF  MAINE. 


Localities 

Eastport, , 

Maohiaii, 

.  Machtasport, 

Jonesport, 

Colombia  Falls, 

Steuben, 

Winter  Harbor, 

Cold  Harbor,  Swan's  Island, 


Feet. 


18.1 
13.0 
16.0 
15.0 
14.0 
130 
10.5 
12.0 


LoeaiiUee. 


Oastine, 

.Camden, 

Thomatton 

Danaarieootsa, 

Wisoasset, 

Harpswtn,  (Basin). 

Portland,* 

Saoo,  


12.0 
9.8 
9.4 
8.1 
9.4 
9.0 

'8.9 
8.5 


11.6 


MEAN  TIDE  BEYOND  STATE  ON  THB  ATLANTIC  COAST. 


Localities 

Portsmouth,  N.  H., 

Boston,  Man., 

Nantucket 

Providenoe,  R.  I 

New  York,  N.  Y.,  . . . 


Feet. 


86 
10.0 
3.2 
5.1 
4.8 


Localities. 

Brunswiok,  Ga., 

Funandina,  Fla.,.   .. 

Charlotte,  Fla., 

Month  Mississippi,... 


Feet* 


6.8 
S.9 
1.1 
14 


Moan,  6.9  foot. 


Effect  of  the 
broken  shore 
line. 


The  value  of  this  form  of  power  in  its  sum  for  the 
State  is  indefinitely  increased  by  the  great  length  and 
broken  outline  of  our  shore,  which,  as  before  remarked,  is  extended 
to  the  estimated  length  of  2,000  to  3,000  miles  in  a  direct  horizon- 
tal distance  of  226  miles.  The  contour  of  the  coast  is  such,  that 
coves,  inlets,  and  reentering  arms  of  the  sea  in  great  numbers  and 
of  large  size,  are  susceptible  of  inexpensive  improvement  as 
storage  basins  and  reservoirs  of  power. 

For  many  years,  doubtless,  and  until  our  fresh-water 


employment  of  . 

tide  power.  power  is  measurably  put  to  use,  salt-water  power  win 
be  employed  only  in  small  amount,  and  only  "where  insignificant 
outlay  will  be  required.  But  it  is  in  nowise  improbable  that  in 
time  the  large  sites  will  be  utilized,  works  constructed  on  a  great 
scale,  and  enormous  amounts  of  labor  accomplished  by  this  great 
natural  motor.  If  anywhere  in  the  world  it  can  be  done  to  advan- 
tage, it  is  here,  by  reason  of  favoring  physical  conditions,  and  to 
all  the  higher  advantage  in  connection  with  the  great  manufactur- 
ing system  to  be  established  on  our  rivers. 


DIVISION  II. 

METEOROLOGICAL   CONDITIONS. 


In  this  division  of  the  subject,  two  fundamental  whatwnibe 
properties  of  our  climate — namely,  temperature  and  S^TiLor 
rain,  will  be  considered,  in  so  far  as  they  directly  affect  Part  L 
our  water-power,  and  no  farther. 


CHAPTER   VII 

TEMPERATURE. 


Section  1. — Mean  Annual  Temperature. 
The  mean  temperature  of  the  State  for  the  year  is  exhibited  in 
the  records,  the  results  of  which  are  subjoined,  covering  a  long 
period  of  years,  and  representing  as  nearly  as  possible  the  different 
parts  of  our  domain. 

TABLE  OF  MEAN  ANNUAL  TEMPERATURE  IK  MAINE. 


LOCALITISB. 


Mean  Temperature. 


Vint  Kent, 

Hanooek  Barracks, 

Fort  Fairfield, , 

Battport, 

Steuben, 

Oastine, 

Portland,. 

Portland  Observatory,. 

Williamsburg , 

Brnnswiek 

Coraiia 

Gardiner, 

Bath 


37°.04 

4 

40.50 

17 

38  11 

- 

43.02 

25 

42.37 

13 

43.40 

40 

43.14 

10 

42.90 

31 

41.50 

6 

44.50 

50 

4285 

7 

43.94 

66 

44.50 

10 

The  mean  of  the  first  three  points,  38°. 55,  represents  (nearly) 
the  temperature  of  the  northern  third  of  the  State.  The  mean 
of  the  remaining  points,  43°. 21,  represents  approximately  the 
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temperature  of  the  southern  two-thirds.    Hence  the  average  tem- 
perature of  the  whole  State  is  41°. 65. 

The  significance  of  this  figure  will  appear,  when  it  is  recollected 
that  in  no  other  part  of  the  northern  hemisphere,  except  northeast 
China,  does  the  isotherm  of  41*. 65  sink  so  near  the  equator,  as  in 
Maine  and  the  adjacent  districts  on  the  east  and  west. 
Mmn  temper*-  The  mean  temperature  of  the  State  is,  therefore,  for 
loir.  a  region  situated  upon  the  45th  parallel,  unusually  low. 

That  is  to  say  relatively  low,  low  for  the  latitude.  Abyssinia  and 
southern  Hindoostan  are  cold  countries  for  the  latitude,  on  account 
of  their  high  elevation.  The  coast  of  California  also  is  cold  for  the 
latitude,  on  account  of  the  cold  marine  under  current  upheaved 
upon  its  shores.  Yet  the  former  two  countries  are  hot,  and  the 
latter  is  warm,  to  live  in,  though  all  are  relatively  cold.  Corres- 
pondency Maine  is  not  declared  to  be  cold  with  reference  to  com- 
fortable habitableness  or  capacity  of  vegetable  production,  since 
maize  ripens  every  year,  but  cold  in  the  relative  sense,  and  for  a 
country  no  further  removed  toward  the  poles, 
in  ooonquenoa  The  low  temperature,  though  referable  in  part  to 
other  causes,  is  due  mainly  to  the  cold  ocean  current 
off  the  northeast  shores  of  the  continent,  before  referred  to.  The 
effect  of  this  is  exerted  on  so  grand  a  scale,  that  all  the  northeast 
portion  of  the  grand  division  is  constituted  a  geographical  region 
of  relatively  deficient  heat.  The  focus  of  this  district,  is  situated 
at  the  northeast  corner  of  Hudson's  Bay,  its  annual  defect  of  heat 
being  13°.  In  all  the  adjacent  regions  the  temperature  is  lower 
than  is  due  to  the  latitude,  in  proportion  to  their  proximity  to  the 
focus.  Thus  at  Quebec  the  deficiency  is  nearly  7°,  at  New  York 
4°,  throughout  Maine  is  not  far  from  5°. 5.  In  other  words  our 
mean  annual  temperature  is  what  might  be  looked  for  were  our 
geographical  centre  as  near  the  fiftieth  parallel  as  it  now  is  the 
forty-fifth. 

iteeflbctupoo  The  low  temperature  in  question,  without  impairing 
the  habitability  of  the  State  in  other  respects,  contrib- 
utes essentially  to  its  water-power.  So,  first,  by  condensing  a  large 
share  of  moisture  from  the  warm  south,  southeast,  and  southwest 
winds,  and  thus  inducing  a  more  copious  rainfall  than  could  be 
looked  for  from  our  location  on  the  mid  parallel  and  upon  the  lee 
side  of  the  continent.  So,  secondly,  by  diminishing  the  waste  of 
water  by  evaporation,  and  preserving  therefore  a  larger  proportion 
for  removal  by  rivers. 
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Section  2. — Ssasov  Tsmpebatubbs. 

The  temperatures  of  only  the  Bummer  and  winter  seasons  need  be 
Considered  in  this  Report,  they  exerting  npon  the  water-power  of 
the  State  the  most  characteristic  and  powerful  influence. 

Subsection  A. — Summbb  temperature.  The  table  annexed  repre- 
sents the  mean  summer  heat  at  points  widely  dispersed  over  our 
territory. 

TABLE  OF  SUMMBB  TBMPBRATUBS  IK  MAIHB. 


LooALnm. 

Fort Kent, .......  •••• ....  • 

Fort  Fairfield, 

Houltoo 

Beatoort, 

Caatlne 

Williamabarf, 

Bnwewiok, 

Bath 

Gardiner, 


Latitude. 


46°-  03' 


Temperature. 


47°-  16' 

6P.68 

46—46 

61.68 

46—7 

4J.3S 

44—15 

60.60 

44—23 

63.00 

46—21 

60.10 

43—63 

69.90 

43—63 

64.60 

44—10 

66.80 

i^ 


The  mean  of  the  first  three  or  northern  stations  being  allowed 
to  represent  the  temperature  of  one-third  of  the  State ;  and  the 
mean  of  the  remainder  to  represent  the  temperature  of  two-thirds, 
we  obtain  as  the  average  summer  temperature,  62°.43. 

For  the  purpose  of  comparison  the  table  of  summer  ooMparieoa 
temperatures  is  given  below  for  the  district  of  country  *** 
extending  west. 

TABLB  OF  STTMMXB  TBMPBRATORB  IS  DISTRICT*  WWT. 


LOCAUUM. 


Utitttfr. 


Temperature. 


Andotw?,  Mm., 

Troy,  N.  Y., 

Beiem,  N.  Y 

Green  Bay,  Wla. 

Fort  Crawford,  Wis.,. . 
Fori  Atkinaon,  Iowa, . 
FortSnalUng,  Minn.,. 
Fori  Ridgely,  Minn., . 

Petabina, 

Fort  Sudan,  ©•«, .  .  • 


41°-  40* 

68°.70 

42—43 

70.00 

43—15 

68.26 

44-40 

68.60 

49—05 

72.28 

43—00 

68.00 

44—63 

T0.64 

44—16 

70.00 

48—60 

70.60 

43—01 

76.40 

Mean,. 


44°.01 


70°.17 


Upon  comparison  with  the  Maine  stations  there  will  be  seen  to 
be  a  difference  of  1°-?  in  the  mean  latitude,  and  of  T°.M  in  the  mean 
temperature.  It  appears  therefore  that  the  summer  temperature 
of  Maine  is  lower  than  of  the  interior  districts  in  substantially  the 
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same  latitude,  by  over  twenty  per  cent,  of  their  temperature 
reckoning  from  the  freezing  point  of  water.*  Stated  otherwise, 
the  chances  of  water  dearth  arising  from  summer  heat  are  dimin- 
ished over  twenty  in  the  hundred  with  us,  as  compared  with  the 
most  favored  and  valuable  water-power  region  in  the  country, 
removed  from  the  seaboard.  In  this  remark  special  reference  is 
had  to  Wisconsin,  Iowa,  and  Minnesota,  the  only  States  possessed 
of  water-power  adapted  to  extensive  manufacturing  west  of  the 
Alleghany  Mountains. 

If  the  comparison  be  further  extended  so  as  to  cover 
the  water-power  country  adjacent  to  the  Appalachian 
highland  south  of  us,  and  which  with  the  western  district  speci- 
fied comprehends  all  the  water-power  of  the  country  suited  to 
extensive  manufactures,  results  equally  suggestive  are  reached. 

TABLE  Of  SUM MSB  TEMPERATURE  IN  DISTRICTS  SOUTH. 


Comparison 
with  districts 


Localities. 


latitude. 


Newark,  N.  J., 

Fort  Delaware. , 

Richmond.  V*,, 

Mnrfreesboroagh,  N.  C, 

Charleston,  8.  0 , 

Serannah,  Ga., 


40°- 46' 

71°.» 

89— 85 

75.90 

37— JO 

77.90 

36—30 

78.00 

32—46 

80.59 

32—05 

80.70 

Mean,. 


36°- 28* 


77°.05 


As  compared  with  the  Maine  stations  here  is  an  excess  in  tem- 
perature of  14°.62.  In  other  words  the  summer  heat  of  Maine  is 
less  than  of  the  districts  compared,  by  about  thirty-two  per  cent, 
of  their  temperature,  reckoning  from  congelation  point. 
Kfleotoftheiow  The  great  importance  of  the  low  summer  tempera- 
per^e^on  ture  thus  exhibited,  as  regards  the  matter  in  hand, 
water  waste.  nftmely ,  the  conservation  of  water  for  power  purposes, 
may  be  inferred  from  the  following  facts : — 

EVAPORATION  AT  DIFFERENT  SEASONS  OF  THE  YEAR. 


LocALxnis. 


Summer. 


Winter. 


Near  London,  Bng.,. 
Near  Montreal,  Oa., 


Melbourne,  AnstraHa,. 


July,  3.75  inche 
5Jnne,3.72  " 
I  July,  3.78  " 
(Deo.  U.01  " 
J  Jan.  11.23  « 
(Feb.    8.U     " 


January,  0.50 
January,  inapyre 


May,  1.97 
Jane,  1.50 
August,  2.57 


750:1 


6:1 
7:1 
8:1 


V    From  which  it  appears  that  the  draft  upon  rainfall  by  evapora- 
tion is  far  greater  in  summer  than  in  winter,  and  by  consequence 


*  Evaporation  is  comparatively  unimportant  below  this  point. 
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that  a  redaction  of  a  few  degrees  in  summer  heat  must  result  in  a 
very  important  abatement  of  water  waste. 
It  well  known  that  at  the  large  majority  of  manu-  iteeffeetairt- 

nurds  m&nuftc- 

factoring  labors  the  burden  of  the  day's  work  is  felt  by  taring  labor. 
the  operative  to  be  much  heavier  in  summer  than  in  winter.  The 
cold  of  the  latter  season  can  be  so  guarded  against  and  mollified, 
that  throughout  the  whole  establishment  precisely  or  very  nearly 
that  temperature  can  be  secured  which  is  most  contributive  to 
vigorous  exertion.  But  the  heat  of  summer  pervading  and  pene- 
trating everything,  and  brought  in  at  every  open  window  with  the 
necessary  supplies  of  fresh  air,  cannot  be  shut  out.  It  cannot  be 
qualified.  It  oppresses  the  worker  with  a  languor  rarely  experi- 
enced in  out-of-door  avocations,  and  renders  it  impossible  for  him 
to  do  so  much  or  do  so  well  as  he  can  easily  do  in  cool  weather. 
Accordingly,  the  evidence  is  that  in  Maine,  where  the  summer 
temperature  is  low,  where  it  rises  above  the  point  of  comfort  for 
but  a  few  days  for  the  whole  season,  operatives,  circumstanced 
equally  in  every  other  respect,  accomplish  more  than  in  the 
interior  and  more  southern  States  by  the  truly  remarkable  fraction 
of  Tea  per  cent. 

It  is  not  necessary  to  expatiate  upon  the  importance  of  this  fact 
since  it  really  covers  a  very  considerable  part  of  the  whole  ground 
betwixt  manufacturing  simply  without  loss  and  manufacturing 
with  liberal  profit, — profit  and  loss  both  for  the  operative  and  for 
the  whole  State.  It  is  more  essential  to  insist  upon  the  view  that 
as  the  fact  is  a  fact  now,  so  will  it,  being  founded  upon  the  nn- 
changable  conditions  of  nature,  remain  a  fact  for  all  coming  time ; 
and  that  by  consequence  for  all  coming  time,  other  things  being 
equal,  the  State  will  be  able  to  reap  from  the  labors  of  its  citizens 
employed  in  manufacturing,  a  proportion  of  advantage  greater  than 
oan  be  acquired  by  other  States  from  the  labors  of  an  equal  number 
of  their  citizens  similarly  employed.  This  is  the  uniform  judgment 
and  testimony  of  the  superintendents  of  factories,  who  have  had 
the  opportunity  of  comparing  the  efficiency  of  labor  here  and  labor 
elsewhere,  and  is  most  positively  insisted  upon  by  those  who  have 
had  the  largest  and  most  varied  experience  in  this  and  other 
States. 

These  views  may  seem  to  conflict  with  certain  mcts  Ag*™"!^ 
brought  out  in  the  census  for  1860,  from  which  it  ■»*. 
appears,  first,  that  the  number  of  pounds  of  cotton  manufactured 
yearly  to  each  spindle,  for  the  decade  1850-60, 
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XntkftUaiMStata*. W4 

In  the  New  England  Stntet, . 61 

In  the  Middle  StetM, 88.W 

In  Maine, T8 

And  appears  further  that  the  value  of  the  product  of  each  spindle, 
was — 

lath*  United  Stet«, %%%M 

InthotNewBttgUndStttM, , .. *,.... 2Qja 

In  the  Middle  8tafctf, S0.4S 

In  Maine 31.1J 

From  which  it  is  evident  that  in  pounds  of  cotton  consumed  per 
spindle  and  in  the  value  of  the  annual  product,  Maine  falls  behind 
the  Middle  States  by  an  important  per  oen&ge. 
Thespian*-         The  explanation  of  thi*  is  to  be  found  in  the  cirenm- 

lion  of  the  fete.   Bfm^  hT&tt  ^t  ^  yaraj(  ^  the  Middle  g^  gQods 

are  largely  spun  in  New  England  and  elsewhere,  and  accordingly 
the  manufactories  of  those  States  receive  their  material  already 
half  wrought,  and  of  course  appear  to  advantage  when  estimated 
by  the  relation  which  the  value  of  the  finished  goods  holds  to  the 
number  of  spindles  in  their  own  works.  The  explanation  is  found, 
secondly,  in  the  circumstance  that  the  goods  produced  in  the 
Middle  States  are  not  fine  goods,  but  are  of  the  classes  medium  CO 
coarse.  They  therefore  require  comparatively  large  amounts  of 
raw  material  by  which  their  cost  and  value  as  finished  goods  an 
raised  to  a  relatively  high  figure,  as  above  indicated.  But  when 
employed  on  the  same  grade  of  goods,  and  performing  each,  all  or 
an  equal  number  of  the  processes  of  manufacture,  the  factory 
operative  in  Maine  can  and  does  accomplish  more  than  the  opera- 
tive in  the  Middle,  Interior,  or  Southern  States,  by  a  per  cent,  not 
less  at  least  than  that  before  specified. 

why  wint«r  Subsection  B.— Wihtbr  vwpBBATUKB,     The  oonei4» 

^dl^ewi!1  eration  of  the  temperature  of  winter  is  next  in  oonse- 
udered.  quence  to  that  of  summer,  because  the  winter  of  Maine 

is  extremely  pronounced  in  character  and  exercises  no  inconaidr 
crable  influence  upon  the  volume  of  the  streams,  especially  the 
smaller. 

The  table  annexed  exhibits  the  temperatures  observed  for  the 
three  winter  months  at  the  piaees  specified,  the  figures  being 
respectively,  in  the  larger  number  of  cases,  the  mean  of  several 
or  many  years'  record : 
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TABLB  OF  WHTCBB  THMPKRATUBB  IK  MAINE. 


Locmrm. 

Temperature. 

Fort  Kent, . . . . . 

11°.S6 

Fort  Fftirflald  .          .« 

14.28 

Mmlftaa, 

W.41 

Eaittport, 

28.90 

Rirt  Preble, •. 

-  14.70 

Bath, 

14.00 

Gardiner, • 

19.01 

Mean 

1»°.09 

Material  for  comparison  is  afforded  in  the  table  fol-  oonparieon 
lowing,  which  shows  the  winter  temperature  at  points  wen 
westward,  situate  in  substantially  the  same  latitude : 

TABLB  OF  WINTER  TEMPERATURE  IK  DISTRICTS  WEST. 


Burlington,  Vt., 

Flattebargh,  K.  ¥ 

Qnienebnrgh,  N.  T.. 

iGrt  Maeainaa,  MM,, 

8Mt8t.AUrie.Miok.,. 

Marquette,  lake  Superior, 

tjreen  Bay,  Wit,, 

Fort  Atkinion,  Iowa, 

fort  Sorting,  Mian., 

Fort  Rtogelj,  Minn., 

Fort  Ripley,  Minn., 

Mean, 


21°.60 
20.13 
22.60 
10.00 
18.00 
17.5$ 
19.01 
20.62 
10.07 
17.00 
10.00 


18°.6S 


The  winter  of  Maine,  therefore,  is  not  so  severe  as  is  experienced 
in  the  correspondent  latitudes  in  the  interior.  This  is  due  to  the 
mollifying  influences  of  the  surrounding  sea,  the  effect  of  which 
though  it  be  (in  this  latitude)  to  lower  the  mean  for  the  year, 
raises  it  for  the  winter. 

Whether,  however,  our  winter  be  wanner  or  colder  the  winter 
than  other  districts  experience  and  their  populations  SowS0* 
are  obliged  to  endure,  is  for  our  purposes  only  an  r  rfl,II***i 
incidental  consideration.    The  main  point  to  be  observed,  is,  that 
the  winter  temperature  of  the  State  is  below  the  freezing  point  of 
water,  and  very  considerably  below — 12°.91  below. 

It  follows  from  this,  first,  th$t  the  surface  ground  itepnetkai 
with  its  contained  water  tends  to  freeze  solid  and  to  a  *****  ** 
very  considerable  depth,  and  thereby  to  refuse  admission  to  any 
rainfall  received,  or  to  supply  the  streams  from  its  own  previous 
accumulations.    It  follows,  secondly,  that  the  surface  water  upon 
the  drainage  sheds  tends  throughout  the  season  in  question  to  turn 
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to  ice  wholly,  especially  when  dispersed  in  shallow  depths,  in 
brooks,  shoal  ponds,  swamps,  etc.  It  follows,  thirdly,  that  pre- 
cipitation inclines  to  be  very  largely  in  the  solid  form,  chiefly  snow. 
From  these  circumstanced  combined  the  streams  tend  to  ran  low. 
They  do  ran  low  usually,  particularly  the  smaller,  whose  supplies 
are  furnished  mainly  by  merely  surface  drainage. 
Modification*.  Fortunately,  however,  these  three  circumstances  do 
not  practically  combine  their  efficiencies  to  reduce  river 
supply.  For  when  precipitation  comes  in  the  form  qf  snow  the 
ground  does  not  freeze,  or  freeze  much,  and  continues  therefore  to 
supply  the  rivers  with  the  reserved  abundance  of  the  autumn  rains, 
a  supply  but  little  diminished  by  evaporation  and  accordingly  sur- 
prisingly durable.  When  the  snow  falls  to  the  depth  of  several  feet, 
as  it  does  nearly  every  winter,  the  ground,  if  frozen,  thaws  out,  the 
lower  stratum  of  the  snow  melts,  and  charges  the  earth,  which  in 
turn  feeds  the  streams. 

The  severity  of  temperature  scarcely  ever  fails  to  relax  for  brief 
periods  during  the  winter,  so  as  to  admit  of  rains  and  of  the  melt* 
ing  of  part  of  the  accumulated  snow,  by  which  the  lakes  and  reser- 
voirs are  filled.  So  that  while  the  Btreams  run  low  they  do  not 
run  dry,  or  hardly  ever  so  low  as  in  the  ordinary  reduced  summer 
supply.  In  other  words,  the  water-power  of  the  State  suffers  next 
to  no  inconvenience  from  deficiency  of  water  consequent  upon  and 
produced  by  the  cold  of  winter.  Further  remarks  upon  the  effects 
of  the  deep  snows  will  be  offered  in  a  subsequent  chapter. 
TbtvMng*  Two  special  circumstances  of  some  practical  conse- 
tMcktoeupon  qUence  attend  the  protracted  low  temperature  of  our 
-tpea,ni•  winter,  namely,  the  formation  of  ice  of  great  solidity 

and  thickness  upon  lakes  and  rivers,  and  the  liability  to  ioe 
accumulations  about  the  water  gearing  of  mills  and  factories.  As 
respects  the  first-mentioned  circumstance,  it  carries  for  practical 
purposes  its  own  correction  with  it ;  for  the  brief  thaws  and  short 
rains  experienced  in  our  winters  do  not,  except  at  extremely  wide 
intervals,  suffice  to  break  up  the  ice  upon  the  rivers  and  never 
upon  the  lakes,  which  therefore  remains  unbroken  until  spring  and, 
as  before  noticed,  until  it  has  become,  under  the  action  of  the  hot 
sun  and  long  days,  comparatively  incapable  of  harm,  brittle  and 
ready  to  shatter  to  pieces  upon  a  slight  blow.  South  and  west  of 
us,  on  the  contrary,  where  the  winter  cold  is  less  protracted  and 
intense,  and  longer,  heavier,  and  more  frequent  rains  are  inter- 
spersed with  snows,  the  ice  is  almost  always  broken  up  during  the 
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winter,  and  carried  from  the  tributaries  into  the  main  streams,  is 
piled  up  in  large  masses  twelre  or  fifteen  feet  in  thickness,  which 
subsequently  freeze  together  and  thus  become  really  dangerous  and 
destructive,  when  finally  set  in  motion  in  early  spring.  This  is  the 
case  on  the  Connecticut  river  where  a  thaw  ant}  partial  breaking- 
up  of  the  ice  may  be  looked  for  with  almost  absolute  assurance 
during  January  and  February  of  each  year.*  So  that  practically 
no  river  in  Maine  requires  greater  precautions  to  be  taken  against 
ice,  by  way  of  extra  strength  in  bridges,  mill  foundations,  etc., 
than  are  indispensible  upon  the  above-mentioned  and  other  streams 
west  and  south  of  us. 

As    respects   the   second  circumstance  mentioned  Th?  formation 

of  100  About 

above,  the  gathering  of  ice  about  the  machinery  of  mm  works. 
mills,  no  practical  difficulty  of  a  serious  nature  is  experienced,  or 
at  least  none  such  as  cannot  be  readily  obviated  by  a  little  precau- 
tion in  the  construction  of  works  with  reference  to  the  exclusion 
of  cold. 

In  conclusion  it  appears  that  the  thermal  condition  q^^^ 
of  the  State,  on  the  whole,  influences  very  favorably 
both  the  volume  and  constancy  of  the  rivers.  The  temperature  for 
the  year  is  low,  and  evaporation  for  the  year,  as  affected  by  tern* 
perature,  is  therefore  of  necessity  comparatively  small.  The 
temperature  of  summer,  in  particular,  is  by  various  circumstances 
abated,  and  the  evaporating  waste  of  water,  by  consequence,  cor* 
respondently  abated.  The  severity  of  the  winter  though  minatory 
of  water  dearth,  is  nevertheless  so  broken  by  relaxations  of  cold, 
by  occasional  rains,  and  above  all  so  counteracted  by  the  deep 
ground-covering  of  snow,  as  practically  to  be  shorn  of  its  threat- 
ened injurious  effects. 


44 


WATER  POWER  Of  MAINS. 


[ftaavl. 


CHAPTER  VIII. 

RAINFALL     OF     MAINE. 


Section  1. — Annual  Rainfall. 
The  yearly  receipt  of  moisture  in  Maine,  including  both  rain 
and  snow,  is  exhibited  in  the  following  table,  which  is  digested 
from  the  records  of  the  Smithsonian  Institution  expressly  for.  this 
Report,  and  furnished  by  courtesy  of  the  Regent,  Prof.  Joseph 
Henry: 

TABLE  OF  ANNUAL  RAINFALL  IN  MAINB. 


Localities. 

Bath,. 

Biddeford, 

Brunswick 

Bnoksport, 

Cornish, 

Dexter, 

Eastport, 

Fort  Kent, 

Fort  Preble 

Fort  Sullivan, 

Fryeburg, 

Gardiner 

Banooek  Barracks, . . . . 
Kennebee  Arsenal,. . . . 

Lee 

Lisbon 

PWTJ, 

Portland 

Saeo, 

Standleh, 

Steuben, 

Twenty-one  Stations, 


Latitude. 


43-40 
43—64 
44—34 
43—40 
44—65 
44—64 
47—16 
43—39 
44—64 


44—10 
46-07 
44—19 
45—26 


46—00 
43-8$ 

43—31 
43—46 
44—31 


Depth  in  inches. 


87.06 
49.76 
44.68 
44.86 
47.86 
88.73 
40.09 
36.46 
46.14 
89.41 
46.11 
42  09 
36.97 
34.81 
46.30 
46.00 
60.29 
48.6S 
46.11 
39.42 
68.26 


9 

4 
32 

4 
11 
4 
2 
1 
8 
8 
5 
26 
9 
1 
2 
7 
9 
3 
8 
1 
12 


Mean  Let.,    44° -27  Mean  depth,    43. 24 [Total  jn.  166 


.  The  stations  for  the  southern  half  of  the  State  being  in  large 
numerical  excess,  some,  deduction  from  the  figures  expressing  the 
average  depth  above  reached,  should  be  made  for  the  whole  State. 
The  yearly  fail  for  the  State  is  unquestionably  as  high  as  forty-two 
(42)  inches. 

The  table  annexed  shows  the  annual  fail  at  points  in 
the  belt  of  country  extending  west  along  the  parallels 
substantially  correspondent,  to  the  interior  of  the  national 
domain. 


Comparison 
with  districts 
west. 


Bnr.  H.] 
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IiOOALRIIS. 

Latitude. 

Depth  in  inohea. 

Tears. 

Burlington,  Vt.t 

44°-3(K 
44—41 
43—18 
46-60 
43—30 
43—35 
45—51 
44—30 
43—61 
43—04 
41—38 
40—38 
44—16 
40—19 
44—53 

83.00 
83.39 
31.77 
31.35 
30*07 
33.63 
33.87 
84.6* 
37.49 
37.30 
44.33 
50.04 
35.63 
39.48 
35.43 

31 

Plattstmrg/N.  Y., 

Fort  Niagara,  N.  Y 

10 
6 

Port  Braly,  Mien.,..' 

16 

Detroit  Barracks,  Mien., 

Port  Gratiot,  Mioh., 

IS 
11 

fort  Mackinac,  Mioh...... 

fort  Howard,  Wis., 

10 
7 

Port  Winnebago,  Wit., 

Milwaukee,  Wis., ,.. 

Muscatine,  la., 

9 

7 

10 

Fort  Madison,  la., 

4 

Fbrt  Ridgely,  Mian  , 

3 

Fort  RipTey^  Minn  ,  * 

6 

Sfert  Snelling,  Minn 

19 

Fifteen  Station! 

MeanLak,    43° -53 

Mean  depth,     33.06 

Total  yrs.  149 

It  will  be  seen,  therefore,  that  the  points  beyond  State  have  a 
mean  latitude  85'  lower  than  the  Maine  stations,  yet  their  rainfall 
is  11.18  inches  less !*  In  other  words,  the  rainfall  of  Maine  as 
compared  with  the  districts  west  in  the  same  latitude,  is  about 
thirty-five  per  cent,  [of  their  rainfall]  in  excess. 

With  a  view  to  further  comparison  a  synopsis  is  Comparison 
presented  hereunder  of  the  yearly  rainfall  at  points  south, 
south  of  us  on  the  Atlantic  coast : 

TABLE  OF  ANNUAL  RAIN  IN  DISTRICTS  SOUTH. 


Localities. 


latitude. 


Depth  In  inches. 


Tears. 


Portsmouth,  N.  H., 

Cambridge  Observatory,  Maw., 

New  Bedford,  Mass., 

Providence,  R.  I , 

Fort  Hamilton,  N.  T.  Harbor, . 

Philadelphia,  Pa. 

Germantown,  Pa., 

Baltimore,  Md., 

Washington,  D.  0., 

Alexandria,  Va., 

Fort  Monroe,  Va., 

Fort  Johnston,  N  C, 

Charleston,  S.  C, 

Fort  Moultrie,  S.  0 

Whilemarsh  Island,  Ga., 

Savannah,  Ga., , 

Athens,  Ga., 

St.  Angustine,  Fla., , 

Oglethorpe  Barracks,  Fla , 


43°-«4' 
42—23 
41—42 
41—49 
40—87 
89-47 
40—03 
49-17 
38—63 
88—49 
87—00 
34—00 
82—46 
32—45 
32—20 
82—06 
33—68* 
29—48 
32-06 


85.57 
44.48 
41.03 
40.06 
43.66 
43.56 
38.10 
4240 
41.00 
86.30 
46.18 
46.00 
4829 
44.92 
39.03 
48.66 
86.54 
31.80 
53.33 


13 
12 
42 

23 

14 

19 

8 

19 

4 

3 

19 

15 

12 

4 

19 

4 

3 


Nineteen  Stations, Mean  Lai.,   36°-  60'Mean  depth,    42.02,Total  yrs.  239 


The  extraordinary  result  is  reached  that  whereas  the  points  Jure 
on  the  average  7°-3T  lower  in  latitude,  and  are  therefore  on  gen- 
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POWBK  Uf  1IAINB. 


[Past  I. 


eral  principles  entitled  to  a  very  considerably  larger  annual  fall 
of  rain,  their  actual  fall  is  1.22  inches  less  than  at  the  Maine 
stations. 

The  load  cum  This  remarkable  deviation  from  the  ordinary  law  of 
ofourniniuL  ^^  (ji8trij)ution  becomes  perfectly  intelligible  when 
the  local  conditions  of  our  State  are  taken  into  account,  those  that 
have  been  already  referred  to,  chiefly  its  exposure  to  cold  sur- 
rounding seas,  with  consequent  low  temperature  and  further  con- 
sequent copious  precipitation. 

Hi.         But  though  local,  the  conditions  are  not  impermanent. 

We  shall  continue  to  have  the  ocean  south  of  us  as 
well  as  east ;  we  shall  continue  to  have  the  humid  airs  of  New- 
foundland close  upon  our  eastern  frontier  and  swept  over  us  by 
summer  drafts ;  we  shall  continue  to  have  the  vapor-condensing 
northeast  winds  from  Labrador  and  the  cold  seas  beyond,  wringing 
out  the  clouds  upon  our  mountains  and  valleys,  and  so  long  as 
these  continue  we  shall  not  lack  for  water-power  material, 
xteninuior  The  annual  receipt  of  moisture  in  Maine,  is,  in  the 
orwtoSf river  table  following,  compared  with  that  of  several  great 

river  basins : 

RAINFALL  UPON  RIVBR  BASINS  BEYOND  STATB. 


Rivvb  Basxvs. 


Inches. 


Deficiency  m  compared 
with  Maine. 


Ohio  river  basin, 

~       •  Mississippi  basin,  i.  e.,  ail  above  Si. 


Bed  river  baain, 

Arkansas  river  basin, 

Missouri  river  basin 

Entire  Mississippi  basin... 


41.50 

35.20 
39.00 
29.00 
30  90 
30.00 


0.50  inches. 

6.80 

<« 

3.00 

«c 

13.00 

(C 

21.10 

*t 

12.00 

u 

This  shows  that  no  one  of  the  districts  can  compare  with  Maine 
upon  equal  terms,  and  with  the  exception  of  the  Ohio  basin,  only 
upon  terms  of  marked  inferiority,  as  regards  the  annual  access  of 
water-power  material. 


Section  2. — Season  Rain. 

Under  this  head  the  precipitation  of  only  summer  and  winter 
will  receive  particular  attention. 

Subsection  A. — Summer  bain.  The  following  table,  digested 
from  material  furnished  by  Prof.  Henry  of  the  Smithsonian  Insti- 
tute, exhibits  our  condition  as  regards  this  highly  important 
climatic  feature : 


lhr.  n.] 


RAINFALL  OF  MAINS. 
8UMMJER  RAIN  IN  MAINS. 
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IiOCALITISg. 


Beth*!, 

Biddefbrd, 

Brunswick, . . . . 
Bneksport, . . . . 

Oornish, 

Dexter, 

Eastport, 

Fort  Kent, 

Port  Preble, ... 
Fort  Sullivan, . 
Foxoroft 


Depth 
in  inohet . 


10.30 
11.14 
1171 

9.76 
12  48 

8.60 
1151 
11.66 
10.38 
10.6 
13.62 


Twenty-one  stations,. 


Localitm. 


Pryebnrg, 

Gardiner, 

Hampden, 

Eennebee  Arsenal, . 

» Lisbon, 

Monson, ■ . . . 

P»"7» 

Portland, 

Saeo,  

Stevben, 


Depth 


11.06 
10.46 
11.92 
10.80 
10.38 
12.2S 
11.01 
12.97 
11.02 
10.88 


Mean  depth,  11.13  Inehef. 


For  comparison  the  following  record  is  given  for 
various  points  over  the  country : 

SUMMER  RAIN  BBTOND  STATB. 


with  extra- 


LooAums. 

Depth 
in  inches. 

LooiunM. 

Depth 
in  inches. 

Portsmouth,  N.  H., 

9.21 
11.17 
11.48 
11.93 
11.04 
10.43 
16  08 
16.32 
17.28 
10.03 
12.78 
16.08 
12.79 

7.80 
14.00 

Detroit,  Mich.,  .'. 

9.29 

Cambridge,  Mass., 

Fort  Gratiot,  Mich 

Fort  Mackinac,  Mich 

Fort  Winnebago,  Wis., 

Milwaukie,  Wis., 

9.99 

New  York,  N.  T., 

Philadelphia,  Pa., 

8.88 
11.46 

Baltimore,  Md., 

9.70 

Washington,  D.  C., 

Fort  Monroe,  Va  ,.. . .  „ 

Athens,  HI., 

18.30 

Fort  Ridgely,  Minn 

Fort  SneUlng,  Minn.,.  < 

Fort  Ripley,  Minn., 

Fort  Rfley,  Kan., 

9.29 

Fort  Johnston,  N.  C, 

10.92 

New  Orleans,  La., 

12.64 

Qennantown,  O., 

7.16 

Marietta,  0., 

Jefferson  Barracks,  Mo., .... 
Fort  Belnap,  Tex., 

12.88 

Muscatine,  la., 

6.31 

New  Harmony,  Ind.,. 

Fort  Worth,  Tax,, 

8.80 

Memphis,  Tenn., 

San  Francisco,  Col., 

Sacramento,  dial., 

0.09 

Nashville,  Tenn., 

0.00 

Thirty  Stations, 

Mean  depth,  10.60. 

Bxcesf  of  the  Maine  Stations,  0.63  inches. 

When  now  it  is  considered  that  in  the  districts  compared  with 
Maine,  or  the  greater  part  of  them,  the  actual  summer, — the 
season  of  high  heat  and  rapid  evaporation — is  much  longer  than 
in  Maine,  well  nigh  twice  longer  at  the  southern  stations,  and  that 
at  nearly  all,  the  summer  temperature  is  considerably  higher  than 
with  us,  our  advantage  with  respect  to  the  conservation  of  water- 
power  material  and  its  resultant  available  sum,  will  be  seen  to  be 
great.  The  actual  summer  with  us  is  only  about  three  months  and 
fifteen  days  long,  from  May  31st  to  September  14th,  exemption 
from  frost  being  counted  upon  only  within  these  dates. 
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Subsection  B. — Wnrrait  Rain.  The  word  rain,  as  here  used, 
comprehends  aqueous  downfall  in  all  its  forms — snow,  sleet, 
rain,  etc. 

WINTKB  EAIN  IN  MAINE. 


Locaijtiib. 


Bath, 

Belfast,. 

Bethel, 

BiddeJbrd, 

Brnnswiok,, 


Corn; 
Dexter, 

Eastport, 
Fort  Kent, 
Fort  Preble, 
Fort  Snlliyan, 
Fryeburg, 


Twenty-six 


LocAum. 


Gardiner, 

Hoalton, 

Augusta, 

I*«. 

Lisbon 

Monson 

Oak  GroTe  8eminary,. 

Ferry...... 

Portland, 

Baoo, 

Standish, 

Steuben, 

West  WatervUle 

Mean  depth,  10.18. 


Depth 


in 


10.27 

7.48 

10.10 

11.74 

9.64 

8.85 

0.45 

10.80 

12.17 

11.82 

0.10 

14.S0 

0.83 


Proportion  of  A  considerable  proportion  of  the  precipitation  during 
reoeiTedinniow.  fourmonths  and  a  half  takes  place  in  the  form  of  snow. 
The  table  following  shows  the  depth  received  : 

ANNUAL  DEPTH  OF  SNOW  IN  MAINE. 


LOOALITW. 

Depth 
in  inohes. 

Years. 

LocAunas. 

Depth 
in  inohes. 

Tears. 

Gardiner, 

83,50 
66.00 
60.54 
90.00 

24 

44 

4 

12 

Bath, 

83.00 

102.00 

96.00 

7 

Brnnswiok, 

Steuben, 

7 

Portland, 

Cornish,  ............ 

7 

"  Oxford  Conn^/*.... 

Stations, 

Mean  depth,  83.02 

inohes. 

Eighty-three  and  two-hundredths  inches  of  new-fallen  snow  cor- 
respond to  6.91  inches  of  water.  The  total  downfall  for  the  four 
months  and  a  half  during  which  snow  falls  is  about  15.62  inches, 
6.91  of  which,  as  just  shown,  come  in  snow.  Accordingly  about  44 
percent,  of  the  total  downfall  during  the  four  and  a  half  months  of 
actual  winter  in  Maine,  is  snow.  The  per  cent,  during  the  three 
months  of  nominal  winter  is  of  course  greater. 


*  Blodgett's  Climatology  of  the  United  Skates. 


Drr.  H.J  lUXNTAU.  OP  MAIN*. 

Attract  swra  ov  b*ow  bbtokd  statb. 
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LOCALITIES. 

Depth 
la  ioohes. 

Tears. 

Localities. 

Depth 
fo  inches. 

Tears. 

I>oTer,  N.  H., 

68  60 
67.00 
65.00 
64.00 

10 
10 

12 
T 

flartford,  Ct., 

LambertriHe,  N.  J., . 

Cincinnati,  O., 

Belolt,  Wis., 

4S.00 
*f.60 
19.00 
36.00 

24 

Montreal,  Can.,. 

Worcester,  Man., 

Amherst,  Mass. 

8 
4 
3 

Eight  stations, 

Mean  depth.  44  63  f«*fc*»- 

Bxeess  at  the  Maine  stations,  38.39  Inches,  or  86  per  cent. 

It  has  already  been  noticed  in  the  section  upon 

.  of  the  amount 

Winter  Temperature,  that  in  consequence  of  so  large  a  or  new. 
proportion  of  moisture  falling  in  the  farm  of  snow,  the  streams 
in  Maine  run  lorn  in  winter ;  hat  observed  further  that  they  never 
run  so  low  as  in  summer.  Accordingly,  manufacturing,  being 
limited  by  the  lowest  run,  may  justly  be  declared  to  suffer  nothing 
in  the  way  of  water  dearth,  in  consequence  of  the  profuse  snow- 
fall of  the  State.  N6r  does  it  suffer  in  the  season  of  snow-melting, 
and  for  the  reasons  following.  The  snow  solidifies  during  the 
winter  into  a  mass  of  icy  or  semi-icy  consistency,  and  in  this  form 
dissolves  but  slowly  before  the  advancing  heat  of  the  year.  The 
spring  winds  are  cold  and  retard  the  process  of  liquefaction ;  espe- 
cially is  this  the  case  in  the  evergreen  forests,  which  preserve  the 
snow  in  the  northern  part  of  the  State  in  favorable  localities  to 
early  summer.  The  ground-*-which,  as  before  noticed,  even  if 
frozen  before  snowfall,  usually  thaws  out  during  the  winter  be- 
neath the  protecting  mass — has  time  as  the  melting  proceeds,  to 
charge  itself  to  the  full,  thus  retarding  the  discharge  into  the 
rivers.  Accordingly  the  accumulations  of  the  winter  go  off  with 
far  less  swelling  of  the  streams  than  is  experienced  further  south 
and  in  the  interior,  where  the  depth  of  snow  is  much  less,  hint 
where  the  spring  heats  come  on  suddenly  and  are  untempered  by 
cold  sea  winds. 


Section  3.— Uniform  Distmbuwon  or  Rain. 
Bain  is  distributed  to  Maine  with  remarkable  uniformity  at  dif- 
ferent seasons  of  the  year.  Thus  the  summer  foil  at  twenty-one 
stations  has  been  shown  to  be  11.18  inches;  the  winter  fall  at 
twenty-six  stations,  10.18  inches.  The  receipt  for  spring  and 
autumn  are  nearly  equal,  and  are  each  about  10.50  inches. 

The  practical  consequence  of  this,  taken  in  connec-  JSSS"^ 
tion  with  other  climatic  features  before  noticed,  is,  that  the  riven. 
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the  rivers  of  the  State  to  a  remarkable  extent  enjoy  immunity  from 
those  ruinous  drawbacks  to  water-power  manufacturing,  water- 
dearth  ant  freshet.  Such  a  phenomenon  is  never  seen  in  Maine, 
(which  is  almost  every  summer  seen  in  the  interior  and  western 
parts  of  tfte  country)  as  rivers  draining  hundreds  of  square  miles 
of  territory,  drying  up  into  half-stagnant  tarns  and  chains  of  pools, 
their  beds  converted  into  wastes  of  fissured,  sun-baked  mud,  strewn 
with  stumps  and  the  debris  of  freshets,  leaving  bridges  hundreds 
of  feet  in  length  standing  upon  dry  land,  and  with  no  water  in 
sight,  where  at  other  seasons  a  torrent  twenty  feet  deep  fills  the 
entire  channel. 

On  the  contrary  we  find  the  larger  streams  of  Maine,  with  their 
storage  basins  almost  entirely  unused  for  summer  reserve,  never- 
theless yielding  for  the  ordinary  manufacturing  hours  of  the  day, 
at  their  lowest  sites,  and  at  strictly  low  summer  run,  the  Andro- 
scoggin 125,000  cubic  feet  per  minute,  the  Kennebec  It 0,000,  the 
Penobscot  818,000,  and  others  in  proportion.  This,  be  it  observed, 
is  the  run  determined  by  nature  and  comparatively  unaffected  by 
human  interference.  As  such,  it  is  capable  of  increase  upon  the 
streams  referred  to  by  more  than  one  hundred  per  cent,  by  the  use 
of  reservoirs,  and  upon  other  rivers  in  equal  and  upon  many  in 
much  higher  proportion. 

As  our  streams  suffer  comparatively  little  from  dearth  of  water 
so  do  they  suffer  little  from  excess  of  water.  Our  freshets,  which 
rarely  carry  off  so  much  as  a  bridge,  and  never  one  properly  es- 
tablished, and  are  destructive  to  only  insufficiently  secured  lumber, 
never  approximate  in  volume  those  experienced  further  south  and 
in  the  interior,  where  the  rains  are  more  violent  and  the  snow- 
melting,  as  before  noticed,  more  rapid.  Not  one  of  our  larger 
rivers  is  Subject  to  such  rises,  as  coriipel  the  construction  of  mill 
works  above  the  level  of  advantageous  use  of  the  ordinarily  low 
summer  water. 

The  range  from  low  to  high  water  upon  the  chief  rivers  of  the 
State,  will  be  given  in  Part  II.,  with  other  details. 
ThekiattMt         The  statement  that  the  precipitation  of  moisture 
thafloJhm      throughout  the  State  is  uniform  requires  to  be  modi* 
8tope*  fied  in  one  regard.    The  sum  of  rainfall  on  the  South- 

ern Slope  is  somewhat  heavier  than  on  the  Northern,  as  appears 
from  the  table  annexed. 
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DISTRIBUTION  OF  RUOT  SO  THB  KOBTHBRN  AHD  80UTHBBK  SLOPES. 


Localities 


Annual  rain. 


Northern  Slope*. 


Fort  Kent, 

Hanoook  Barracks,. 


36.46  inchei. 
S6.97      " 


Southern  Slope. , 


Mean,. . . 

Fort  Solliran, . 
Fort  Preble,... 

Gardiner 

Watenrllle,.... 
8eoo,  


.36.71 

39.39  inches. 

45.35  •• 

44.36  •' 
42.91  " 
46.90     " 


Mean,. 


.43.66 


This  shows  that  upon  the  Southern,  the  water-power  Slope,  about 
eighteen  per  cent,  more  rain  is  received  than  upon  the  Northern ; 
and  that  accordingly  our  water-power  is  in  receipt  of  an  annual 
sum  of  motive  material  larger  than  would  result  from  perfectly 
uniform  distribution. 


CHAPTER   IX. 

EVAPORATION    IN    MAINE. 


What  proportion  of  the  total  annual  rainfall  is  wasted  by  the 
atmosphere  may  be  ascertained  either  by  direct  observations  upon 
evaporation  or  by  measurement  of  the  discharge  of  streams.  In 
either  case  the  experiments  require  to  be  conducted  with  care, 
throughout  the  year,  and  indeed  for  a  series  of  years.  By  neither 
of  the  methods  has  the  yearly  sum  of  evaporation  in  our  State  been 
determined ;  and  of  the  data  necessary  for  determination  only  a 
few  elements,  as  the  maximum  and  minimum  delivery  of  a  few  of 
the  rivers,  are  at  command. 

The  per  centum  of  annual  water-waste  can  however  be  arrived 
at  with  tolerable  accuracy,  by  reference  to  the  statistics  of  evap- 
oration in  other  districts,  with  suitable  allowance  for  difference  in 
latitude,  temperature,  winds,  ocean  exposure,  etc. 

The  following  table  shows  the  proportions  of  downfall,  drainage 
and  evaporation  in  districts  beyond  State,  as  observed  under  con- 
ditions favorable  for  accurate  results. 


52  WATBR  POWER  OF  VADTI.  [Past  I. 

DOWNFALL.  DRAINAGE*  AND  EVAPORATION  BEYOND  STATE. 


LOCALITIES. 


Downfall. 


Drainage. 


Inches.  |  Batie. 


Braporafcion. 


Long  Pond,  Botton  Water  Works,, 

Schuylkill  Naval  Keservoirs 

Rivington  Pike, , 

Wart-Fork  Reservoirs, , 

England  and  Ireland, 

Ohio  river  basin, , 

Upper  Mississippi  basin, 

Missouri  basin, 

Arkansas  baata*. 

Red  river  basin, 

Rtttire  Mississippi  Talley, 


40 

36 

55 

36 

36 

41.5 

35.2 

20.9 

29.3 

St 


18 
18 
24 

14 
12 

0.0 

8.4 

3. 

4.3 


0.45 
0.50 
0.44 
0.39 
0.33 
0.24 
0.24 
0.15 
0.15 
0.20 
0.25 


22 

18 
31 
22 

24 
31.6 
26.8 
17.9 
35.0 
31.0 
23.0 


0.55 
0.50 
0.56 
0.61 
0.6T 
0.76 
0.76 
0.85 
0.86 
0.8O 
0.76 


Evaporation 
from  the  nsct< 
voir  basins. 


It  will  be  noticed,  first,  that  in  the  case  of  the  vari- 
ous reservoirs,  etc.,  the  per  cent,  of  evaporation  is 
very  low,  sinking  to  0.50  of  the  total  downfall  in  one  instance. 
The  slopes  of  the  catchment  basin  of  these  water  receptacles,  as 
compared  with  large  hydrographic  areas,  converge  directly  and 
abruptly  to  a  single  point,  so  that  the  surplus  water  is  gathered 
speedily  and  with  little  waste  into  the  holding  basins.  Moreover  the 
surface  of  the  slopes  is  smoothed,  and  its  natural  channels  kept 
clear,  so  as  to  facilitate  the  passage  of  the  water  to  the  reservoirs. 
Accordingly  less  water  will  in  general  be  wasted  from  the  receiv- 
ing surfaces  of  water  works  than  from  extensive  water-sheds  in  the 
same  region.  Accordingly  we  are  not  at  liberty  to  infer  that  45 
per  cent,  of  our  annual  downfall  is  secured  to  the  rivers,  because 
that  proportion  is  netted  from  the  water-shed  of  the  Boston  Water 
Works. 

Evaporation  It  will  be  noticed  in  the  second  place,  that  the  pro- 

Mtoiwippi        portion  of  evaporation  in  the  geographical  districts 
river.  lying  west  of  the  Mississippi  river  is  high,  rising  to 

four-fifths  of  the  total  downfall  at  the  least,  and  to  eighty-five  per 
cent,  over  by  far  the  larger  part  of  the  region.  This  is  due  to 
their  mid-continental  position  with  its  associated  atmospheric 
aridity,  to  their  location  under  the  lee  of  lofty  mountains,  and  to 
the  deficiency  of  forests,  which  amounts  indeed  to  total  deprivation 
over  the  larger  part  of  the  whole  territory.  Unquestionably,  then, 
evaporation  in  Maine  is  much  less  than  in  the  region  in  question. 
The  Ohio  and  In  the  Ohio  and  upper  Mississippi  basins,  the  gen- 
rinTbatins.  eral  conditions  affecting  water-waste,  namely,  the 
humidity  of  the  .atmosphere,  forests,  the  number  of  rainy  and 
cloudy  days,  the  duration  and  severity  of  winter,  bear,  as  a  whole, 
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a  closer  relation  to  the  corresponding  conditions  in  our  State.  In 
the  former,  however,  the  summers  are  longer  and  hotter  and  the 
mean  temperature  of  the  year  higher ;  in  the  latter  the  summers 
are  hotter  and  the  air  dryer  throughout  the  year ;  so  that  in  each 
the  proportion  of  evaporation  is  greater  than  with  us. 

In  the  case  of  the  British  Isles,  the  main  points  to  n»  Brits* 
be  noted,  are,  that  our  mean  annual  temperature  is 
7°. 25  lower  than  theirs— 48°. 90,*  and  our  winter  temperature  20° 
below  theirs — 39°;  further,  much  the  larger  proportion  of  our 
surface  is. covered  with  forests.  On  the  other  hand,  their  summer 
temperature  is  2.43  lower  than  ours ;  and  the  winds  the  most  prev- 
alent with  them,  the  west  and  southwest,  are  oceanic.  Their 
winters  are  open,  ours  are  sealed  against  evaporation  by  frost  for 
months.  On  the  whole,  our  yearly  temperature  being  so  much 
below  theirs,  our  winters  frost-bound,  our  surfaces  forest-clad,  and 
our  winds  as  a  ^ hole  maritime,  the  percentage  of  evaporation 
must  be  judged  decidedly  less  with  us  than  in  the  insular  districts 
in  question. 

On  the  whole,  it  would  seem  safe  to  assign  as  a  inferred  or 

°  estimated  pro- 

figure  very  closely  approximating  our  actual  annual  portion  of 

evaporation,  0.60  of  the  yearly  downfall.     In  other  in  Maine, 
words,  of  the  42  inches  of  rain  received  yearly,  25.20  are  reab- 
sorbed by  the  atmosphere,  and  16.18  pass  off  by  the  rivers  to  the 
sea. 

In  this  conclusion  I  am  confirmed  by  the  judgment  view*  of  Prof, 
of  two  eminent  physicists  of  our  country,  and  the  two  mefw 
perhaps  the  best  competent  to  give  intelligent  judgment  on  such 
questions.  Says  Professor  Henry,  "  If  it  has  been  found  by  care- 
ful observation  that  evaporation  from  the  surface  of  the  Boston 
Water  Works,  is  fifty-five  per  cent,  of  the  quantity  of  water 
received,  I  would  infer  that  sixty  or  sixty-five  per  cent,  would  be 
a  sufficient  average  allowance  for  Maine." 

Major  General  A.  A.  Humphreys,  Chief  of  Engineers,  viewi  of  Gen. 
TJ.  S.  A.,  whose  work  upon  the  Physics  and  Hydraulics  mttfhxvy%m 
of  the  Mississippi  river,  is  an  honor  to  the  scholarship  not  of  this 
country  alone  but  of  modern  times,  in  a  letter  to  the  writer  re- 
marks: "Prom  the  various  facts  which  you  mention  I  should 
incline  to  the  opinion  that  TO  per  cent,  ib  too  large  a  fraction  of 
evaporation  for  Maine.  The  hot  suns  of  summer  and  the  dry 
westerly  winds  would  tend  to  make  the  per  centage  large,  but  the 

•Mew of  thirty-fire 


64 


wira  powbs  or  u aotb. 


vast  and  dense  forests,  the  humid  winds  of  the  other  seasons,  the 
cold  of  the  long  winters,  must  tend  to  make  the  proportion  of 
evaporation  small." 

omcutuid  The  rapidity  of  evaporation  in  any  district  will  be 
*tonayd"jrs'  influenced  powerfully,  it  is  evident,  by  the  number  of 
cloudy,  rainy,  and  Bnowy  days  occurring  during  the  year.  The 
following  table  represents  all  the  facts  that  have  come  to  hand 
touching  this  meteorological  feature  of  the  State : 


WEATHER  AT  PO] 

aTLAND. 

a 

Tear. 

Clear. 

Cloudy. 

Variable. 

Rain  or  Snow. 

1856, 

11 

17 
IT 

66 

66 
65 

290 
383 

140 

1867, 

117 

1858 

1S6 

1869 

138 

WEATHER  AT  STEUBEN. 


Mean  Cloudiness. 

Mean  Cloudiness. 

1854, . 

...e.io 

1857,.. 

..6.16 

1855,. 

...6.18 

1868,.. 
1869,.. 

..5  62 

1866,. 

...6.11 

..6.66 

Humidity  o/  The  humidity  of  the  climate  of  Maine  claimed  to  be 

i  by         so  marked  for  a  district  situate  on  the  lee  of  a  land 


breadth  of  thousands  of  miles,  is  in  a  manner  demon- 
strated by  the  persistence  and  vigor  of  its  grass  and  forest  vege- 
tation. In  the  condition  of  nature  the  whole  surface  of  the  State, 
from  the  froth  rim  of  the  spring  tides  to  the  top  of  the  tallest 
mountains,  a  few  only  excepted,  was  and  would  be 'completely 
buried  in  dense  and  humid  woods.  Wherever  the  labor  of  man 
has  made  a  clearing,  immediately  unless  prevented  by  stub-scythe, 
fire,  and  the  ploughshare,  innumerable  shrubs  and  treelets  swarm 
into  its  occupancy,  almost  strangling  one  another  with  their 
numbers,  and  in  a  few  years  forests  again  are  waving  on  the  recent 
scene  of  unaccustomed  sunshine.  If  the  clearing  be  prosecuted  to 
the  thoroughness  of  subduing,  grasses  crowd  in,  a  dense  and  beau- 
tiful turf,  which  happily  adds  to  an  emerald  verdure  the  substan- 
tial quality  of  most  excellent  nourishment  for  all  cattle.  Even 
when9  the  fertile  surface  of  the  ground  is  flayed  off,  and  only  lean 
gravel,  or  hard  clay,  or  intractable  pan,  is  opened  to  the  elements, 
as  in  railway  cuttings  and  embankments,  canal  excavations,  brick- 
yards, etc.,  soon,  if  not  disturbed,  a  myriad  army  of  grass  spires, 
fed  by  the  rains  and  moist  winds,  takes  possession  of  the  vacant 
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space,  and  in  a  few  years  more  the  rail  car  or  the  canal  boat  moves 
through  an  avenue  of  young  and  thriving  woods.  Even  our  moun-# 
tains  when  by  accident  burned  over,  and  burned  it  may  be  to  the 
very  bone,  soon  gather  greenness  in  their  seams  and  furrows,  which 
gradually  spreads  and  climbs  in  altitude,  so  that  the  next  genera- 
tion beholds  green  woods  Covering  close  the  stained  and  fire-blis- 
tered rocks. 

In  all  this  we  are  reminded  not  of  arid  continental  interiors  or 
of  prairies,  savannahs,  llanos  and  pampas,  treeless  plains,  but 
rather  of  wet  coast  regions  a*d  wooded  lands,  the  forest  coasts 
of  Norway  drenched  with  abundant  rain  and  crowned  with  lofty 
pines,  the  Selvas  of  the  Amazon,  and  the  ancient  great  woods  of 
Ireland  and  England,  long  since  disappeared.  It  is  not  necessary 
to  say  that  such  determined  peraistenoe  and  vigor  of  grass  and 
forest  life  are  never  exhibited  except  in  climates  characterized  by 
comparative  humidjty. 


DIVISION  III. 

MISCELLANEOUS  MATTER. 


CHAPTER   X. 

HEALTHINESS  OF  THE  CLIMATE  OP  MAINE. 

The  two  grand  forms  or  families  of  diseases  which  may  be 
regarded  as  in  a  manner  characteristic  of  the  easterly  half  and 
interior  of  the  United  States,  and  which  chiefly  affect  the  desirable- 
ness of  the  region  as  a  field  for  immigration,  are  McUarwus  diseases 
and  Respiratory  diseases. 

uabriou  The  malarious  diseases  here  referred  to,  embrace  the 

d!ieMM'  various  forms  of  intermittent,  remittent  and  autumnal 

fevers,  and  those  febrile  ailments  which  are  usually  referred  to  a 
miasmatic  origin.  Distempers  of  this  character  prevail  in  districts 
at  once  moist  and  hot,  especially  where  fertility  of  soil  is  asso- 
ciated. "The  Mississippi  Valley  has  been  preeminent  as  the 
theatre  of  malarious  fevers  which  have  been  the  scourge  of  immi- 
grants from  nearly  all  parts  of  the  world.  To  the  natives  of  the  - 
north  of  Europe  and  the  British  Isles  in  particular,  the  change  has 
been  extremely  trying,  and  prostration  by  some  one  of  its  forms 
mild  or  severe  has  been  almost  certain  to  attend  the  new-comer. 
India  itself  has  not  been  more  certain  to  break  the  health  of  the 
emigrant  than  the  Mississippi  Valley,  though  the  American  forms 
of  disease  were  always  attended  with  a  much  smaller  ratio  of 
mortality."*  It  suffices  our  purposes  to  say  that  this  class  of 
diseases  are  unknown  in  Maine.  In  the  early  settlement  of  other 
parts  of  New  England  and  in  New  York  they  have  in  time  past 
had  foothold,  but  in  no  part  of  our  State  do  they  now  exist,  or 
have  they  at  any  time  existed.    We  have  sufficient  humidity,  and 

^Blodgett'fCUmatologyorthfiUDttedStetw. 
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in  parts  sufficient  accumulation  of  vegetable  matter  in  the  soil  to 
give  origin  to  the  affections  referred  to,  but  the  low  temperature 
of  our  summer  and  the  influences  of  the  sea,  forbid  their  genera- 
tion. 

Diseases  of  the  respiratory  organs,  which  are  always 
and  everywhere  the  characteristic  forms  of  unhealth 
prevailing  in  countries  at  once  moist  and  cool,  are  the  most  fatal, 
and  contribute  more  largely  to  the  annual  mortality  in  our  State. 
Not  however  in  an  exceptional  degree,  as  appears  from  the  follow- 
ing statistics : 

TABLE  Of  PULMONARY  DKBA8B. 


Peroent.  of 

entire  mortality. 


England  and  Wales,  last  half  of  1838 

Baring's  District  In  England,  mean  of  10  yean,. 

Maine,  year  oloaing  Jnhr  1,  1850 , 

Vermont,  year  closing  July  1,  1850, , 

MaaiaahnietU,  mean  of  12  year*, 

Rhode  Island, 


26.60 
86.06 
27.35 
28.24 
27.94 
26  52 


As  to  the  fatality  of  the  diseases  in  question  upon  a  manufac- 
turing population,  the  citations  from  our  State  and  Vermont  *as 
compared  with  Massachusetts,  would  hardly  seem  to  justify  the 
popular  impression  of  their  unusual  malignancy.  The  large  per 
cent,  of  mortality  from  these  diseases  in  England  and  Wales, 
whose  climate  is  mild  and  equable,  is  possibly,  however,  referable 
to  confinement  in  workshops,  the  breathing  of  air  variously  con- 
taminated, etc.,  measurably  inseparable  from  manufacturing  labor. 

It  is  certain  that  immigrants  from  northwestern  Europe,  the 
British  Isles,  all  Germany,  Holland,  Belgium,  Norway  and  Swe- 
den, incur  far  less  risk  to  their  health  upon  removal  to  a  climate 
like  that  of  Maine,  which  is  in  many  important  respects  like  their 
own,  than  to  the  interior  and  southern  portions  of  the  country. 
With  the  people  of  Southern  Europe  the  liabilities  might  be  re- 
versed. 

As  regards  epidemics  and  infections,  among  the  more  Epidemiol  and 
terrible  but  obscure  forms  of  which  are  the  plagues  of  the 
Old  World,  and  of  which  with  us  the  yellow  fever  and  the  cholera 
are  the  most  malignant  types,  none  of  these  have  ever  prevailed  in 
Maine,  except  that  sporadic  cases  of  the  cholera  have  occurred.  The 
yellow  fever  has  come  several  times  as  far  east  as  Portsmouth,  and 
has  been  fairly  epidemic  in  New  York,  New  Haven,  Providence, 
etc.  1  but  has  not  come  within  our  limits  unless  it  may  possibly  be 
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in  isolated  cases  by  direct  importation.  Both  of  these  forms  of 
disease,  and  indeed  the  whole  class,  seem  to  be  dependent  in  gen- 
eral upon  a  high  temperature,  calms,  great  moisture,  and  a  stag- 
nant condition  of  the  atmosphere,  for  their  generation  and  spread. 
Thus  the  deaths  from  cholera  in  the  United  States  in  1850  were 
18,243  in  summer  to  1,427  in  winter.  The  yellow  fever  nearly 
always  ceases  with  the  first  hard  frost.  The  conditions  referred 
to  as  essential  to  the  diseases  specified,  do  not  exist  with  us, 
except,  rarely  and  for  a  day  at  a  time,  and  hence  our  entire  exemp- 
tion. 
Krideooeor  the      The  records  of  mortality  at  the  United  States  military 

U.  8.  military  _  . 

records.  stations  of  the  New  England  States  and  of  Maine  in 

particular,  indicate  a  high  general  salubrity  of  climate.  The  inte- 
rior and  northern  portion  of  Maine  is  especially  instanced  as  free 
from  tendencies  to  respiratory  disorders,  the  resident  population 
being  declared  to  an  unusual  degree  exempt  from  their  ravages, 
and  new  comers,  soldiers,  settlers  and  others,  already  affected, 
deriving  immediate  and  marked  benefit. 
tu  climate  The  favorable  character  of  the  climate  of  Maine  as 

and  manuf&o-  _ 

taring  ubor.      regards  manufacturing  labor  has  already  been  noticed 
in  Chapter  VIII. 


CHAPTER   XI. 

COMPARATIVE  COST   OP  WATER-POWER  AND   STEAM- 

POWER. 


Section  1.— Cost  of  Steam-powbb  and  Water-powsr  Equipment. 

Upon  this  topic  a  few  estimates  are  submitted. 
Cost  of  •team-        At  Fall  River,  a  leading  manufacturer  estimates  the 

power  equip-  , 

a**.  cost  of  steam-power  equipment,  including  engines, 

boilers  and  connecting  apparatus,  but  not  foundations  or  engine- 
houses,  from  $100  to  $116  per  horse-power. 

Nelson  Curtis,  Esq.,  agent  of  the  Atlantic  Works,  Boston, 
Mass.,  in  response  to  inquiry  estimates  "in  round  numbers  the 
cost  of  engines  complete  with  boilers  and  equipment,  including 
foundations  and  masonry,  of  300  horse-power  and  upwards,  but 
not  including  the  engine-house,  at  $115  per  nominal  horse-power." 
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George  F.  Morse,  Esq.,  Superintendent  of  the  Portland  Com- 
pany's Works,  Portland,  Me.,  estimates  that  "  the  total  equipment 
for  steam-power,  including  chimney,  buildings,  boilers,  engines, 
and  all  connections,  ready  for  starting,  for  a  power  of  300  horses, 
can  be  furnished  at  the  rate  of  $100  per  horse.1' 

The  actual  cost  of  steam  equipment,  as  employed  in  the  water 
department  of  various  cities,  has,  so  far  as  facts  hare  come  to  hand, 
outrun  these  estimates  from  fifty  to  a  hundred  and  fifty-per  cent., 
varying  from  $150  to  $300  per  horse-power. 

Mr.  Francis  estimates  the  cost  of  the  development  Ti»«>*«r 
of  the  water-power  at  Lowell  for  canals  and  dams,  as  equipm*. 
about  $1,000,000,  or  $100  per  horse-power;  the  cost  of  wheels  and 
other  arrangements  for  using  the  power  as  about  $1,000,000,  or 
$100  per  horse-power,  making  a  total  of  $200  per  horse-power. 
The  cost  of  wheels  and  accessory  arrangements  Mr.  F.  judges  to 
have  been  quite  "  twice  the  average,"  as,  the  great  object  having 
been  to  procure  the  utmost  effect  from  the  power,  no  expense  has 
been  spared,  and  numerous  changes  made.  Moreover,  the  main 
canal  as  originally  constructed  proved  inadequate,  and  a.seoond 
canal  had  to  be  made  at  large  expense.  The  development  of  the 
power  at  this  place,  being  almost  the  first  on  so  large  a  scale,  was 
in  a  manner  experimental,  and  naturally  therefore  not  conducted 
to  the  best  advantage  in  all  respects. 

In  regard  to  the  cost  of  the  development  of  the  Saco  Falls,  J.  G. 
Garland,  Esq.,  of  Biddeford,  makes  the  following  statement: 

The  banks  of  the  river  adjoining  the  falls  were  originally  exceed- 
ingly rugged,  rough,  and  high ;  were  formed  of  solid  trap  ledge, 
extremely  difficult  and  expensive  to  excavate,  thereby  necessitat- 
ing very  unusual  outlay  for  mill  sites,  canals,  raceways,  wheelpits, 
etc.  From  1750  to  about  1830  the  power  was  employed  almost 
exclusively  for  saw  mills,  the  mills  being  located  where  the  power 
could  be  cheaply  applied  to  the  simple  "  too"  wheels  operating 
under  low  heads  of  six  to  ten  feet,  the  whole  fall  of  40  feet  being 
divided  by  dams  into  three  falls,  respectively  8,  16  and  16  feet 
high. 

If  the  improvement  of  the  fall  had  been  delayed  until  the  intro- 
duction of  turbine  wheels  admitting  of  high  heads,  and  until  its 
development  could  have  been  carried  out  to  the  best  advantage  for 
the  whole  fall,  the  expense  would  have  been  much  less  than  that 
really  incurred,  viz.,  $170  per  effective  horse-power.    This  covers 
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the  cost  of  excavation*,  foundations,  dame,  canals,  flumes,  race- 
ways, wheelpits  and  wheels. 

It  appears  therefore  that  the  preparatory  equipment  of  water- 
power,  even  when  got  ready  for  use  under  circumstances  necessi- 
tating quite  unusual  expenditure,  when  carried  out  in  the  most 
durable  manner,  the  dams  of  split  stone  laid  in  cement,  the  wheels 
of  the  most  expensive  patterns,  and  the  appurtenant  constructions 
of  the  most  solid  and  enduring  forms,  and  so  carried  out  as  .to 
realize  the  utmost  effect  from  the  power  possible  under  the  circum- 
stances— nevertheless  costs  not  over  $200  per  horse  power. 

This  of  course  greatly  exceeds  the  cost  under  ordinary  circum- 
stances, where  everything  is  taken  at  the  best  advantage.  Hiram 
F.  Mills,  C.  £.,  in  his  Memorial  to  the  Legislature  of  Maine,  esti- 
mates that  on  the  Penobscot  river,  within  twelve  miles  of  Bangor 
and  its  excellent  harbor,  stone  dams  could  be  built  with  necessary 
canals,  wheel-pits,  and  wheels  set  ready  for  the  main  shafting,  at 
a  cost  not  exceeding  $4,500,000,  the  power  being,  as  he  estimates, 
40,000  gross,  and  the  cost  per  horse  power  therefore  $112.50. 

This.figure  is  much  in  excess,  under  ordinary  and  favorable  con- 
ditions, of  the  expense  of  wooden  dams,  lower  grade  wheels,  and 
constructions  of  less  permanent  character.  Improvements  of  this 
sort  can  be  got  ready  for  use  on  ordinary  sites  for  $50  per  horse 
power,  and  will  outlast  the  most  durable  steam  apparatus. 

In  fact,  at  sites  naturally  favorable  and  possessed  of  power  in 
excess  of  demands  upon  it,  power  can  be  brought  into  use  for  a 
small  part  of  even  this  outlay  for  preparatory  equipment. 

Section  2. — Comparative  cost  of  operating  Machinery  by  Steam 

and  by  Water. 

The  cost  of  raising  water  at  the  Philadelphia  Water  Works  for 

the  year  1867  by  water-power  as. contrasted  with  steam-power,  is 

shown  by  the  following  statistics  abstracted  from  the  Report  of 

the  Chief  Engineer,  Frederick  Graff,  Esq. : 

COST   OF   WATER-POWER   AND   STEAM-POWER   AT    THE    PHILADELPHIA 

WATER  WORKS. 


Form  of  power 


Cost  of  raising  eaeh  million 
fallow  one  foot. 


Falnnount  World, 

Schuylkill  Works, 

Delaware  Works, 

Twenty-Fourth  Ward  Works, . 
Qermantown  Works, 


Water-power, . 
Steam-power, . 


$0.03  1-4 
0  11  M0 
0.29  M0 
0.08  3-10 
0  19  1-10 


Mean  ooet  per  steam,  $0.16  9-10. 
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This  shows  that  the  cost  of  raising  water  by  steam-power,  coal 
being  $5.50  per  ton,  exceeded  the  cost  by  water-power  on  the 
average  seven-fold. 

From  the  annual  report  of  Moses  Lane,  Esq.,  Chief  Engineer  of 
the  Brooklyn  Water-Works,  for  the  year  1867,  the  following 
instructive  facts  are  gathered. 

The  cost  per  million  gallons  (128,000  cubic  feet)  for  pumping  at 
the  said  works,  has  been  for  a  series  of  years  as  follows,  the  water 
being  raised  168  feet  vertical : 

COST  OF  STEAM-POWER  AT  THE  BROOKLYN  WATER  WORKS. 


1863. 

1863. 

1864. 

1666. 

1866. 

1867. 

Labor,  superintendence,  repairs,  etc., 

latere**  on  oost  of  works,  etc., 

$12.22 
$994 

13.60 
T.28 

16  89 
6.30 

18.74 
6.14 

19.84 
4.33 

18.20 
3.86 

$21.26 

20.73 

22,70 

23.68 

24.17 

22.06 

Showing  an  average  of  $22.48.  Hence  the  average  cost  of 
raising  a  million  gallons  one  foot  has  been  thirteen  cents  and  a 
fraction  over,  or  nearly  six  times  the  cost  at  the  Philadelphia 
water-wheels.  The  cost  of  coal  at  the  engine  house  of  the  Brook* 
lyn  Water  Works,  1867,  was  $7.11  per  gross  ton.  The  cost  for 
steam-power  at  these  works  varies  from  $72  to  $100  per  horse- 
power per  annum. 

Messrs.  Charles  Staples  &  Son,  machinists,  of  Portland,  estimate 
the  cost  per  annum  of  steam-power  in  their  works,  with  the  best 
equipment,  for  fuel,  attendance,  etc.,  for  a  power  of  twenty  horse, 
at  $150  per  horse-power,  operating  ten  hours  a  day. 

Again,  the  cost  of  operating  the  wheels  of  the  Fairmount  Water 
Works  for  the  year  1852  by  water-power,  was  2|  cents  per  day 
for  each  horse-power  of  work  done.  Whereas,  the  steam  pump- 
ing engines  of  the  water  works  of  Hartford  and  Cambridge,  coal 
being  $6  per  ton,  were  run  at  a  mean  expense  of  22$  cents  to  each 
horse-power  of  work  done.*  This  difference  of  19}  cents  per  day 
to  each  horse-power  in  favor  of  water-power,  would  in  the  case  of 
the  power  at  Lewiston  involve  a  saving  of  $1,803  per  day,  over  an 
equal  power  operated  by  steam,  coal  being  $6  per  ton ;  a  saving 
of  $1,882  per  diem  in  case  of  the  power  on  the  Kennebec  at  Wa- 
terville,  of  $1,273  in  case  of  the  power  on  the  Androscoggin  at 
Brunswick,  and  of  $3,135  in  case  of  the  power  at  Rumford,  or 
$2,198,830  per  annum  for  all  combined. 

*  Annuel  Beporte. 
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Now  the  total  amount  of  cotton  consumed  in  Massachusetts  In 
the  year  1860  was  63,838  tone.  The  cost  of  transporting  this 
cotton  2,000  miles  by  sea,  at  the  rate  of  four  mills  per  ton  per 
mile,  would  be  $506,664.  Its  transportation  200  miles  by  rail  at 
three  cents  per  mile  would  be  $879,998 ;  total,  $886,662.  So  that 
the  net  per  annum  advantage  arising  from  the  use  of  water-power 
to  the  amount  of  the  foregoing /our  powers  alone,  over  an  equiva- 
lent amount  of  steam-power,  would  pay  for  the  transportation 
specified  two  and  a  half  times  over ;  or  otherwise,  pay  for  it  once, 
and  leave  a  net  profit  of  over  $1,300,000.  The  net  advantage 
accruing  from  the  use  of  the  65,000  (net)  horse-power  on  the 
Androscoggin  river  below  Romford  falls,  over  an  equivalent 
amount  of  steam-power,  would  pay  for  the  moving  of  the  above 
amount  of  material  over  2,000  miles  by  rail. 

William  Fairbahn,  Esq.,  one  of  the  most  eminent  of  the  civil 
engineers  of  England,  contrasting  the  cost  of  steam  and  water- 
power,  refers  to  the  Catrine  Mills,  the  two  hundred  horse-power 
of  water-power  employed  in  connection  with  which  cost  the  enor- 
mous sum  of  £18,000,  the  annual  rental  on  which  would  be  £1,260. 
He  then  shows  that  the  rental  of  an  equivalent  amount  of  steam- 
power  would  be  £1,500,  coal  being  only  $1.T5  per  ton. 


CHAPTER   XII. 

ACCESSIBILITY  OP  THE  WATER-POWER  OP  MAINE. 

a»w^  The  grand  highway  of  ocean  travel  and  of  freight 

transit.  transportation  connecting  the  great  commercial  centres 

of  the  old  and  new  worlds,  leads  along  the  coast  of  Maine  almost 
within  sight  of  its  headlands.  Indeed  the  pathway  of  steam  as 
well  as  sail  communication  widens  up  to  and  into  the  harbors  of 
Maine,  Portland  being  a  point  of  departure  for  steamers  to  trans- 
ocean  ports. 

Atr^wjto^  As  respects  railway  transit  it  is  conceded  that  any 
transit.  trunk  line  constructed  with  a  view  to  best  accommo- 

date trans-continental  communication  and  reduce  ocean  passages 
to  the  shortest  possible  length,  must  pass  through  Maine.  So  that 
as  respects  access  to  the  world  at  large  by  the  great  inter-continen- 
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tal  highway  of  traffic  and  travel  on  sea  and  land,  the  water-power 
mamriacturers  of  Maine  will  be  and  are  very  favorably  located. 

Further,  as  remarked  before,  the  coast  of  the  State'  umihamt*. 
is  thickset  with  first-class  harbors  from  end  to  end,  for  naT!«,uion- 
scarcely  any  other  seaboard  of  equal  length  on  the  globe  afford- 
ing the  parallel  of  this  feature.  The  great  rise  and  fell  of  the  tide 
cooperating  with  the  prevalent  offshore  northwest  wind,  keeps 
these  harbors  clear  of  ice  for  a  much  longer  proportion  of  the  year 
than  could  otherwise  be  looked  for ;  several,  as  Portland,  Dyer's 
bay,  Musketoe,  Cutler,  Machiasport,  Camden  (outer),  Eastport, 
Lubec  and  others,  being  unobstructed  at  all  seasons.  A  large 
number  can  be  kept  open  by  the  use  of  an  ice  boat,  or  common  tug 
boat,  for  an  hour  or  two  a  day  for  half  a  doten  days  during  the 
winter.  Many  of  the  largest  water-powers  are  located  close  upon 
the  coast,  as  before  particularised ;  several  of  the  largest  though 
retired  from  the  shore  line  are  nevertheless  upon  navigable  waters. 
A  vast  amount  of  power  is  thus  brought  within  12  to  80  hours  of 
Boston  and  New  York  by  coasters  or  steamers. 
'  The  water-power  of  the  Carolinas  and  Georgia,  on  the  contrary, 
is  removed  even  at  its  lowest  sites  from  60  to  150  miles  from  the 
seaboard,  access  to  which  by  the  rivers  is  by  impeded  and  inter- 
mittent navigation, — navigation  not  susceptible  of  substantial  and 
permanent  improvement,  and  which  finds  on  the  coast  only  few 
and  inferior  harbors. 

Railroads  are  already  constructed  parallel  to  the  i*»i  frdutiea 

for  *i"*1  trans- 

lower  sections  of  the  main  water-power  rivers,  the  port. 
Androscoggin,  the  Kennebec,  the  Penobscot,  the  St.  Croix,  and 
the  Saco.  As  before  notioed,  the  valleys  of  these  rivers  admit  of 
the  ready  extension  of  railways  far  into  the  interior,  and  by  conse- 
quence of  the  opening-up  of  the  water-power  to  use.  The  water- 
power  of  even  the  St.  Croix  will  upon  the  completion  of  the  Euro- 
pean and  North  American  Railway  be  brought  within  sixteen 
hours  of  Boston.  That  of  the  Saco  is  now  within  four  hours  of  the 
same  point,  of  the  Androscoggin  within  six,  of  the  Kennebec  with- 
in eight,  of  the  Penobscot  within  twelve  hours. 

It  is  evident  therefore  that  as  regards  acce$s  to  our  own  commer- 
cial centres  by  rail,  steamer,  or  coaster,  the  water-power  manu- 
facturers of  this  State  are  and  will  be  advantageously  located. 
Herein,  not  in  a  location  territorially  central,  consists  the  real 
economical  accessibility  of  power,  and  its  value  as  affected  by 
position. 
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ThemtmAe-        The  manufacturing  system  of  Maine  will  be  in  close 

taring  system 

or  Maine  em.  proximity  to  those  or  rather  that  of  New  Hampshire, 
thatT the  nst  Massachusetts,  Connecticut  and  Rhode  Island.  This 
land.6*  in  very  important  respects  will  prove  of  great  advan- 

tage, especially  in  the  earlier  stages  of  our  manufacturing  develop- 
ment ;  economical  connection  with  other  series  of  establishments 
being  highly  promotive  of  manufacturing  prosperity ;  and  in  all 
stages  of  development  the  relation  in  question  will  constitute  an 
important  advantage. 

saamftryttote-  In  fine,  there  is  no  district  in  the  country  or  in  the 
meat*  world,  possessed  of  any  considerable  amount  of  unim- 

proved and  available  water-power,  that  can  be  for  a  moment,  com- 
pared with  Maine  in  point  of  short  and  cheap  access  to  the  great 
centres  of  supply  and  demand.  The  remotest  water-power  upon 
the  Southern  Slope  of  the  State  is  not  half  so  far  from  first-class 
harbors  as  the  city  of  Pittsburg,  and  not  twice  as  far  therefrom 
as  the  manufacturing  towns  of  western  Massachusetts  are  from 
Boston. 


CHAPTER   XIII. 

CONCLUSION    OP    PART    I. 


Recapitulation  The  view  hereinbefore  given  of  the  physical  conditions 
flrrort^^ater.  of  the  State  which  more  closely  affect  its  water-power, 
polrer'  general  as  it  has  necessarily  been,  is  certainly  such  as 

would  beforehand  warrant  the  expectation  of  very  unusual  meas- 
ures and  unusual  availability  of  manufacturing  power  within  our 
limits.  The  location  of  the  State  amid  surrounding  seas;  its 
extent  of  surface;  the  disposition  of  its  slopes;  its  geological 
structure ;  its  surface  forms  and  extensive  forests ;  its  grand  sys- 
tem of  lakes,  with  their  uniform  connection  with  the  rivers  and 
susceptibility  of  reservoir  improvement ;  the  low  annual  tempera- 
ture, and  especially  low  summer  temperature,  which  at  once 
reduces  evaporation  and  contributes  to  vigorous  labor ;  the  winds 
of  the  State,  as  a  whole,  maritime  in  character ;  the  copious  rain- 
fall, with  its  uniform  distribution  throughout  the  year  and  diffusion 
over  the  whole  State ;  the  late  lingering  of  the  snow  in  Spring ;  the 
small  per  cent,  of  evaporation,  ~"H»Hfi  fntm  thft  1/vr  tr^frMJkWT?^ 
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from  the  number  of  rainy,  snowy,  and  cloudy  days ;  the  conse- 
quent large  residuum  of  water  for  removal  by  rivers,  and  which 
our  favorable  surface  forms  determine  to  be  removed  by  rivers — 
taken  together,  constitute  a  sum  of  favorable  conditions,  which, 
it  is  confidently  believed,(no  other  equal  area  on  the  globe  can 
surpass  or  indeed  can  so  much  as  equal.)  Other  districts  may 
have  and  certainly  do  have  some  one  or  more  of  the  advantageous 
features  more  decidedly  developed  than  Maine,  but  none  can  par- 
allel fully,  as  is  believed,  their  combined  series. 

When  to  the  foregoing  the  considerations  are  added  of  the  high 
salubrity  of  the  climate  and  its  adaptedness  to  manufacturing 
industry,  of  the  superiority  of  water-power  over  steam-power  in 
economy,  and  of  the  favorable  situation  of  our  power  with  refer- 
ence to  the  commercial  routes  and  centers  of  the  world,  the  up- 
building of  a  great  system  of  manufacturing  in  our  midst  would 
seem  to  be  inevitable,  a  question  only  of  time  and  of  proper  exhi- 
bition of  our  resources. 

The  view  before  given  still  further  goes  to  show  The  great  and 

natural  b<Mi- 

that  no  other  avocation,  which  is  of  sufficient  scope  new  of  Maine, 
and  permanence  to  afford  basis  for  the  employment  of  great  popu- 
lations, through  which  general  and  widely  diffused  opulence  may 
be  attained,  flourishing  cities  and  towns  builded,  not  upon  the 
coast  merely  or  navigable  rivers,  but  over  a  large  portion  of  the 
State,  and  through  which  we  can  ever  hope  to  take  a  stand  side 
by  side  with  the  flourishing  and  weathy  communities  adjacent — is 
available  to  our  hand  at  all  commensurate  in  promise  with,  or  so 
open  to  advantageous  prosecution  above  all  competitors  as,  manu- 
facturing— manufacturing  by  water-power.  It  is  true  whatever 
facilities  for  commerce  the  mere  circumstance  of  excellent  harbors, 
and  harbors  in  large  numbers  can  furnish,  we  possess ;  but  other 
States  have  harbors  which  if  not  equal  to  ours,  are  adequate  to 
all  required  purposes,  and  are  the  seats  already  of  extensive 
traffic — traffic  that  does  not  readily  change  its  direction  or  its 
marts.  Without  derogating  aught  from  our  agricultural  capabili- 
ties, it  is  sufficient  to  say  that  our  attractions  in  that  sphere  are  at 
present  and  bid  fair  to  be  for  some  time  to  come,  unless  assisted  from 
extraneous  sources,  outweighed  by  those  of  the  central  districts 
of  the  country,  a  disability  which  all  the  New  England  States  labor 
under  in  common,  and  that  accordingly  no  considerable  increase 
of  our  population  and  wealth  is  to  be  looked  for  from  this  source 
alone  and  by  itself.  Our  stores  of  lumber  are  great  but  they  are 
5 
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not  exhaustless ;  no  wealthy  and  stable  communities  are  or  ever 
can  be  created  on  the  basis  of  this  resource.  Our  minerals  are, 
it  is  quite  safe  to  assume,  not  of  such  sort  as  promise  any  large 
increase  of  wealth  in  and  through  their  development.  Shipbuild- 
ing, an  important  occupation,  is  in  a  measure  precarious  and  is 
necessarily  limited  in  its  amount — limited,  that  is  to  say,  as  the 
employment  of  a  whole  State. 

our  own  peo-  It  is  important  to  notice,  therefore,  that  to  a  large 
^m^SSS^  extent  our  own  population  can,  when  once  a  beginning 
***'  is  made,  be  counted  upon  for  interest,  investment,  and 

service  in  manufacturing  operations,  the  local  temptations  in  other 
directions  being  not  strong,  and  general  employment  for  the  whole 
year,  and  to  the  great  majority  of  our  workers  not  being  afforded 
and  not  being  susceptible  of  profitable  prosecution,  outside  of  man- 
ufacturing avocations.  As  compared  with  the  occupants  of  States 
whose  soil  is  more  generally  and  exuberantly  fertile  and  whose 
agricultural  capacities  are  therefore  naturally  larger,  or  of  States 
whose  vast  mineral  treasures  invite  and  command  labor,  we  can, 
other  things  being  equal,  engage  in  manufacturing  to  decided  ad- 
vantage and  as  it  were  naturally,  and  can  cooperate  more  zealously 
and  with  greater  singleness  of  aim  with  the  capitalist  who  comes 
amongst  us  to  make  use  of  our  "  hitherto  neglected  waters." 
our  grand  re-  The  people  of  the  State  may  justly  congratulate 
huutibie.  "  themselves  upon  the  fact,  and  invite  the  attention  of 
those  living  elsewhere  to  the  fact,  that  our  grand  resource  is  of  a 
kind  that  will  never  fail  or  become  materially  modified,  because  it 
is  based  upon  the  unchanging  features  and  sustained  by  the  per- 
petually recuperative  processes  of  nature.  It  can  never  fail  so 
long  as  the  Gulf  Stream  flows,  so  long  as  the  Mediterranean  of 
Mexico  exhales  its  vapors,  so  long  as  our  interior  districts  are 
upheaved  upon  the  shoulders  of  the  White  Mountain  plateau,  so 
long  as  the  waters  of  Umbagog,  Moosehead,  Sebago,  Chesuncook, 
and  the  Schoodic  lakes,  with  hundreds  more,  fall  through  hundreds 
of  feet,  over  hundreds  of  waterfalls,  in  iron-bound  channels,  and 
at  last  through  magnificent  harbors,  to  the  sea. 
TVs  gnmd  re-  This  grand  resource  is  not  mere  inert  material  but  is 
ionroe  power'  power,  the  swiftest  creator  of  wealth,  the  most  impor- 
tunate demand  of  all  active  civilizations,  power  that  once  utilized 
may  be  made  productive,  in  the  long  run  of  time,  of  greater 
opulence  than  can  be  gathered  from  any  mines  of  iron  or  coal,  or 
reservoirs  of  oil,  or  placers  or  lodes  of  precious  metals,  found  in 
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any  equal  area  in  this  country,  resources  that  ultimately  fail,  and 
many  of  them  speedily  fail.  In  the  civilization  of  to-day  mechan- 
ical power  in  an  available  shape  at  low  cost  is  but  another  name 
and  form  for  wealth. 

Hence  it  is  that  Lowell,  operating  9,000  horse-  it  is  productive 
powers  of  water-power,  has  already  a  population  of  vawer' 
40,000 ;  Fall  Biver,  operating  1,600  horse-powers  of  water  and 
4,300  of  steam,  has  a  population  of  23,000,  and  a  valuation  of 
$16,300,000 ;  Lawrence,  with  a  power  nearly  equal  to  Lowell,  has 
a  population  of  about  80,000 ;  Biddeford  and  Saco,  with  3,750 
gross  horse-power,  150,000  spindles,  show  a  population  of  16,000. 
Forty-two  hundred  horse-powers  in  operation  at  Lewiston  have 
already  gathered  a  population  of  22,000,  and  $8,000,000  valuation. 
And  in  general,  it  is  found  that  for  each  100,000  spindles  a  popu- 
lation can  be  counted  upon  of  10,000 ;  or  in  other  terms  a  popula- 
tion of  1,000  to  each  166  horse-powers  employed  in  cotton  manu- 
facture. This  at  least  where  the  power  is  employed  to  good 
advantage  and  time  is  given  for  it  to  exert  its  full  effect, — a  longer 
period  of  years  for  the  greater  part  than  our  American  manufac- 
turing towns  have  yet  had. 

The  people  of  the  State  may  with  propriety  account  why  om  water, 
for  and  extenuate  to  the  general  public  the  past  non-  b^nweSn- 
use  of  our  water-power  and  our  consequent  inability  prOTed* 
to  improve  it  so  rapidly  as  is  desirable,  by  reference  to  the  dis- 
turbances connected  with  the  "Northeastern  Boundary,"  which 
for  many  years  discouraged  immigration  and  improvements;  by 
reference  also  to  the  ignorant  and  bigoted  State  policy  formerly 
for  a  long  time  in  the  ascendant,  which  virtually  forbade  such 
combinations  of  capital  as  alone  could  and  can  improve  power  of 
suph  magnitude ;  and  by  reference  to  the  preposterous  and  guilty 
neglect  of  the  State  to  ascertain  and  advertise  its  resources. 

In  contrast  with  that  former  ruinous  legislation  we  The  poiky  of 

.,  -       ,        .  the  State  now 

are  now  able  to  show  upon  our  statute  books  the  most  wgniy  fevora- 
liberal  provisions  for  the  encouragement  of  manufac-  taring. 
turing  industry ;  first,  in  the  matter  of  exemption  of  new  manu- 
facturing establishments  from  taxation ;  second,  in  the  exceedingly 
favorable  provisions  relating  to  flowage;  thirdly,  in  allowing 
towns  to  subscribe  to  the  stock  of  manufacturing  enterprises. 
Finally,  in  all  parts  of  the  State,  and  amongst  all  Pobuc  interest 

in  and  desire  for 


classes  of  our  population,  the  utmost  anxiety  is  felt 

that  our  abundant  water-power  shall  be  put  to  use.    We  feel  that 
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in  a  peculiar  manner  this  is  our  grand  resource,  and  that  our  pros- 
perity is  dependent  upon  its  development.  We  are  disposed  by 
all  means  in  our  power,— by  favoring  legislation,  both  State  and 
municipal,  by  local  and  substantial  cooperation,  and  by  friendly 
dispositions  upon  all  hands,  to  make  our  State  acceptable  for 
residence  and  investment  to  the  employers  of  water-power  in  any 
form. 
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PAET  II. 


The  Principal  River  Systems  of  Maine. 


DIVISION  I. 
The  Primary  or  Interior  Systems. 
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CHAPTER   XIV. 

INTRODUCTORY    OBSERVATIONS. 


There  are  5,151  streams  in  Maine  represented  upon  Thei 

the   State  map.    These   ramifying  into  innumerable 

branches  thread  the  surface  of  the  State  with  a  fine  network 

1  of  brooks  and  rivulets,  so  that  in  all  parts  it  seems  alive  and  in 

motion  with  running  waters — a  distinctive  and  characteristic  fea- 

x  ture,  which  strikes  the  attention  of  the  stranger  and  the  traveller. 

As  is  remarked  in  Part  I.,  the  character  of  this  rhe  rivers 
Report  requires  the  rivers  of  the  State  to  be  treated  themMires. 
with  more  formality  and  at  greater  length  than  its  other  hydro- 
graphic  features.     Accordingly  they  are  made  the  subject  of 
distinct  discussion  in  this  the  second  Fart  of  the  Report. 

A  river  system  comprehends  both  the  river  and  its  Definition  or 
basin — the  drainage  area  and  the  drainage  stream,  sjvtem. 
There  are,  accordingly,  as  many  river  systems  in  the  State  as 
there  are  rivers.    In  a  Report  of  this  size  only  a  few  of  these  can 
be  made  subjects  of  particular  consideration,  and  these  in  respect 
to  only  those  features  which  bear  most  closely  upon  water-power. 

As  regards  the  river  basins  the  features  referred  to  Leading  fea- 
are  as  follows:    Position;  form;  linear  and  square  river basins, 
dimensions ;  elevation ;  disposition  of  slopes,  both  riverward  and 
seaward;  geological  structure;  surface  aspect  and  materials,  in- 
cluding vegetation ;  and  the  amount  of  rainfall. 

As  respects  the  rivers,  the  features  necessary  to  be  Leading  fe*. 
put  in  relief  are  their  course;  magnitude,  including  riven, 
length  and  volume ;  constancy  of  volume ;  reservoirs,  both  natural 
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and  artificial ;  slope  or  rapidity  of  descent  seaward,  especially  in 

their  water-power  portion. 

The  water-  The  one  feature  of  the  rivers,  however,  which  in  an 

powers  treated 

elsewhere.  inquiry  into  their  water-power  stands  first  in  the  order 
of  importance,  namely — the  number,  location,,  size  and  character 
of  their  falls  and  rapids,  is  made  the  subject  of  a  separate  Part 
of  the  general  discussion.  The  necessity  of  this  will  be  evident, 
when  it  is  considered  that  very  many  powers  of  importance  are 
found  upon  streams  that  cannot  receive  attention  in  our  necessarily 
brief  review  of  the  principal  river  systems. 


CHAPTER   XV. 

THE    SYSTEM    OF    THE    SACO. 

Section  1. — The  Saco  Basin. 

Location.  ^ne  drainage  district  of  the  Saco  is  situated  in  the 

southeast  part  of  the  State,  covering  the  belt  of  coun- 
try betwixt  the  White  Mountains  and  their  southwesterly  exten- 
sions, and  the  sea.  It  is,  therefore,  in  close  proximity  to  the 
seaboard,  and  to  the  great  manufacturing  district  of  New  England 
exterior  to  the  State.  The  west  and  northwest  portion  of  the  basin 
is  located  in  New  Hampshire. 
Form.  ^ee  ^aP-]     Gradually  widening  from  its  southeast 

point  interiorward  for  twenty  miles,  thence  to  its 
northern  boundary  of  nearly  uniform  width,  with  the  large  propor- 
tion of  the  drainage  territory  on  the  right  bank  of  the  main  stream. 
Dimension!.  Greatest  length,  which  is  on  the  line  firom  the  ocean 

to  Mt.  Washington,  about  T4  miles.  Greatest  breadth, 
across  the  head  of  the  basin,  about  30  miles.  Area  or  square 
dimensions,  800  square  miles  in  Maine,  600  square  miles  in  New 
Hampshire ;  total,  1,400  square  miles.  Of  this  all  but  about  ten 
square  miles  situated  below  the  Saco  falls,  is  tributary  to  the 
water-power  of  the  main  river. 
Deration,  ^e  bright  of  the  following  points  is  given  by  Mr. 

John  F.  Anderson,  Engineer  of  the  Western  Division 
of  the  Hydrographic  Survey : 
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Authorities 


Hall's  Survey  of  Saoo  River  Railroad  marked  H. 
Wadsworth's  Survey  of  Saoo  River  Railroad  marked  W. 
Anderson's  Survey  of  Port.  A  Roeh.  Railroad  marked  A. 
Grant's  Survey  of  Port.  A  Ogdensburg  Railroad  marked  Gr. 
Guyot's  Paper  upon  the  Appalachian  System  marked  G. 


Feet  above 
high  tide. 


Miles. 


LocAunu. 


Initial  point,  the  ©enter  of  the  Portland,  Saoo  and  Ports- 
month  Railroad  track,  400  feet  east  of  Saoo  Depot,  assumed 
and  computed  height,  (H.) 

Saoo  river,  about  400  feet  above  Salmon  Falls,  (H.>... 

Port.  £  Roeh.  Railroad  crossing  above  Bar  Mills,  (A.) 

Below  Moderation  Mills,  (H.) 

Above  Moderation  Mills,  (H.).. 

Top  of  a  "horseback"  ridge,  (H.) 

Little  Ossipee,  (H.) 

Half  mile  west  of  Steep  Falls, 

Saoo  river,  quarter  mile  above 

Great  Ossipee,  (W.) 


Foot  of  Great  Falls,  Saoo  river,  (W.) 

Head  of  Great  Falls,  Saoo  river,  low  water,  (W.).  •  • 
Head  of  Great  Falls,  Saoo  river,  high  water,  (W.). 


Saoo  river  at  Hiram  bridge,  low  water,  (W.) 
8aoo  river,  400  feet  above  low  water,  (H.). .. 

Ten  Mile  brook,  (H.) 

Shepard's  river,  near  Brownfleld  Centre,  (H.) 

Fryeburg,  on  plains,  (H.) 

Fryeburg,  near  village*  (H.) 

South  Conway  post  office,  (G.) 

North  Conway, 

Crossing  of  road  junction  of  Ellis  A  Saoo  river  (G.)  water  (Gc) 
Saoo  river,  (Gr.) 


8  4-10 

9  6-10 
14 

16  7-10 

20 

316-10 

27  7-100 

30  22-100 

34 

341-4 

35 

39 
43 

441-2 
48 

66 
62 

62  3-4 

63  1-2 

65  1-4 

66  16-100 

67  9-10 

68  89-100 
70  L10 
70  94-100 
72  72-100 
74  12-100 

74  12-100 

75  52-100 

76  9-100 

78  3-10 

79  23-100 
79  8-10 
79  86-100 

81  1-10 
8173-100 

82  2-10 

The  Notch,  (G.). 
82  73-100    Crawford  House,  (G.)  . 
Hollis  Centre,. 
-        Weymouth's,  near  west  line  of  Hollis,. 
(Hanson's  near  Waterboro*  Centre, . 


s  Island,  (H.). 


Water  in  Saoo  river,  (Gr.). 


Underpinning  old  Crawford  house,  (Gr.). . 
Old  Crawford  house  or  Davis  tavern,  (G.) . 
Water  in  Saoo  river,  (Gr.) 


Underpinning  of  Willey  House,  (Gr.). 

Willey  House,  (G.) 

Water  in  Saoo  river,  (Gr.) 


£* 


i 


63 


142 
160 
270 
232 
278 


859 
368 

388 
414 
450 

576 


994 

986 


1840 
1335 


1904 

1920 

173 

277 
2854 


109 

137 


252 
271 
271 
343 
346 
844 
351 


643 
655 
671 
605 
618 
653 
700 
756 
821 
887 


1066 
1155 
1242 
1284 
1324 


1493 
1672 
1886 
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The  mean  elevation  of  the  basin  as  a  whole,  is  below  that  of  the 
Androscoggin,  but  above  that  of  any  other  river  district  of  which 
a  proportionally  large  part  is  situated  so  near  the  sea.  Its  upper 
section  covers  an  important  portion  of  the  highest  mass  of  land 
(the  White-mountain  plateau)  of  any  considerable  extent,  east  of 
the  highlands  of  the  Rocky  mountains,  with  the  exception  of  a 
limited  tract  in  North  Carolina. 

Geological  The  entire  basin  is  occupied  with  granite,  or  gneiss 

"*****•  scarcely  distinguishable  from  granite,  with  patches  of 

mica  schist  here  and  there.    In  all  parts  of  the  district  stone  of 
good  quality  for  construction  purposes  is  abundant.    A  quarry  of 
excellent  granite  has  been  worked  extensively  at  Biddeford. 
Borfcce  The  district  is  in  its  northwest  part  exceedingly 

conditiom.  mountainous  in  its  topographical  features;  thence 
southeastward  it  subsides  successively  into  hilly,  undulating,  and 
finally  quite  level  surfaces  near  the  sea.  The  great  body  of  pul- 
verized material  lying  above  the  bed  rock,  is,  as  returns  to  inter- 
rogatories indicate,  made  up  of  sand  and  gravel  with  sandy  and 
gravelly  loams.  The  lower  portion  of  the  basin  is  quite  thor- 
oughly denuded  of  forests.  The  upper  half  is  still  heavily 
wooded,  being  cleared  only  upon  the  intervales  of  the  streams 
and  the  more  cultivable  portions.  "Probably  full  half  of  the 
entire  district  is  still  wilderness."4' 

Estimated  from  the  average  for  the  State,  135,000,- 
000,000  cubic  feet  yearly.  The!  downfall  is  probably 
somewhat  in  excess  of  the  mean  for  the  State,  owing  to  the 
influence  of  the  mountains  and  the  lower  latitude  of  the  basin; 
but  the  amount  of  excess,  if  any,  is  not  known,  and  is  accordingly 
not  represented  in  the  figures. 

« 
Section  2. — The  Saco  River. 

Coanfc  The  mean  direction  of  the  Saco  is  southeast.    The 

chief  deviation  from  this  course  occurs  at  Pryeburg, 
where  it  originally,  and  prior  to  the  construction  of  a  "cut" 
across  an  enclosed  peninsula,  traversed,  and  to  this  day  in  part 
traverses,  an  extensive  loop  or  curve,  and  finally  leaves  the  town 
only  about  four  miles  from  the  point  of  access.  Otherwise,  and 
excepting  mere  local  sinuosities,  it  follows  nearly  the  shortest 
line  from  the  mountains  to  the  sea. 

Hon.  Joseph  Hobton,  Saoo. 
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Name. 


Where  reoetod. 


From  the  right  bank,. 
From  the  left  bank, . . 


Little  Ossipee, 
Great  Ossipee, 
Upper  Keiar, 
Great  Gold, 


Ltmioffton. 
Cornish. 
Iftyeburg. 
Btowe. 


Name. 


Basis. 


Length,  Breadth, 
miles,      miles. 


Area, 
sq.  miles. 


Snaair. 


Length,     Estimated  dis- 
miles.    charge,  eubie  fees. 


Little  Ossipee,. 
Great  Ouipee,. 
Upper  Kesar,.. 
Great  Oold, ... 


17 
27 
12 
12 


16 
18 

8 
7 


182 

240 

62 

60 


SO 
33 
14 
12 


7,100,000,000 
9,300,000,000 
2,400,000,000 
2,340,000,000 


The  length  of  the  streams  as  given  above  does  not  include  their 
local  windings. 

The  Saco  in  its  upper  part  is  drawn  around  the  southern  slope 
of  the  White-mountain  cluster  in  such  a  manner  as  to  carry  off  a 
considerable  part  of  the  surplus  waters  that  would  otherwise  be 
discharged  by  the  Merrimac;  this  contributes  largely  to  its  an- 
nual delivery,  but  not  to  its  uniformity  of  volume  at  different 
seasons. 

Of  the  main  river  from  its  sources  amongst  the  j—^ 
mountains  to  the  sea,  not  including  the  minuter  wind- 
ings, about  95  miles,  25  miles  of  which,  more  or  less,  are  in  New 
Hampshire.    The  main  water-power  section  of  the  river  is  about 
85  miles  long,  from  Hiram  Falls  to  the  tide.    The  stream  is  about 
600  feet  wide  in  the  vicinity  of  Saco. 

The  yearly  discharge,  estimated  at  40  per  cent,  of  Votame, 
the  annual  precipitation,  is,  from  the  entire  basin  both 
within  and  beyond  State,  about  54,000,000,000  cubic  feet. 

Excessive  in  the  upper  part,  owing  to  the  mountain-  variations  ef 
one  character  of  the  country.  The  lower  portion  of  vrfume" 
the  river  likewise  fluctuates  widely  in  its  mass  of  water  at  different 
seasons,  though  much  less  thai*  the  upper,  owing,  first,  to  the 
narrowness  of  the  "  Gates," — the  passage  at  Hiram  Falls — which 
dams  back  the  mountain  water  over  extensive  intervales  and 
marshes  above ;  owing,  secondly,  to  the  comparative  levelness  of 
the  lower  portion  of  the  basin ;  and,  thirdly,  to  the  improvement 
of  the  lakes  and  ponds  for  storage. 

In  the  drouth  of  summer  nearly  40,000  cubic  feet  per  minute  for 
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eleven  hours  a  day  are  commanded  at  Saco,  or  18,000  cubic  feet 
per  minute  for  the  whole  twenty-four  hours.  The  low  run  con- 
tinued day  and  night  throughout  the  year  would  carry  off  oyer 
9,000,000,000  cubic  feet,  or  about  one-sixth  of  the  estimated 
delivery  of  the  river  for  the  year.  The  volume  at  low  water  can 
be  increased  two  or  three  fold  by  the  use  of  the  reservoirs  of  the 
river. 

The  discharge  of  the  river  in  ordinary  freshets,  eight  feet  on  the 
middle  dam  at  Saco,  is  about  1,950,000  cubic  feet  per  minute. 
Ten  feet  are  alleged  to  be  found  on  the  dam  in  extreme  freshets. 

The  range  from  lowest  to  highest  water  at  various  points  is  as 
follows : 


LoQ&urxia. 

Pent 

LocAume. 

lent. 

8*oo  Oil*. 

8  to  10 
7 
8 
6 

Bonny  Ehgle  falls, ....... . , 

6 

Union  ffcii*, 

fltvat  Mlil^  Hlrmn, 

13 

Salmon  falls, 

Ftyeburg  Centre,. .... , 

u 

Bar  Mills  ftlli, 

Toll  bridge,  Fryebnrg,. ..... 

11.60 

The  range  in  feet  above  the  Great  falls  is  not  a  fair  expression 
of  the  volume  of  the  river  in  that  section  in  time  of  flood,  the 
water  being  diffused  over  an  immense  expanse  of  low  land  as 
before  noticed,  and  of  course  proportionately  reduced  in  elevation. 
Slope.  ^e  descent  of  the  river  in  Maine  is  moderately 

steep,  being  from  the  State  line  at  Fiyeburg,  67  miles 
to  the  tide  at  Biddeford,  450  feet,  or  about  seven  feet  to  the  mile, 
which  gives  an  average  angular  depression  of  4\8  per  mile.  The 
current  is  generally  moderate,  the  greater  part  of  the  descent 
taking  place  in  sudden  breaks  or  falls.  The  level  of  tide  is 
reached  about  four  miles  from  the  coast,  at  Biddeford,  and  there 
by  a  comparatively  abrupt  pitch  of  40  feet. 

The  slope  in  the  35  miles  constituting  the  principal  water-power 
portion  of  the  river,  from  Biddeford  to  Hiram  Great  Falls,  is  at 
the  rate  of  9.8  feet  per  mile,  corresponding  to  an  angular  descent 
of  ff.S  per  mile.  In  this  portion  it  is  a  succession  of  rapids  and 
fells,  and  offers  numerous  sites  for  manufacturing  of  the  highest 
value. 
TaW.  The  total  number  of  lakes  in  the  portion  of  the  Saoo 

basin  situated  in  Maine,  and  represented  on  the  State 
map,  is  1 5,  or  more  than  twice  the  number  due  to  the  average  for 
the  whole  State.  The  small  ponds  are  undoubtedly  more  frilly 
represented  on  the  map  for  the  thickly  settled  than  for  the  wilder- 
ness portions  of  the  State.    The  lakes  are  small  compared  with 
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the  average  for  Maine,  and  there  are  none  strictly  first-class  in 
size. 

PRINCIPAL  RESERVOIRS  OF  THE  SAOO  AND  ITS  TRIBUTARIES. 


Name* 

Connected  with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 
storage  feasi- 
ble in  feet. 

Horne  pond, 

Little  Onripeeriv., 
do           do 
do          do 
do          do 
do          do 
do          do 
do          do 
do          do 
do          do 

0.60 
0.75 
0.60 
0.10 
0.45 
0.60 
0.75 
2.60 
1.75 

• 

Dam. 
8 

4 

• 

Long      *' 

Mudgett  pond, 

Pearoe     ^"^ 

Poverty     '«    

10  to  10 

Turner       M    

Adams1       « 

Baloh  pond,  with  towage,. 
LitUe  Qnpee  pond, 

4 

Nine  ponds, 

8.80 

Name, 

Connected  with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.f 

Additional 
storage  feasi- 
ble m  feetf 

Spectacle  ponds, 

Great  Owl  pee  riv., 
do          do 
do          do 
do          do 
do          do 
do          do 
do          do 
do           do 

do          do 

0.30 
0.80 
0  60 
0.40 
0.60 
1.75 

7.00 

4.00 

8 

10 

8 

6 

10  or  12 

.  "  12 

3 

CJolcord's  pond,'. 

6 

Biokford  "  M  * 

% 

Spruce        «•    

4 

Lord's         "    

Provinoe  pond,  [h.  h.] . . . . 
Piaerjver    "       "     .... 
Ossipee        «       "     .... 
Various  ponds  tributary  to 
Ossipee  pond, 

- 

Twelve  ponds, 

- 

15.25 

- 

- 

Name. 

Oonneoted 
with 

Approximate 

area  in  square 

miles. 

jnrosont 

storage  in 

feet* 

Additional 

storage  feasible 

in  fcet4 

Barker  pond, 
Great  Hancock  pond, 
Middle      •<        " 
little        '«       " 
8mall  ponds  oonneoted, 
Moose  pond,. ......... 

Seoo  river, 

do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

4.50 

4.50 
2.00 
1.00 
0.50 
200 
6.00 
050 
1.75 
1.00 
0.50 
1.00 

6 

4 

Dam. 

Dam. 

Dam. 
Dam. 

9-fcotdam. 

2 

2 
Gould  have  dam. 
Dam  feasible. 
All  can  be  flowed. 
Several  feet,  with 
flowage. 

LoVell*"  ' ^....!.. 

Pleasant  pond, 

Keyes*    *  ««  '.... 

Several  feet. 

Iiower  Keiar  pond,.  *..... 

8,  with  large  now- 
6 

Upper  Keaar     "  ' 

The  Five  Kesar ponds, ... . 
Kimball  pond, 

Charles  ""  •*  " 

Sever*!  feet  with 

Bog           ••    

large  flowage. 

Walker's   "    [k.k.] 

Twenty  ponds  or  more, 

- 

24.25 

- 

- 

Blanks,  as  above,  indicate  that  the  storage  has  not  been  reported. 


and  &&BJdlo^Xsqs.,orB^SBrIaDj. 
six  square  miles  of  , 
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The  foregoing  41  ponds  with  their  associated  flowage  sum  46.80 
square  miles  of  surface.  It  is  obvious  therefore  that  the  low  run 
of  the  river,  and  by  consequence  its  manufacturing  capacity,  can 
be  increased  very  greatly.  The  lowlands  above  the  Great  Falls 
could  be  converted  into  an  enormous  reservoir!  though  at  consid- 
erable expense  for  damages. 

The  sum  total  of  lake  surface  connected  with  the  Saco,  as  com- 
puted from  the  State  and  county  maps,  is  55  square  miles  in  Maine, 
29  in  New  Hampshire,  84  in  all,  or  one  square  mile  to  each  16.66 
square  miles  of  basin.  The  lakes  average  0.75  of  a  square  mile 
each  in  extent. 

Forty  hours  are  required  for  the  passage  of  water  from  Ossipee 
pond  to  Saco  in  an  ordinary  stage  of  the  river. 

Powxb  on  rax  Lower  Section  of  the  Saco. 

If  the  mean  volume  of  water  that,  in  the  present  condition  of 
its  reservoirs,  can  be  commanded  on  the  Saco  river  from  Hiram 
Falls  to  the  tide,  be  assumed  to  be  27,000  cubic  feet  per  minute, 
for  eleven  hours  a  day,  in  the  low  run  of  summer,  the  gross  power 
developed  in  the  843  feet  of  fall,  is  17,493  horse-power  for  the 
hours  specified,  or  699,720  spindles.  A  large  proportion  of  this 
power  can  be  economically  improved,  the  opportunities  for  dams, 
canals,  and  mills  being  unusually  good.  The  judicious  use  of  the 
reservoirs  would  undoubtedly  increase  this  amount  of  power  by 
two  hundred  per  cent. 

The  Saco  is  crossed  by  two  railroads  in  its  lower  section,  con- 
necting with  Boston  and  Portland. 

The  river  is  navigable  to  the  foot  of  the  Saco  falls,  but  is  closed 
by  ice  about  three  and  a  half  months  yearly. 
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CHAPTER   XVI. 

THE  SYSTEM  OF  THE  ANDROSCOGGIN. 


Section  1. — Thjb  Androscoggin  Basin. 

The  drainage  district  of  the  Androscoggin  occupies 
the  region  of  country  lying  between  the  sea  on  the 
southeast,  and  the  northerly  outposts  of  the  White  Mountains  on 
the  northwest.    It  is  in  its  southern  part  separated  from  the  Saco 
basin  by  the  hydrographic  area  of  the  Presumpscot  and  Royal, 
but  in  the  northern  is  conterminous  with  it. 

[See  Map.]    Expanded  laterally  in  the  central  por-  Woa^ 
tion  and  tapering  to  a  point  at  each  extreme.     As  a 
whole  elongated,  and  with  the  head  waters  therefore  at  a  consid- 
erable remove  from  the  ocean. 

Greatest  length,  from  the  ocean  to  the  remotest  D^^a,^ 
sources  of  the  river,  110  miles;  greatest  breadth, 
from  Randolph,  N.  H.,  to  Fayette,  Me.,  10  miles.  Square  dimen- 
sions, in  Maine,  about  2,750  square  miles ;  in  New  Hampshire, 
about  850  square  miles ;  total,  3,600  square  miles.  Of  this  nearly 
the  whole  is  located  above  the  lowest  mSl  privilege,  and  contri- 
butes to  the  water-power  of  the  main  river. 

Considerably   greater   than    of  any   other   hydro- 
graphic  district  in  the  State,  a  large  proportion  of  the 
northern  part  of  the  basin  being  uplifted  upon  the  northerly  offsets 
of  the  White  mountains  and  their  subjacent  and  outlying  highlands. 

The  following  points,  it  will  be  noticed,  are  situated  mainly 
upon  the  river  or  upon  railroads,  and  are  therefore  considerably 
below  the  level  of  the  surrounding  districts.  The  figures  denote 
height  above  tide : 


LocAiRin 


Danville  Juration, 

Auburn  (station) 

Lewiston       "      

Leeds  "      

Meohanie  Alls  (station) 

Oxford  (station) 

Bast  Livermore  (station) 

Booth  Paris  "      

Look's  Mills  "      

Head  of  Romford  Jails,  about . 
Bethel  (station) 


Feet. 


180 
210 

sis 

260 
270 
S10 
$60 
370 
710 
600 
640 


Locautos. 


i  river  at  Bethel,. 

White's  Corner, 

Month  Pleasant  river,  about. . 

Oilead 

State  line,  (O.  T.  R.  crossing) 

Gorham  station  (if .  h.) 

Head  of  Berlin  Palls,  <*.  h.). 
Head  of  Androsooggin  river,. . 
N.  B.  head  of  Magalloway  riv, 
N.  W.        ««           ««  «« 

Umbagog  Lakes, 1,266  to 


Feet. 


620 

660 

682 

700 

680 

802 

1,048 

3,000 

2,640 

2,917 

1,511 
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The  high  general  elevation  of  this  district  combined  with  its 
brokenness  of  surface,  secures  a  very  large  amount  of  power  upon 
the  streams,  in  proportion  to  its  extent  and  its  volume  of  annual 
discharge. 

Geological  Gneiss  is  prevalent  at  the  outfall  of  the  river ;  thence 

rBtotton8'  north  to  Jay  mica  schist,  with  abundant  granite  on  the 

right  bank.    From  Jay  northward,  granite  and  gneiss,  with  clay 
slate  about  the  Umbagog  lakes.    Good  building  stone  abundant 
in  all  parts  of  the  basin,  as  detailed  in  Part  III.  of  this  Report. 
Sorfeoe  Surface  aspect,  hilly  in  the  lower  third ;  excessively 

oonditfom,        broken  and  mountainous  in  the  upper  two-thirds,  with 
narrow  intervales  and  limited  level  tracts  interspersed. 

Surface  materials,  indicated  as  follows,  in  response  to  inquiries, 
some  of  the  towns  specifying  two  or  more  of  the  forms  as  abun- 
dant: 


GmveL 

Stad. 

SaadjLoMi. 

Xfoain. 

Gtay  Loam. 

CUy. 

8 

3 

3 

5 

1 

3 

Showing  a  preponderance  of  coarse  soil  and  one  admitting  the 
rapid  absorption  and  transmission  of  water. 

E.  S.  Coe,  Esq.,  of  Bangor,  a  most  competent  authority,  judges 
1,480  square  miles  of  the  basin  lying  north  of  the  river  and  west 
of  Rumford,  in  both  Maine  and  New  Hampshire,  to  be  still  covered 
with  forests.  This  is  considerably  over  one-third  of  the  whole 
drainage  territory,  without  any  account  of  the  large  amount  of 
forest  below  Rumford  on  both  sides  of  the  river.  Undoubtedly 
considerably  over  half  still  remains  in  the  wilderness  state. 
jkk^  The  yearly  precipitation  of  moisture  upon  this  basin, 

including  both  the  Maine  and  New  Hampshire  portions 
thereof,  is  estimated  as  nearly  388,000,000,000  cubic  feet.  These 
figures  are  based  upon  an  assumed  average  downfall  of  forty-two 
inches,  the  influence  of  the  mountains  being  disregarded  because 
not  ascertained. 

Section  2. — The  Androscoggin  River. 

Ooanfc  West  of  south  in  the  northern  part,  east  in  the 

central,  southeast  in  the  lower,  as  a  whole  south- 
southeast. 
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Affluents. 


Name. 


Where  received. 


From  the  right  bank, 
From  the  left  bank,. . 


Little  Androscoggin,., 

Twenty  Mile, 

Sabattus, 

Dead, 

Webb's 

Swift, 

BUis 


Auburn. 

Turner. 

Lisbon. 

Leeds. 

Dixfield. 

Mexico. 

Ramford. 


Name. 


Basin. 


Length,  Breadth,    Area, 
miles.      miles'   sq  miles. 


Stream. 


Length,     Estimated  die- 
miles,    charge,  cubic  feet. 


Little  Androscoggin, . 

Twenty-Mile, 

Sabattns, 

Dead, 

Webb's, 

Swift, 

Ellis, 


30 
19 
16 
22 
17 
22 
18 


15 

IS 
7 
5 

11 
8 

13 


280 
160 
75 
85 
135 
133 
150 


40 
26 

28 
23 
24 
25 


10,920,000,006 
6,850,000,000 
2,925,000,000 
3,300,000,000 
5,265,000,000 
5,187,000,000 
5,850,000,000 


The  figures  for  1 
Androscoggin  are  at 
the  whole  Umbagog 

the  two  streams  which  unite  and  form  the 
j  follows,  those  for  the  Outlet  Stream  being  for 
-lake  system : 

Name. 

Basin. 

Stream. 

Length, 
miles. 

Breadth, 
miles. 

Area, 
sq.  miles. 

Length, 
miles. 

Estimated  dis- 
charge, cubic  feet; 

Masalloway 

37 
50 

18 
20 

400 
500 

50 
53 

15,600,000,000 
19,500,000,000 

Ontlet  Stream, 

The  Androscoggin  takes  its  origin  and  is  entitled  to  its  name, 
only  from  the  point  of  confluence  of  the  Magalloway  and  Umba- 
gog-lake  waters.  The  number  of  streams  in  the  system,  repre- 
sented on  the  State  map,  is  669,  of  which  543  are  in  Maine  and 
126  in  New  Hampshire. 

Of  the  Androscoggin  proper,  157  miles ;  from  the  heDgtb 
remotest  sources  of  the  Magalloway,  200  miles ;  66 
miles  of  its  length  are  in  New  Hampshire.    Its  most  valuable 
water-power  section,  from  Rumford  falls  to  the  tide,  is  75  miles 
long ;  but  in  fact  it  is  a  water-power  river  in  its  whole  length  from 
the  lakes  to  Brunswick,  150  miles. 

The  estimated  discharge  from  the  basin  for  the  year  Votette> 
amounts  to  135,000,000,000  cubic  feet.    Of  this  nearly 
the  whole  is  tributary  to  the  working  power  of  the  river,  all  in  fact 
except  a  small  quantity  passed  into  it  below  the  Brunswick  falls. 
6 
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[Pun  n. 


VitriAUoni  This  river,  like  the  Saco,  belongs  to  the  class  of 

of  volume.  variable  rather  than  of  constant  rivers,  as  regards  its 
mass  of  water  at  different  seasons  of  the  year.  This  is  due  to  the 
excessively  mountainous  character  of  the  upper  portion  of  its 
oatchment  basin,  together  with  the  bareness  of  a  considerable 
part  of  the  mountain  surfaces.  Hence  it  rises  rapidly,  and  falls 
away  rapidly,  runs  high  in  spring  freshets  and  low  in  summer 
drouths.  This  at  least  is  naturally  its  character,  and  aside  from 
modifications  effected  by  artificial  improvements,  and  especially 
its  character  above  the  Rumford  falls. 

Below  the  falls,  however,  it  is  materially  altered.  The  channel 
at  the  pass  of  the  falls  is  only  ninety  feet  wide,  and  accordingly, 
like  the  "Gates"  at  Hiram  falls  on  the  Saco,  dams  back  the 
volume  of  freshets,  producing  a  great  rise  above,  but  equalizing 
the  flow  below.  Hence  the  chief  manufacturing  portion  of  the 
river  is  in  a  manner  protected  against  the  chance  of  destructive 
rises  of  water. 

The  natural  inconstancy  of  the  river  is  already  to  a  consider- 
able extent  overcome,  and  can  be  to  a  far  higher  degree,  by  the 
use  of  its  great  reservoirs  for  storage  purposes,  and  this  at  little 
expense.  Further  remarks  upon  this  will  presently  be  made  in 
another  connection. 

Mr.  Lockwood  reports  the  low  run  at  Lewiston  at  94,000  cubic 
feet  per  minute,  for  eleven  hours  a  day,  or  42,000  per  minute  for 
the  twenty-four  hours.  The  low  run  at  Brunswick — to  which  over 
400  square  miles  more  of  territory  are  tributary,  and  streams 
which  are  largely  improved  for  manufacturing,  and  therefore  com- 
paratively furnished  at  low  water — is  not  far  from  125,000  cubic 
feet  per  minute,  eleven  hours  a  day,  or  51,000  per  minute  for  the 
whole  twenty-four  hours.  The  low  run  continued  day  and  night 
throughout  the  year  would  carry  off  about  29.3  billions  of  cubic 
feet,  or  less  than  one-fourth  of  the  estimated  total  annual  discharge 
of  the  river.  So  favorable  an  exhibit  is  due  in  part  to  the  reserve 
of  water  for  manufacturing  purposes. 

The  range  from  lowest  to  highest  water  at  several  points  ap- 
pears in  the  table  annexed : 


Localities. 

Feet. 

Localities. 

Feet. 

FrunffW'ck  falls,. **.  .*.* .... .... 

10 
8 
7 

8 

Romford  falls, 

10 

Lewiston      «•    

BaUiaI.  r&TMmM\ . .- 

33 

Lisbon         "    

Bethel,  (extreme) 

38 

Liyonnore    "    
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From  the  point  where  the  waters  of  the  Magalloway  g. 
and  the  Umbagog  lakes  coalesce  and  give  origin  to  the 
Androscoggin,  to  the  tide  at  Brunswick,  is  a  distance  of  150  miles, 
with  a  fall  of  1,256  feet.  The  mean  slope,  therefore,  is  8.33  feet 
to  the  mile,  corresponding  to  an  angular  depression  of  5\5  circular 
measurement  per  mile.  The  current  is  generally  swift,  but  like 
that  of  the  Saco,  is  gentle  or  even  languid  in  parts  for  considerable 
distances,  as  above  Rumford  falls,  the  greater  proportion  of  the 
whole  descent  accomplishing  itself  in  steep  rapids  and  in  numerous 
and  comparatively  profound  falls. 

The  slope  of  the  river  in  its  main  water-power  section,  from 
Rumford  falls  to  the  tide,  a  distance  of  75  miles  and  a  fall  of  600 
feet,  is  eight  feet  to  the  mile,  or  5\2  circular  measurement. 

As  respects  the  number  of  lakes  the  Androscoggin  Lakefc 
system,  as  represented  on  the  State  map,  falls  some- 
what below  the  average  for  the  State,  the  enumeration  for  the 
Maine  portion  being  133,  and  for  the  New  Hampshire  portion  15, 
a  total  of  148 ;  whereas  the  number  proportioned  to  its  area  would 
be  195.  A  large  number  of  small  ponds  scattered  throughout  the 
mountainous  portion  of  the  basin  are  not  represented  upon  the 
map.  These  afford  local  power  of  value  and  contribute  to  the 
uniformity  of  the  main  stream,  and  will  do  so  in  still  higher  degree 
when  put  to  use  as  reservoirs. 

PRINCIPAL  RESERVOIRS  OF  THE  ANDROSCOGGIN  AND  ITS  TRIBUTARIES. 


Name. 


Taylor  pond, 

Upper  Range  pond, 

Middle  Range    "    

Lower  Range     "    

Tripp  "    

Thompson  "    ..... 

Hogan  and  Green  ponds, 

Saturday  pond, 

Noose        •*    

Matthews  "    

Great  Pennessewassa  pond, 

North  pond, 

Little  Pennessewassa  pond, 

Sand  pond, 

Moose  (Paris)  pond, .... 
Mnd  and  Hicks  ponds, . . 

Bryant's  pond, 

Indian       "     

Twitehell  •«    


Little  Andros'n  riv., 


Twenty-one  ponds, . 


Connected  with 


Approximate 
area  in  square 
miles. 


do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

100 
0.86 
0.66 
0.60 
1.26 
8.00 
1.40 
0.75 
0.80 
0.26 
2.60 
0.S0 
0.30 
0.30 
0.36 
0.66 
0.60 
0.30 
0.36 


21.90 


Present 

storage  in 

feet* 


4 
4 
4 
4 
No  dam. 
6 
Dam. 
9 
No  dam. 
t 
12 
0 
No  dam. 
16 
No  dam. 
No  dam. 
.  Dam. 
Dam. 
Dam. 


Additional 
storage  feasi- 
ble in  feet.* 


10 

[lam  flat. 
16,  and  on  a 
10 

Several  feet. 
Several  feet. 
Might  be  im- 
proved. 


•  Storage  of  the  Little  Androscoggin  river,  reported  by  B.  F.  Waterman  and  Isaac  Farrlngton,  lsqs>, 
of  Mechanic  Tails.  Messrs.  W.  and  1\  Judge  the  ponds  connected  w}th  the  river  to  sum  28  square 
mflee  of  surface. 

t  Blanks,  as  above,  indicate  that  the  storage  hat  not  besn  reported. 
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PRINCIPAL  RESERVOIRS  OF  THE  ANDB08C0GGIN  AND  ITS  TRIBUTARIES. 


Name. 

Obnneoted  with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Pleasant  pood, 

Twenty  Mile  riv., 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 
do              do 

0.60 
0.30 
1.06 
0.56 
0.75 
0.80 
0.36 
0.25 

• 
Dam. 
Dam. 

8 
4' 
1 

• 

Brettun'B  "     

Bear          M     

South         ««     

North        "    

Bungermnok  pond, 

Labrador  [2]  ponds, 

Pleasant  (Sumner)  pond,. . 

e 

0.70  sq.  miles 
[can  be  flowed. 

Nine  ponds, 

_ 

4.65 

_ 

_ 

Name. 

Connected  with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  net. 

Androsooggin  pond, 

Winir's  t>ond.  .  ♦  T  #  r - r .  ,T.r 

Dead  river, 

do       do 

do       do 

do       do 

do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

6.76 

1.00 

1.00 

0.20 

2.25 
3.10 
0.80 
0.26 
1.25 
0.26 
0.35 

0 

6to8 

6to8 

6to8 

4 

3 

Dam. 

~£ 

Dam. 

6,  with  large 

damage. 
2  to  4,  by  cutting 

down  outlet. 
2to4,byoutsuig 

down  outlet. 
2  to  4,  by  cutting 

down  outlet. 
Several  feet. 

Lovejoy 's  pond, 

Pond  above  Lovejoy's, .... 
Orotohed  pond, 

Parker's      "     

4 

David's      ««    

Tilton's      "    

Flying        " 

_ 

Kimball's  "    

Mt.  Vernon  pond, 

Several  feet. 

Eleven  ponds, 

- 

16.20 

- 

- 

Name. 

Connected  with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

infest. 

Webb's  pond, 

Webb's  river, 

Swift        do 

Ellis         do 

do           do 

3.00 

2.25 
1.26 
0.85 

Dam. 
Dam. 

0 

Swift-river  ponds  (three  in 
township  B,) 

Ellis  pond, 

little  Ellis  pond, 

Six  ponds, 

. 

7.36 

_ 

. 

*  Blanks  not  reported. 
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Name.     • 

Connected  with 

Approximate 

area  m  square 

miles. 

Present 

storage  In 

feet.* 

Additional 

storage  feasible 

in  feet  • 

Sabattos  pond, 

Androseo'gin  riy., 
do           do 
do           do 
do           do 
do           do 
do           do 
do          do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
Magalloway  river, 
Kennebago     do 
do           do 

4.00 
3.00 
0.20 
0.30 
0  35 
0.25 
0.25 
1.00 
0.25 
2  00 

Dam. 

8 

Dam. 

4to5 
4  to  5 

Dam. 

Dam. 

3 

14 

12 

"   12 
14 
14 

4 

Wilson       "     

2  or  3 

Little  Wilson  pond, 

Bates  pond, 

Ifong      '*     .......   ..... 

Bound    "     

2 
2 

HoosehlH  pond, 

[by  flowing. 

Whitney      "     

forest          «     

Worthley     "     

5,  by  flowing. 
Several  feet. 

4 

Concord  (2)  ponds, 

North               "    

Booth                «'     

Bnrnside           ««    [n.  h.]. 
TJmbagog, 

0.65 
0.85 
0.80 
1.50 
18.00' 

11.15 
10.00 
21.00 

3.00 
14.00 

0.40 

■  80 

Welokenebacook  and  the 
pond  below,f 

Holeehankemnnk,! 

Mooseluemaguntie, 

CbmenDtie. 

- 

Rangely  lake, 

4 

Qnimby  nond. 

4 

Gull  (2)  ponds, 

0  80 
1.00 
1.00 
3.50 
1.50 
4.00 

Long  pond, 

10 

Various  small  ponds, 

Faimaohene  lake, 

John's  pond,. 

Kennebago  pond,. 

Thirty-six  ponds, 

- 

105.85 

- 

- 

The  foregoing  S3  principal  lakes  and  ponds  sum  156.25  square 
miles  in  surface. 

The  aggregate  of  lake  surface  in  the  Androscoggin  basin,  esti- 
mated from  the  map,  is  213  square  miles ;  or  one  square  mile  to 
each  seventeen  square  miles  of  basin.  The  average  size  of  the 
lakes  is  1.43  square  miles,  or  nearly  twice  the  average  for  the  Saco 
basin. 

The  Umbagog  series,  comprising  four,  or,  as  some-  TheUmbagog 
times  divided,  six  large  lakes,  have  an  area,  as  com-  reaervoir8, 
puted  from  the  map,  of  seventy-seven  square  miles.    The  several 
lakes  of  the  system  are  not  upon  the  same  level,  as  shown  in  the 
table  annexed : 


Name. 


Distance  from  the 
preceding  lake. 


Height  above 
tide  in  feet. 


Difference  of 
level  in  feet. 


Umbagog, 

Biehardson, 

Mooselaomaguntio, . 

Bangeiy, 


6  miles,. 
Imile,.. 
2  miles, . 


1,256 
1,456 
1,486 
1,511 


200 
30 
25 


Storage  of  the  upper  portion  of  the  Androscoggin  reported  by  B.  8.  Coe,  Abner  Toothaker  and 
era. 
t  Moledtankemnnk  and  Welokenebaeook  are  sometimes  classed  together  as  Biehardson  lake. 
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They  have  been  converted  into  reservoirs  under  conditions  as 
follows : 


Name. 


Umbagog, . . . 
Richardson,. 
Mooseluotnaguntie, . 


Height  of  dam. 


Rangely, i    Ten 


Fourteen  feet. 

Sixteen      " 

Twenty      " 


T- 


Qreateet  head  of  water. 


Fourteen  feet 
Twelve  " 
Fourteen  " 
Four  « 


The  lowest  dam  in  the  Umbagog  series  is  at  Errol,  N.  H.,  and 
is  below  the  junction  of  the  Magalloway  and  the  Outlet  stream. 
By  its  means  the  former  is  at  high  stages  of  water  backed  into 
Umbagog  lake  and  thus  made  tributary  "to  its  storage.  The  area 
tributary  to  the  whole  system  is  about  900  square  miles,  including 
the  Magalloway  country,  and  the  surface  being  mountainous  and 
heavily  wooded,  its  drainage  is  great. 

The  mean  head  raised  upon  the  lakes  by  the  present  dams  is 
eleven  feet,  which  involves  the  storage  of  nearly  24,000,000,000 
cubic  feet  of  water.  The  lakes  always  fill  to  their  utmost  capacity 
in  the  spring,  and  in  the  fall  usually  rise  about  two  feet,  the  gates 
of  the  dams  being  left  open.  The  three  principal  dams  have  in 
addition  to  the  gates,  waterways  averaging  thirty  feet  wide  by 
six  feet  deep. 

The  water  reserved  as  above  stated,  if  reduced  one-fourth  by 
evaporation  and  infiltration  on  its  way  to  the  tide,  would  yield  in 
the  total  descent  of  1,256  feet,  a  gross  power  of  200,000  horse,  for 
eleven  hours  a  day,  312  days  a  year.  Upon  the  "  Lewiston  falls" 
alone  it  would  yield  about  9,000  horse-power  for  the  same  time, 
more  than  doubling  the  present  power.  But  in  fact  the  storage 
could  be  used  in  six  months,  if  so  required,  the  natural  run  of  the 
river  sufficing  for  the  other  six. 

The  wBiack  The  Black  branch  of  Ellis  river  approaches  at  its 

canaL  northwest  extreme  within  a  short  distance  of  Richard- 
son lake  of  the  Umbagog  series.  A  survey  was  made  in  the  year 
1866  by  Noah  Barker,  Esq.,  late  State  Land  Agent,  with  a  view  to 
determining  the  feasibility,  at  reasonable  expense,  of  a  cut  from 
lake  to  branch,  of  such  dimensions  as  to  admit  of  the  running  of 
lumber,  and  the  diversion  of  the  waters  of  the  upper  five  lakes,  or 
a  part  thereof,  from  their  natural  discharge  into  Umbagog  lake, 
directly  into  Black  branch,  and  thence  into  Ellis  river  and  the 
Androscoggin. 

Mr.  Barker  reports  the  distance  from  the  southeastern  extremity 
of  the  lake  to  a  point  of  equal  elevation  on  the  branch,  5,200  feet. 
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Maximum  depth  of  excavation  required,  (the  ordinary  level  of  the 
lake  being  assumed  as  the  datum-line,)  28.32  feet.  Total  amount 
of  excavation,  151,255  cubic  yards.  Whether  any  part  of  the 
under-stratum  is  ledge  was  not  ascertained. 

At  the  low  stage  of  the  river,  water  from  Umbagog  lake  reaches 
Lewiston  in  from  thirty-six  to  forty-eight  hours.*  The  time  occu- 
pied varies  with  the  lowness  of  the  river  and  the  volume  liberated 
from  the  reservoir. 

Power  on  the  Lower  Section  op  the  Androscoggin. 

If  the  mean  volume  of  twater  that  can,  in  the  present  state  of  its 
reservoirs,  be  commanded  on  the  river,  in  the  low  run  of  summer, 
from  Rumford  falls  to  the  tide,  be  assumed  to  be  75,000  cubic  feet 
per  minute,  for  eleven  hours  a  day,  the  total  power  of  this  section 
of  the  river  is  85,200  horse-power,  gross  measurement,  for  the 
hours  specified,  or  3,147,600  spindles.  What  proportion  of  this 
power  can  be  economically  appropriated,  it  is  not  possible  now  to 
determine ;  the  proportion  is,  however,  unquestionably  unusually 
large,  owing  to  the  favorable  conditions  of  the  bottom  and  banks, 
and  the  advantageous  character  of  the  falls  and  rapids  with  refer- 
ence to  improvement.    Not  an  eighth  part  of  it  is  now  used. 

The  water-power  of  this  river  from  the  tide  to  Jay  inclusive,  is 
already  furnished  with  excellent  railroad  communication  close  at 
hand,  and  from  Bethel  to  the  State  line  the  Grand  Trunk  follows 
the  immediate  bank  of  the  river.  Indeed,  no  portion  of  the  river 
below  the  State  line  is  far  removed  from  railroads.  It  is  naviga- 
ble to  the  foot  of  the  lowest  falls,  for  small  craft,  for  about  two* 
thirds  the  year. 

*8.  R.  Bearoe  &  Co. 
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CHAPTER   XVn. 

THE    SYSTEM    OP   THE   KENNEBEC. 


Location. 


Section  1. — The  Kennebec  Basin. 

The  basin  of  the  Kennebec  lies  next  east  of  that  of  the 
Androscoggin,  and  extends  from  it  nearly  to  the  mid 
longitudes  of  the  State,  and  from  the  highest  latitude  of  Moosehead 
lake  to  the  sea. 
form.  [See  Map.] 

Length,  145  miles;  breadth,  15  miles;  area,  5,800 
square  miles.  It  lies  wholly  within  the  limits  of  the 
State.  About  450  square  miles  are  drained  into  the  river  below 
the  Augusta  falls. 

Less  than  that  of  the  Androscoggin,  owing  to  its 
further  removal  from  the  White-mountain  highland. 
At  the  same  time,  midway  the  basin,  north  and  south,  there  occur 
in  isolated  peaks,  Saddleback,  Abraham,  Bigetoto,  etc.,  the  loftiest 
elevations  in  Maine  except  Katahdin. 

The  following  table  indicates  the  general  rise  of  the  surface  from 
the  tide  at  Augusta  to  the  head  of  the  basin.  The  points  desig- 
nated are,  however,  lower  than  the  districts  by  which  they  are 
respectively  surrounded,  since  they  are  situated  near  or  upon  the 
river : 


Dimensions. 


Elevation. 


Localities. 

Feet. 

Localities. 

Feet. 

Foot  of  Tioonio  bay, 

36 

76 

91 

107 

120 

220 

137.76 
156.50 

233.20 
316 

Moosehead  lake,  (about) .... 
Long  pond,  (Moose  river),  . . 
Wood  pond • 

1,023 
1,094 
1,094 
1,094 
1,610 

Ken/beo  at  Kendall's  Mills  dam, 
Head  of  Kendall's  Mill*  rips,. . 
Waterville  (station), 

Attean  pond, 

Kendall's  Mills  (station) 

Skowhegan  plain, 

Parlin  pond 

Moose  river,  at  mouth  of  N. 
W.  branch, 

Surface  of  Ken.  riv.  under  Nor* 

1,244 
1,210 
1,868 
2,089 
1,950 
3,113 

ridgewoek  bridge,  June,  '68,* 
Same  point  in  freshet,  1832,*. . 
Surface  at  top  of  dam  at  Madi- 
son bridge,*. 

Valley  of  Sandy  stream, .... 
Source  of  Sandy  stream,  .... 

Source  of  Wood  stream, 

Height  of  Lake  Emily, 

S.  W.  head  Moose  river 

Oaratunk  falls,*  head  of, 

*  E.  8.  Waters,  Division  Engineer,  Somerset  B.  R.,  at  the  request  of  Col.  A.  W.  Wildes,  Chief 
Engineer. 
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In  the  following  table,  the  elevation  of  places  somewhat  removed 
from  the  main  river  is  given : 


Localities. 


Monmouth  (station), 

Winthrop  "         

Readfteld  "        

Belgrade  "        

West  Waterville  (station),  , 

Clinton  (station), 

Bnraham      "       

Faraington  "       


Feet. 


270 
213 
320 
260 
243 
128 
158 
441 


IiOCAUTOBS. 


Canaan  village 

Pittsfleld  (station), 

Newport        "        

East  Newport, 

Dexter 

Thorndike,. 

Unity, 

Morrison  Corners,  Clinton,  . 


Feet. 


At  Hunter's  mills, . 

At  Buroham 

At  Libb/e  mills,. 


HEIGHTS  OF  THE  SEBASTICOOE  RIVER.* 
118 
134 


213 


Moose  pond 

Little  pond  above  Moose  pond,. 
One  mile  above, 


228 
202 
192 
261 
422 
496 
194 
215 


244 
200 
SOI 


HEIGHTS  ON  THE  BELFAST  AND 


Plymouth  bog, 

Plymouth  village, 

Me.  Cen.  R.  R.  in  Plymouth  vil., 
East  Branch  Sebaaticook  river  in 

Detroit  village 

Garleton's  mill  pond,  Troy, 

Green's  Corners, 

Chase's  Corners,  near  Unity  vil., 
Abbotf  s  summit,  Knox, , 


266 
275 
187 

159 
187 
270 
207 
523 


MOOSEHEAD  LAKE  RAILWAY.f 

Boundary  of  Thorndike  &  Jack- 
son, back  of  Peace  hill, 

Sparrow's  ledge,  Thorndike,. . . 

In  the  road  E.  of  Harmon's  Cor. 
(near  Morton's),  Thorndike,. 

Head  of  Parsons'  valley,  Thorn- 
dike,   

Coffin  notoh,  Thorndike,. ...... 


618 
514 

482 

410 


The  prevailing  rock  from  the  mouth  of  the  river  to  Geological 
Gardiner  upon  both  slopes  is  gneiss,  mica  schist  occu-  wtafctoM" 
pying  a  considerable  portion,  however,  of  the  right  bank.  From 
Gardiner  northward,  mica  schist — running  into  clay  slate  in  spots 
and  elsewhere  into  gneiss,  and  broken  by  intrusions  of  granite,  as 
at  Hallowell  and  Augusta  for  example — prevails  as  far  as  Concord 
and  Bingham,  where  clay  slate  is  alone  or  chiefly  exhibited.  The 
slate  occupies  the  north  part  of  the  basin,  with  the  exception  of 
a  belt  of  sandstone  west,  and  a  district  of  granite  east  of  Moose- 
head  lake.  In  nearly  all  parts  of  th'e  basin  granite  of  sufficiently 
good  quality  for  ordinary  building  purposes  is  to  be  had  near  at 
hand.  The  granite  of  Hallowell  is  one  of  the  best  building  stones 
in  the  world,  of  great  solidity,  and  almost  marble-like  in  appear- 
ance when  dressed. 

Hilly  from  the  sea  north  60  miles.    In  lower  Somer-  gariaoe 
set  county  the  hills  subside  into   low  undulations.  oondIttoM' 
About  the  confluence  of  Dead  river,  mountains  close  in  upon  ihe 
river,  and  cover  the  whole  breadth  of  the  basin.     In  the  vicinity 
of  Moosehcad  lake  the  mountains  recede  or  disappear,  and  the 
valley  opens  into  a  broad,  plain  country.     The  northeast  part  of 


*  From  a  survey  for  a  proposed  canal,  by  James  Hall,  0.  B.   Docs.,  1887. 

t  Beported  by  A.  L.  Mortimer,  C.  B.,  from  a  Preliminary  Surrey  by  CoL  A.  W.  Wildes,  C.  B. 
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the  basin  is  very  rough,  being  covered  with  the  easterly  offsets  of 
the  White  Mountains.  As  a  whole  the  topograhpical  aspect  of 
the  district  is  broken  and  diversified. 

Towns  have  reported  their  prevalent  surface  materials -as  fol- 
lows: 


Gravel. 

Sand. 

Sandy  Loam. 

Loam. 

Clay  Loam. 

Clay. 

6 

6 

1 

14 

4 

7 

Showing  a  marked  preponderance  of  finely  pulverized  and  water- 
retaining  soil.  Sands  and  gravels  are  probably  more  abundant  in 
the  northern  and  mountainous  districts. 

The  proportion  of  forest-covered  surfaces  still  remaining  upon 
the  basin  is  judged  to  be  not  less  than  3,800  square  miles,  or  two- 
thirds  of  its  whole  extent.* 

The  annual  sum  of  rainfall  due  to  the  area  of  this 
hydrographic  district,  is  565,000,000,000  cubic  feet. 


Section  2. — The  Kennebec  River. 

0oarBe^  South — diversified  by  a  sweep  to  the  west  in  the 

northern  part,  an  abrupt  diversion  to  the  east  in  the 
central,  and  a  gradual  recovery  of  westing  in  the  southern. 
Affluents.  The  principal  tributaries  are  the  following : 


Name. 


Where  received. 


From  the  right  bank, 

From  the  left  bank, '... 


Cobbosseeoontee, 

Emerson, 

Sandy, 

Qarrabaasett, 

Dead, 

Moose, 

Sebastioook, 

Wesseronsett, 


Gardiner, 

WaterriUe, 

Starks, 

Anson, 

Bowtown, 

Moosehead  lake, 

Window, 

Skowhegan. 


Name. 


Basin. 


Length,  Breadth,    Area, 
miles.      miles,    sq.  miles. 


Strbam. 


Length,     Estimated  die- 
miles,    oharge,  cubic  feet. 


Oobbosseeoontee, 

Emerson, , 

Sandy 

Oarrabaasett, ... 

Bead 

Moose 

Sebastioook 

Wcneranaett, . . 


25 
20 
40 
36 
41 
48 
50 
22 


15 
15 
33 
24 
40 
24 
27 
S 


195 
185 
510 
290 
832 
650 
710 
110 


36 
42 
60 
43 
64 
70 
59 
25 


7,700,000,000 
7,300,000,000 
19,890,000,000 
11,310,000,000 
32,448,000,000 
25,350,000,000 
27,690,000,000 
4,290,000,000 


»J.M.Haynes,Esq. 
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As  appears  above,  the  Kennebec  draws  the  far  greater  propor- 
tion of  its  waters  from  the  west.  The  river  is,  in  fact,  a  sort  of 
catch-water  conduit  running  across  the  outfalls  of  the  drainage 
valleys  leading  to  it  from  the  White  Mountain  upland.  There  are 
1,084  streams  in  the  system,  represented  upon  the  State  map. 
The  Kennebec  is  entitled  to  its  name  from  Moosehead  lake  to  the 
sea.    Moose  river  is  rather  a  tributary  than  a  continuation. 

From  Moosehead  lake  to  the  ocean,  including  the  hBBgth- 
more  considerable  windings,  155  miles.  From  the 
source  of  Moose  river  to  the  sea,  227  miles.  The  grand  water- 
power  section  of  the  river,  from  Moosehead  to  Augusta,  is  112 
miles  long,  in  other  words  its  whole  length  to  the  tide.  The 
average  width  of  the  river  at  Augusta,  mean  of  four  points,  is  750 
feet. 

The  estimated  annual  discharge  of  the  river  is,  in  Totame> 
cubic  feet,  226,000,000,000.      Of  this  about  26,000- 
000,000  cubic  feet  fall  into  the  main  river  below  the  Augusta  falls, 
and  is  productive  of  important  power  on  its  passage  to  the  river, 
as  on  the  Cobbosseecontee. 

In  the  summer  of  1866  Col.  De Witt  found  180,000  variations* 
cubic  feet  per  minute  passing  Augusta  at  the  time  of  TOta,,*• 
lowest  run,  for  the  whole  24  hours. 

The  above  figure  is  based  upon  measurements  made  in  the 
summer  of  1866  only.  During  that  season  the  rainfall  was  con- 
siderably in  excess  of  the  ordinary  mean  for  that  part  of  the  year. 
The  following  table  furnished  by  R.  H.  Gardiner,  Esq.,  gives  the 
receipt  of  moisture  at  Gardiner  for  five  months  of  1866,  and  the 
mean  moisture  for  the  same  months  for  30  years  : 


1866. 

May, ] 

Jane, 

J«iy 

August, 

September, v . . 


Inehei 


4.968 
8.498 
8.012 
5.503 
5.664 


33.642 


Mean  for  30  Tears, 
inehei. 


4.107 
3.337 
8.441 
4.143 
3.318 


18.036 


It  appears  therefore  that  the  receipt  of  moisture  at  this  point, 
and  probably  throughout  the  Kennebec  basin,  for  the  designated 
five  months,  exceeded  the  average  by  4.6  inches,  or  by  twenty-five 
per  cent. 
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Taking  account  of  July,  August  and  September  alone,  the  ordi- 
nary extreme  dry  months,  the  excess  is  about  thirty-three  per 
cent.  It  is  reasonable  to  suppose,  therefore,  that  the  delivery  of 
the  Kennebec  river  for  the  ordinary  dry  months  of  that  summer 
was  greatly  in  excess  of  its  delivery  for  the  dry  months  of  summer 
in  the  average  of  years.  Yet  in  the  severest  drouths  the  ordinary 
feet  flow  at  Augusta  will  probably  be  found  to  be  18,000  cubic 
per  minute  for  the  24  hours,  or  170,000  cubic  feet  per  minute  for 
11  hours  a  day.  The  low  run,  at  Augusta,  continued  throughout 
the  year,  would  carry  off  nearly  40  billion  cubic  feet,  or  one-fifth  of 
the  estimated  total  annual  flow  at  that  point. 

The  mean  flow  for  the  whole  summer  season  of  1866  was  found 
to  be  175,500  cubic  feet  per  minute.  This  being  for  the  whole  sum- 
mer season  was  not  so  much  in  excess  of  the  average  as  was  the  ex- 
treme low  run.  It  is  a  low  estimate  that  the  average  will 
be  found  to  be  122,350  cubic  feet  per  minute  for  the  twenty-four 
hours,  or  298,640  cubic  feet  for  11  hours  a  day. 

Col.  DeWitt  computes  the  volume  of  water  passing  the  Au- 
gusta dam  in  time  of  freshet,  as  follows : 


Depth  on  the  dam. 


Cubic  feet  per  minute. 


5  feet,. 


1,931,904 
3,199,391. 


From  five  to  seven  feet  on  the  dam  are  usually  observed ;  ten 
feet  are  alleged  to  have  been  seen  once  during  the  past  twenty 
years. 

The  average  range  from  lowest  to  highest  water  at  various 
points,  is  exhibited  in  the  following  table : 


LoCAUfHS 

Feet. 

Localities. 

Feet. 

Augusta  dam, 

7 
8 
8 
8 
12 

Skowhegan,  below  the  falls, . . . 

18 

Waterville, 

15  to  20 

Somerset  Mills, 

Mftdfaon  bT'dge,.,  T  r* , .  T  - ,  - , ,  - , 

Kendall's  Mills, 

OarrataDk  falls, 

Skowhegan,  above  the  falls 

The  absolute  range  is  greater  than  upon  the  Saco  and  Andros- 
coggin, as  would  be  anticipated  from  the  larger  size  of  the  river. 
It  is  greater  in  the  upper  section  of  the  river  than  below ;  but  it  is 
at  no  point  so  suddenly  reduced,  as  below  Rumford  falls  on  the 
Androscoggin,  and  Hiram  falls  on  the  Saco.  As  a  whole,  the 
river  is  moderately  constant  in  its  volume  in  its  natural  state,  and 
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is  capable  of  being  made  by  reservoir  improvement  practically 
uniform  throughout  the  year,  to  the  requirements  at  least  of  enor- 
mous manufacturing.  This  river,  in  common  with  the  Saco  and 
Androscoggin,  is  affected  with  its  chief  variations  of  volume,  by 
and  on  account  of  the  mountainous  character  of  the  upper  portion 
of  its  tributary  area.  And,  as  on  those  rivers,  the  range  of  varia- 
tion is  reduced  by  the  immense  expanse  of  lake  suriace  connected 
with  it,  and  the  forests  in  possession  of  so  considerable  a  part  of 
the  tributary  country. 

The  descent  of  the  river  from  Moosehead  lake  to  the 
tide  is  about  1,023  feet,*  the  distance  being  112  miles. 
This  gives  a  mean  descent  9.1  feet  to  the  mile,  or  5'.  9  circular 
measurement,  throughout  the  water-power  portion  of  the  river, 
or  its  whole  length  to  the  tide.  This  is  a  greater  fall  than  any 
other  large  river  in  the  State  has,  concentrated  into  a  proportion- 
ally short  distance. 

Whether  the  power  due  to  this  amount  of  fall  is  susceptible  of 
economical  improvement  in  equal  measure  with  that  of  the  Andros- 
coggin and  Saco,  may  perhaps  be  questioned.  Five  hundred  feet 
of  the  fall,  more  or  less,  are  distributed  to  the  twenty-eight  miles 
betwixt  the  Forks  and  the  outlet  dam  of  the  lake.  Accordingly 
the  river  for  an  important  part  of  this  distance  is  a  torrent,  walled 
in  by  steep  precipices  of  rock  from  twenty  to  fifty  feet  in  height, 
so  that  only  a  part  of  the  power  could  be  put  to  use  without 
excessive  outlay.  The  power  below  the  Forks  is  unsurpassed  as 
respects  feasibility  of  improvement.  The  slope  of  the  river  from 
Wood  pond  on  Moose  river  to  tide  water  is  about  6.5  feet  to  the 
mile. 

The  lacustrine  system  of  the  Kennebec,  as  exhibited  Uke^ 
on  the  State  map,  shows  311  lakes  and  ponds.    The 
number  due  to  the  size  of  the  basin,  according  to  the  mean  distri- 
bution of  lakes  throughout  the  State,  is  290,  so  that  the  numerical 
excess  is  about  seven  per  cent. 

*  This  figure  is  estimated  from  the  height  of  Wood  pood,  as  given  upon  CoL  Graham's  Map  of  the 
N.  £.  Boundary,  viz.,  1,004  feet 
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PRINCIPAL  RBBBRVOIRS  OF  THE  KENNEBEC  AND  ITS  TRIBUTARIES. 


Name. 

Connected 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet: 

Additional 

storage  feasible 

in  feet. 

Emerson  strm, 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

5.16 
4.85 
9.00 
0.85 
0.75 
0.86 
3.60 
4.00 

4to6 
lto2 
Dam. 

• 

8 

4,  with  large  flow- 

Long    «•     

Great   ••     

_ 

MoGrath       "     

— 

Little            "     

Bait              ••     

- 

North  and  Little  pond*,. . . 

- 

Nine  pondi, 

. 

27.45 

- 

- 

Name. 

{Approximate 
Connected    ,area  in  square 
with        1       miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Bog  pond, 

Sandy  river, 
do        do 
do       do 
do        do 
do       do 

do       do 
do       do 
do       do 
do       do 
do       do 

1.00 
1.76 
0.35 
2.00 
1.25 

1.00 
0.20 
1.00 
1.25 
0.30 

8 

Dam. 

7 

Dam. 

2 

0 
Dam. 

Clear- Water  pond, 

Noroross          "      

Cheeterrille,  6  small  poods, 
Wilson's  pond, 

3 

[on  four. 
4  or  5  oan  be  had 
Can  raise  2  ft.  and 

North       "     

lower  outlet  3  ft. 
Oan  raise  dam  and 

Taylor       "      

[lower  outlet. 
Several  feet. 
5 

Sandy  river,  4  ponds 

Lnf  kin  pond 

Sylvester  ««    

Eighteen  ponds, 

- 

10.10 

- 

- 

Name. 

Connected 
with 

Approximate 

area  in  square 

mUes. 

Present 

storage  in 
feet.* 

Additional 

storage  feasible 

in  feet* 

Fahi  pond, 

Carrabassett 
do      river, 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

do       do 

0.60 
0.40 
3.60 
1.00 
0.36 
0.70 
0.60 
0.75 
0.40 
1.00 
0.60 
0.20 
0.30 

0.30 

4 

4 

4 

Dam. 

Dam. 

8 
Dam. 

Dam. 

4 

Sandy  "     

Embden  pond, 

12 

Hanooek    "     

8everal  feet. 

Spruoe       •'     

Rowe,        *«    

8 

Oilman's    ««     

Judkins     "     

Butler       4«     

Porter's      *••    

4        [eral  feet. 
Oan  be  raised  sev- 

Tufts         •«     

Dntton      "     

Several  feet. 

Jerusalem  "     

Several  feet. 

Middle  Oarrying-plaoe, 
pond, 

Several  feet. 

Fourteen  ponds, 

'    - 

10.20 

- 

- 

*  Storage  of  Emerson  stream  reported  by  John  Aver,  Esq. 

t  Blanks,  storage  not  reported. 

j  Storage  of  the  Carrabassett  reported  by  Cotonbus  Steward,  Esq. 
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Name. 

Connected 
with. 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.* 

Additional 

storage  feasible 

in  feet.* 

Spencer  pond, 

Dead  river, 
do       do 
do       do 
do        do 
do       do 
do       do 

do       do 

do       do 

do       do 
do'     do 

5.00 
050 
4.00 
1.00 
2.00 
3.00 

2.00 

1.00 

1.25 
5.00 

8 

5to6 

8 

9 

8 

4 

No.  5,  R.  7,  pond, 

Great               "    

"King  and  Bartlett"  pond, 
Long  pond, 

6 
Considerable. 

5 

Flag-Staff  nond. 

Carrying  Place,  the  largest 
pond, 

5 

"Jim,"  No.  l,R.V,F.Oo. 
pond, 

2 

Timbrook,  No.    2,    R.   4, 
pond, 

-      [all. 
2j  one  dam  flows 

Chain,  3  ponds, 

Twelve  ponds, 

- 

24  16 

- 

- 

Name. 

Conneoted 
with. 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.* 

Additional 

storage  feasible 

in  feet.* 

BrasBua  lake, 

Moose  river, 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

do       do 

do       do 

6.00 
150 
2.75 
8.00 
3.00 
1.35 
5.00 

3.00 

1.00 

No  dam. 
2  or  more. 
5,  formerly. 
No  dam. 
No  dam. 

7 
No  dam. 

No  dam. 

One,  6  feet. 

5 

Misery,  No.  2,  R.  7.,  pond, 
Parlin  pond, 

Can  be  raised. 
3 

Long!      *«      

8,  with  ease. 

Wood       **      

8,  by  dam  at  out- 
[let  of  Long  pd. 

8,  by  dam  at  out- 
let of  Long  pd. 

Can  be  raised  by  a 
dam  at  Holeb  fls. 

The  other  can  be 
raised  6  feet. 

"Little  Big  Wood"  pond,. 
At  lean  pond, .... . . . . , » . . 

Holeb      "     

Thorndike,  2  ponds, 

Eleven  ponds, 

- 

31.60 

- 

- 

Name. 


China  pond, 

Patte'e,    "     

Iiovejoy's  pond, 

Sandy  "     

Twenty-Five  Mile  pond,.. . 

Oarlton  Bog, 

Plymouth  pond,  with  flow- 
ago. 

Skinner's  pond, 

Stetson       "      

Newport     "      

Corinna      "      

Dexter       "      


Sebaetioook 
do      river, 


Conneoted 
with. 


do 
do 
do 
do 

do 
do 
do 
do 
do 
do 


do 
do 
do 
do 

do 
do 
do 
do 
do 
do 


Approximate 

hrea  in  square 

miles. 


6.30 
0.85 
0  70 
0  95 
4.25 
1.75 

3.00 
0.70 
2.50 
7.50 
0.60 
3.00 


Present 

storage  in 

feet. 


10 

4 

8 


Additional 

storage  feasible 

in  feet. 


-      [let. 

2,  by  lowering  out- 

4,  on  3.50  square 

[miles. 


8everalfeet. 


*  Storage  of  Moose  and  Dead  rivers  reported  chiefly  by  Ex-Governor  Coburn. 
{The  dam  formerly  one  and  a  half  miles  below  the  outlet  of  this  pond,  flowed  Long,  Wood,  and 
Attean  ponds  4  feet. 
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Connected 

Approximate 

Present 

Additional 

Name. 

with 

area  in  square 

storage  in 

storage  feasible  in 

miles. 

feet. 

feet. 

Palmyra,  2  ponds, 

Sebastioook 

0.60 

_ 

_ 

Stuart's  pond.. ..*.,....<.* 

[river, 
do       do 

0.80 

— 

_ 

Indian,  with  floirage, 

2.50 

Dam. 

- 

Little  Indian  pond, 

do       do 

036 

- 

- 

Weymouth        "     

do       do 

0.40 

- 

-    [dam. 

Rogers'             "     

do       do 

0.90 

- 

Can  have  a  high 

Mill                  "    

do       do 

1.10 

- 

[more. 

Moose              "    

do       do 

♦9.50 

4 

Several  feet,  10  or 

Bfcafford             "     

do       do 

0.35 

- 

- 

Starbird            "     

do       do 

0.36 

- 

- 

Barker's            "     

do       do 

0.35 

- 

- 

Twenty-four  ponds,. . . 

- 

48.30 

- 

- 

Name. 

Connected 
with. 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.f 

Additional 

storage  feasible 

in  feet.f 

Madison  pond, ....... .... 

Wessornnsett 
do     river, 

do       do 
do       do 

3.00 
1.00 

0  76 
0.60 

7 
No  dam. 
No  dam. 

No  dam. 

6 

s 

Wentworth  pond,  ) 
Baker's          "      J 

Wyman,        «.«          

Weeks'          ••          

10 

Can   be    made   a 
good  reservoir. 
9 

Five  ponds, 

_ 

5.35 

_ 

- 

Name. 


Webber  pond, 

Three-mile  pond, 

Sibley  and  Morrill  pond, . . 

Long  pond, 

Austin,  5  ponds, 

Robinson's  pond, 

Pleasant        "     

Mores  Bog  Stream  pond, 

Oarratnnk, 

Otter,  2  ponds, 

Chase,  3  ponds, 

Mosquito  pond,  in  Forks  pi, 

Moxie,        "      

Lower  Baker  pond, 

Blaok-Stream,  lower  pond,, 
Black-Stream,  npper    " 

Pieroe  pond, 

Lower  Qarrying-plaoe, 

Cold-Stream  pond, 

Chaser-Stream  pond 

Indian  pond 

Moosehead  lake, 


Connected 
with. 


Kennebec 
do      river, 


do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


Approximate 
area  in  square 
miles. 


210 
2.00 
2.00 
0.95 
3.20 
0.75 
3.15 


0.60 
100 
1.00 
7.00 

l.bo 

125 
0.60 
3.50 
1.00 
1.25 
0.60 
6.00 
120.00 


Present 

storage  in 

feet. 


8 

7 

10 

0 


12 
8 


Additional 

storage  feasible 

in  feet. 


10,  on  Morrill. 
All  ean  have  dams. 


12 
3 


High  dam. 


12 

[outlet. 
4,  by  cutting  down 


*The  Selectmen  of  HarUand  report  the  area  at  twelve  square  miles,  and  that  the  surface  can  be 
raised  20  feet  without  changing  the  channel  of  (Uncharge, 
t  Storage  reported  by  Wm.  H.  McLaughlin,  Esq. 
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Name. 

Connected 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Lower  Roach  pond, 

Middle    "        "     

Upper     "       ««     

Tomhegan        «•     

Spenoer             *'     

Weetern  Outlet,  3  ponds,. . 

Kennebec 

[river, 
do       do 
do       do 
do       do 
do       do 

5.00 
2.60 
3.00 
0.75 
1.50 
1.36 

8 

0 

Poor  dam. 

No  dam. 

4 

Dam  feasible. 

4 
0 

6 

Thirty-six  ponds, 

- 

173.26 

- 

- 

The  following  lakes  and  ponds  are  discharged  into  the  tide  waters 
of  the  Kennebec  below  Augusta.  The  Cobbosseecontee  series, 
support  water-powers  of  unsurpassed  excellence,  as  at  Gardiner 
and  Winthrop : 


Name. 

Connected 
with. 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.* 

Additional 

storage  feasible 

in  feet.* 

Pleasant  pond, 

Cobbosseeoon- 
[tee  river, 

do       do 
do       do 
do       do 

do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

1.60 

0.70 
0  60 
0.20 

1.00 
0.90 
8.00 
0.90 
1.95 
3.00 
0.40 
0.86 
0.30 
0  30 
0.30 

4 

3 
Dam. 

7 

4 
4 

3 

0 

3,  by  higher  dams  & 
3  by  outtlng  down 
the  "Rips"  and 
"Hasards"  ledge. 
The  three  Purgatory 
ponds  can  be  raised 
8  feet  and  drawn 
down  4  feet. 
0 
0(?) 
Can  draw  down  and 
[add  six  feet. 
3 

1st  Purgatory  pond, 

2d        "             «•     

3d        •«             «•     

Ooohnewagan     "     

Wilson's            "     

Gobbosseeoontee  Ot.  pond,. 
Narrows  pond, * 

South         "    

North,        "    

Oarleton     "    

Greely        ««    

Sanborn's    "    .......  r ..  -r 

Can  be  flowed. 

Desert        «•    ,.,. 

Jimmy's     "    

- 

Fifteen  ponds, 

- 

20.90 

- 

- 

WorromoDtogns  pond, 

Small  ponds  in  Augusta,. . . 
Great  Swamp  in  Dresden,. . 


Bight  ponds,. , 


Kennebec  rW. 
do       do 
do       do 
do       do 

0.80 
1.75 
1.50 
0.90 

Dam. 

-. 

4.95 

- 

10 


The  foregoing  152  principal  reservoirs  of  the  Kennebec  and 
tributaries  sum  357.15  square  miles.  The  total  lake  and  pond 
surface  contained  in  the  Kennebec  basin  is  about  450  square  miles, 
or  one  square  mile  to  each  12.9  square  miles  of  tributary  country. 
The  lakes  average  1.44  square  miles  each  in  extent. 

*  Storage  of  the  Oobbosteecontee  reported  by  R.  H.  Gardiner,  Eeq. 
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MooMhaad  take.  Moosehead  lake  1b  35  X  12  miles,  and  covers  120 
square  miles.  It  is  of  such  depth  as  to  be  crossed  by 
steamboats  from  end  to  end.  The  inflow  fa  the  spring  alone  is 
usually  about  seven  feet.  The  dam  now  commands  a  head  of  eight 
feet  over  the  entire  surface,  and  by  cutting  down  the  channel,  ten 
or  twelve  feet  can  be  had.  This  head,  it  is  estimated,  the  1,000 
square  miles  of  tributary  country  will  yield  nearly  or  quite  every 
year.  The  reserve  is  now  used  for  only  log-driving  purposes,  as  there 
is  no  demand  for  it  for  manufacturing  uses.  It  is  a  reservoir  of  re- 
markable character,  situated  at  the  head  of  a  great  river,  profusely 
supplied,  held  at  a  great  elevation  above  tide,  and  commanded  by 
a  comparatively  inexpensive  dam.  At  the  lowest  estimate  it  will 
add  two  hundred  per  cent,  to  the  low-run  power  of  the  Kennebec 
river.  Lake  Winnepiseogee  in  New  Hampshire,  the  grand  feeder 
of  the  Merrimac,  holds  a  storage  of  40  inches  upon  72  square  miles 
of  water  surface. 

The  Penobscot  river  off  the  northwest  angle  of  the  lake  is  some- 
what higher  than  the  surface  of  the  latter.  It  has  been  proposed 
(and  a  charter  for  the  purpose  was  sought  from  the  Legislature  in 
1839)  to  cut  a  canal  so  as  to  unite  the  waters,  for  the  purpose,  as 
was  then  contemplated,  of  running  timber  into  the  Kennebec 
waters,  and  thereby  avoiding  the  "long,  difficult  and  expensive 
driving' '  down  the  Penobscot.  This  canal  was  to  be  called  the 
Seebocrmook  Sluiceway.  The  distance  from  Meadow  pond,  which  is 
connected  and  lies  on  the  same  level  with  the  river,  to  a  stream 
emptying  into  the  lake,  is  4,210  feet.  The  lake  is  11.36  feet 
below  the  pond.  The  deepest  part  of  the  out  would  be  58.70 
feet,  the  land  being  in  general  very  favorable  for  excavation.  The 
charter  was  not  granted  on  account  of  opposition  from  the  Penob- 
scot region. 

It  is  evident  that  advantage  of  the  peculiar  conditions  referred 
to,  might  be  taken  for  other  and  far  more  important  purposes  than 
those  had  in  view  in  1839.  The  waters  of  the  Penobscot  might  be 
turned  into  the  lake  in  flood  time,  and  in  time  of  drouth  drawn  off 
into  the  Penobscot  again  by  a  canal  from  the  northeast  angle  of  the 
lake  which  is  several  feet  higher  than  the  river  off  against  it,  from 
which  it  is  separated  by  only  three  miles  of  low  land.  To  what 
extent  Moosehead  could  be  made  a  reservoir  to  a  greater  depth 
than  12  feet  without  dykes  to  prevent  overflow,  I  am  not  able  to 
learn. 

At  the  season  of  low  water  it  requires  from  12  to  18  hours  for 
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the  swell  consequent  upon  hoisting  the  gates  at  the  ontlet  of 
Indian  pond  (an  expansion  of  the  river  below  Moosehead)  to  reach 
Skowhegan.*  In  «3{uly,  1861,  the  gates  being  opened  at  2  o'clock 
A.  M.,  the  wave  reached  that  point,  in  general,  from  3  to  4  o'clock 
P.  M. ;  the  rise  was  eight  to  twelve  inches.  J.  M.  Haynes,  Esq., 
Treasurer  Kennebec  Land  and  Lumber  Company,  states  the  time 
required  for  the  wave  to  reach  Augusta  from  the  dam  at  the  lake 
(not  Indian  pond)  to  be  40  hours ;  that  the  time  varies  three  hours 
according  as  the  wind  (if  strong)  is  favorable  or  adverse,  and  five 
hours  according  as  the  river  is  high  or  low.  The  wave  is  nine 
hours  in  passing  from  the  lake  dam  to  Indian-pond  dam,  the  ex- 
pansion of  the  pond  surface  necessitating  a  larger  time  for  percep- 
tible rise. 

Power  on  the  Lower  Section  of  the  Kennebec. 

If  the  mean  volume  of  water  that-  can  be  commanded  upon  the 
river  from  Carratunk  falls  to  Augusta  be  assumed  to  be  forty  per 
cent,  less  than  at  Augusta,  or  1  TO, 000  cubic  feet  per  minute  for  11 
hours  a  day,  for  the  low  summer  run,  the  gross  power  upon  this 
portion  of  the  river,  for  the  hours  specified,  is  101,000  horse,  or 
4,040,000  spindles.  An  utterly  insignificant  part  of  the  power  is 
now  used,  and  at  no  point  are  works  now  constructed  of  sufficient 
magnitude  to  hold  back  any  considerable  amount  of  water  in  the 
hours  of  non-use. 

Railroads  are  already  in  operation  as  far  north  as  Skowhegan 
and  are  being  constructed  to  Carratunk  falls,  with  a  view  to  con- 
tinuation to  Moosehead  lake. 

The  river  is  navigable  to  Augusta  for  small  vessels,  and  above 
to  Waterville,  by  lighters,  these  being  "locked"  over  the  Au- 
gusta fall.  The  records  of  Hon,  R.  H.  Gardiner  show  that  from 
1789  to  1865  the  river  opened  to  navigation  twenty-one  times  in 
March  and  fifty-five  times  in  April,  the  mean  period  of  opening 
being  April  6,  and  of  closing  December  12. 

*  WDUan  Phflhrick,  Btq.,  Skowhegan. 
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CHAPTER   XVm. 

THE    SYSTEM    OP   THE    PENOBSCOT. 


Section  1. — The  Penobscot  Basin. 

The  hydrographic  district  of  the  Penobscot  lies  next 

east  of  that  of  the  Kennebec,  and  is  expanded  over  and 
contained  within  the  east-central  and  northern  portions  of  the 
great  Southern  Slope.    No  part  of  the  basin  extends  beyond  the 
boundaries  of  the  State. 
Fomu  The  Penobscot  is  the  only  great  fluviatile  district  in 

Maine,  which  illustrates  in  its  actual  configuration  the 
geographical  ideal  of  the  river  basin — appearing  as  a  mere  point 
at  the  mouth  of  the  stream,  thence,  interior-ward,  expanding 
symmetrically  upon  both  sides  of  the  central  channel,  presently 
embranching  into  subordinate  basins,  themselves  disposed  likewise 
symmetrically  about  tributary  streams,  and  themselves  yet  further 
breaking  up  into  still  smaller  basins  located  upon  still  smaller 
tributaries,  until  the  whole  takes  on  the  similitude  of  a  mighty 
tree,  that  from  one  trunk  ramifies  into  innumerable  branches,  and 
from  one  grand  aorta  divaricates  into  numberless  arteries  and 
veins,  by  which,  upon  occasion,  its  entire  volume  of  fluids  in  con- 
ducted to  and  poured  into  a  common  channel  of  circulation  and 
discharge. 

Greatest  length,  from  north  to  south,  160  miles; 

greatest  breadth,  115  miles;  area  8,200  square  miles, 
—considerably  the  largest  river  district  contained  wholly  in  the 
State.     Eight  hundred  square  miles  discharge  their  surplus  water 
into  the  main  river  below  its  lowest  water-power,  at  Bangor. 
Elevation-  ^ne  Penobscot  country  is  less  elevated  above  the  sea 

than  the  Kennebec,  and  considerably  less  than  the 
Androscoggin,  as  results  from  the  subsidence  of  the  whole  State 
surface  from  west  to  east,  before  remarked.  The  northern  portion 
is  however  quite  elevated,  the  divide  having  a  mean  height  of 
1,085  feet.  The  loftiest  portion  of  the  basin  is  at  the  head  waters 
of  the  main  river  (west  branch)— from  1,600  to  2,000  feet. 
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In  the  table  following,  the  height  above  tide  of  points  either 
immediately  adjacent  to  the  river,  or  on  the  river  itself,  is  given : 


Localities. 


Feet. 


Locautiw. 


Feet. 


Foot  of  Corporation  dam,  Veazie, 
Top  "  ««  *' 

Foot  of  Avert  falls,  Orono,. 
Heed  "  ••  "  . 
Stillwater,  In  Orono  Tillage, 
Foot  of  falls  at  Great  Works, 

Oldtowo 

Head  of  falls  at  Great  Works, 

Oldtown 

Foot  of  Alls  at  Dwinal's  mills, 

Oldtown 

Head  of  falls  at  Dwinal's  mills, 

Oldtown, 

Foot  of  fells  at  Dwinal's  mills, 

Milford, 

Head  of  fells  at  Dwinal's  mills, 

Milford, 


Psssadamkeag  river,.  J. 
Mattanawoook  i 


5.4 

20.8 

,    27.2 

354 

37.5 

57.5 

68.6 

71.8 

78.3 

80.7 

92.3 
106 
172 


Winn  (small  stream  at  R.  R 

crowing) 

Mattawamkeag  river 

Painedumoook  and  the  Twin 

lakes,  about 

Three  miles  below  Ripogenns 

lake, 

Mattagamon  lake,  about.. 

Ripogenns  lake, 

Gbesuneook  lake, 

Penobscot,  off  northeast  angle 

of  Moosehead  lake 

Penobsoot,  off  northwest  angle 

of  Moosehead  lake, 

Penobsoot  in  Sand  bay,  1612  to 

Penobsoot  head,  No.  5,  R.  19, 

•«  M     No.  6,  R.  18, 

"        lake,  head  of  8.  W, 

branch, 


210 
190 

500 

663 
850 
878 
900 

1,000 

1,034 
2,100 
1,808 
1,742 

1,509 


Heights  on  European  &  North  American  Railway  at  crossings, 
as  specified  below : 


Localities, 

Feet. 

LOCALITUS. 

Feet. 

Mattakennk  stream, 

199 
231 
301 
310 

616 

Hot  brook, 

417 

Gordon  brook, 

Baskahegan  stream  five  miles 
below  the  lake,* 

Mattagordus  stream,. 

370 

Mad  Point        -      

Forks  of  Crooked  brook, «... 
Calais  and  Honlton  road, .... 

366 

Divide  between  Mattawamkeag 
and  Baskahegan  waters, 

412 

Heights  on  the  Maine  Central  Railroad. 

Heights  on  a  trial  rente  from  Waterville  to 
Bangor,  via  Dexter. 

Localities. 

Feet. 

Localities. 

Feet. 

Hermon  station, 

140 
149 
250 

West  Garland, 

350 

Oarmel       «•      

Ktna           ««      

Bast  of  North  branch 

Levant, 

201 
132 

Kendnskeag  itream, 

110 

HEIGHTS  ON  THE  BANGOR  AND  PISCATAQUIS  RAILROAD.* 


Localities. 

Feet. 

Localities. 

Feet. 

Grade  B.  <fc  N.   A.  depot  in 
Oldtown,  abont, 

105 

105 
114 
303 
335 

271 

Piscataqnis  river  (low  water) 
opposite     Randall     Hall's 
place  in  Sebeo, 

Average  low  water  at   Black 
Island  (Pea  Cove)  Penobsoot, 

Freshet  height,  Penobsoot,  .... 

Lake  Boyd,  Orneville, 

Orneville  summit  grade, 

Low  water  at  Piscataquis  crow- 
ing, abont  40  rods  above  the 
month  of  Sebeo  stream, 

280 

Depot  grade,  Foxorofb, 

Head  of  Foxoroft  dam  (esti- 
mated,)  

374 
370 

»  Reported  by  L.  H.  Baton,  Bes.  Bag.,  from  a  survey  by  Col.  A.  W.  Wildes,  C.  B. 


103 


WATER  POWEB  Of  MAINE. 
HEIGHTS  OK  A  OANAL  ROUTS.* 


[Past  II. 


LOCALTTIU. 

fleet. 

LOCAUTXN. 

Feet, 

Guilford  Village,  70  feet  abore 
Sebastioook  main  stream  be- 

386 

14  mllM  abore  Guilford,  (13 
feet  to  the  mile.) 

56T 

tween  Cambridge  and  Ripley, 
•bout, 

Shirley  mill*,  about 

941 

HEIGHTS  ON  THE  BELFAST  AND  M006EHEAD  RAILROAD.f 

High  tide  at  Betfert, t  0    ll    Dixmont  Notch, .  580 

Webb's  ledge,  Brooks, |         350    II    Dizmont  Centre, |  448 


ELEVATIONS  ON  AND  NEAR  THE  DIVIDE  OF  THE  PENOBSCOT  AND  ST.  JOHN 


WATERS.* 


Lewis's  on  Fish  River  road,  No. 
7    R   & 

Between  Miinokett  and'  SoO 
boois  lakes, > 

Divide  between  lake  Pomgoo- 
quamoo  and  the  Aroostook 
waters,  No.  7,  R.  11, 

Water  shed  ridge  east  of  Cham- 
berlain lake,  on  line  of  Nos 
6and7,R.  11, 

Telos  oanal, 

Two  miles  south  of  Telos  oanal, 

Between  Telos  and   Casabexis 


Heights  between  Mnd  pondS 
and  Umbazooksus  lake, . . .  i 

Oanqnomgomoo  lake,  about, .  -: 

Heights  between  Allagnash 
and  the  Oonqnomgomosis 
lakes, 

Heights  about  Horn  pond,  No. 
8,  R.  16,  at  the  head  of 
Wadleigh  brook, 

Divide,  Nos.  6,  and  7,  R.  16,  ■ ; 


1,084 

778 

1,119 


1,049 


1,134 

914 

1,125 

1,029 
1,034 
1,006 
988 
930 
1,860 
1,710 
1,223 
1,075 
1,734 
1,835 
1,509 
1,735 
1,633 
1,612 
1,760 


Thenoe  sonth-sonthwost  to 
the  sooth  line  of  No.  4, 
R.  17, v 


Height  of  ridge,  Nos.  6  and 
6,R.  17* < 


Portage,  No.  6,  R.  17,. 


Heights  along  the  north- 
west head  waters  of  the 
Penobsoot, 


Portage  lake,  west  of  Penob- 
soot lake  and  west  of  boon 
*"7» 


3,130 
1,780 
1,972 
1,701 
1.200 
1,879 
1,699 
1,691 
1,870 
1,989 
1,732 
1,694 
1,517 
1,492 
1,742 
1,644 
1,707 
1,668 
1,808 
1,888 
2,013 
1,995 
1,867 
1,600 
1,800 


1,646 


Geologtoal 
relation*. 


Gneiss  predominates  as  far  north  as  Frankfort  and 
Bucksport,  with  schists,  granite  and  limestone  inter- 
mingled. Thence  northward  to  the  Piscataquis,  mica  schist  pre- 
vails, with  granite  about  the  Passadumkeag.  North  of  the  Piscata- 
quis, clay  slate ;  but  on  the  left  bank  of  the  Penobscot,  schist 
obtains  to  some  distance  north  of  the  Mattawamkeag,  where  clay 
slate  is  struck.  This  last  mentioned  form  of  rock  occupies  much 
the  larger  proportion  of  the  northern  part  of  the  basin,  with 
granite  abundant  about  Katahdin,  with  sandstone  northeast  of 


*  Document*,  1887.    James  Hall,  C.  B. 

t  Beported  by  A.  L.  Mortimer,  Re*.  Eng.}  from  a  surrey  by  Ool.  A.  W.  WUdes,  C.  B. 

t  from  CoL  Graham's  map  of  N.  B.  Boundary. 
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Moosehead  lake,  and  mica  schist  at  the  head  of  the  main  river, 
west  branch.  Slaty  rocks  are  largely  in  excess  of  all  other  forms, 
and  by  far  the  most  important,  as  locally  of  unsurpassed  quality 
for  roofing  purposes. 

The  basin  of  the  Penobscot  is  mountainous  from  the  surface 
flea  to  above  the  head  of  tide ;  thence  northward,  gently  OOQdition6> 
undulating,  to,  into,  and  throughout  the  region  of  the  east  and 
Mattawamkeag  branches,  until  it  is  insensibly  Wended  with  the 
valley  of  the  Aroostook.  On  the  main  river,  above  Nicatou,  it  is 
more  broken,  and  is  singularly  diversified  with  lakes,  ponds, 
swamps,  streams,  hills,  valleys  and  detached  peaks.  The  Katahdin 
mountains,  the  highest  in  Maine,  affording  a  prospect  characteristic 
and  sublime  from  the  vast  breadth  of  level  country  overlooked, 
lie  upon  the  left  bank.  Further  west  the  valley  becomes  merged 
with  that  of  the  Kennebec  on  the  south  and  the  Allaguash  on  the 
north,  and  terminates  on  the  northwest  at  the  highland  boundaries 
of  the  State  and  in  the  swamps  and  lagoons  which  form  the  com- 
mon reservoir  of  the  St.  John  and  Penobscot.  As  a  whole  the 
valley  is  uniform  in  its  topographical  features. 

The  surface  materials  prevailing  in  this  district,  or  rather  in  the 
small  part  of  it  occupied,  and  from  which  returns  have  been 
received,  are  as  follows,  as  indicated  by  responses  to  inquiries : 


Gravel. 

8*nd. 

Sandy  Loam. 

Low. 

OltjLoam. 

Clay. 

16 

7 

8 

15 

6             |        16 

Showing  that  soils  retentive  of  water  are  considerably  in  excess 
in  the  portions  reported. 

Including  the  unbroken  wilderness  about  the  head  waters,  and 
the  wooded  tracts  of  the  nominally  cleared  districts,  probably  about 
two-thirds  of  the  basin  are  still  forest-covered. 

The  sum  of  annual  deposition  upon  the  Penobscot 
basin,  is  estimated  at  799,500,000,000.  cubic  feet 

Section  2. — The  Penobscot  Riveb. 

As  a  whole,  east  of  south  j  so,  at  least,  all  the  branches  c<mrie< 
of  the  river  and  the  movement  of  the  combined  waters 
being  taken  into  account. 

The  so-called  west  branch  is  properly  only  the  con- 
tinuation of  the  main  river ;  it  is  the  upper  Penobscot ; 
a  name  applicable  to  the  stream  from  the  Mattawamkeag  to  the 


104 


wjum. 


[Pa»h. 


"  Forks"  in  Pittston  township,  where  the  Penobscot  takes  origin. 
The  lower  Penobscot  extends  from  the  Mattawamkeag  to  Penobscot 
bay. 

The  east  branch,  so  called,  should  be  known  as  the  Mattagamon,* 
after  and  in  common  with  the  lake  from  which  it  issues  and  the 
mountain  in  its  vicinity.  The  various  terms,  west  branch,  east 
branch,  northwest  branch,  etc.,  should  be  reserved  for  use  about 
the  head  waters  of  the  river,  where  indeed  they  are  already  applied. 
When  used  in  both  the  mid  and  upper  section  they  involve  its 
nomenclature  in  confusion. 

The  principal  tributaries  of  the  Penobscot  are  subjoined : 


From  the  right  bank,. 
From  the  left  hank,.. 


Pashaw, 
Piseataqnia, 
Pssstdnmkeag, 
Mattawamkeag, 


Where  ivoeived. 


Banger. 

Oldtown. 
Howland. 
Paesadmmkeag* 
Mattawamkeag. 


Name. 


Length, 


Breadth, 


Area, 

sq.  miles. 


Length, 
miles. 


Estimated  dis- 
charge, cubic  feet. 


Kendojkeag, .... 

Pnshaw, 

Pisentaqais, 

Passadamkeag,..  • 
Mattawamkeag, . 
Mattagamon, .  . . 


27 
2* 
66 
27 
64 
60 


IS 
12 
34 

20 
SO 

S3 


190 

200 
1,276 

320 
1,376 

841 


34 

26 
71 
36 
86 
63 


7,410,000,000 
7,800,000,000 
60,960,000,000 
12,480,000,000 
63,626,000,000 
32,799,000,000 


Several  of  the  tributaries  of  these  rivers  are  so  large  as  to 
require  independent  notice. 

Branch  of 

Basi*. 

SlUAX. 

Name. 

Length, 
miles. 

Breadth, 

miles. 

Area, 
sq.  miles. 

Length, 
miles. 

Estimated  die- 

charge,  oubio  ft. 

Pleasant 

Sebeo, 

Piscataquis, 
«« 

Mattawamkeag 

« 

34 
33 
SI 
22 

to 

14 
13 
11 
12 
8 

236 
260 
180 
198 
185 

40 
42 

34 
33 
32 

9,166,000,000 
9,760,000,000 

Motankus, 

Baskahegaa,.... 
Bast  Branch 

7,020,000,000 
7,722,000,000 
7,216,000,000 

The  west  branch  of  the  Mattawamkeag,  so  called,  is  simply  and 
properly  the  upper  Mattawamkeag, — is  the  upper  section  of  the 
main  river.    It  drains  a  considerably  larger  area  of  country  than 
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the  east  branch.  There  are  1,604  streams  represented  on  the  State 
map  in  the  Penobscot  system.  The  word  Piscataquis  means 
"Branch/'  in  Indian,  and  Nicatou  signifies  "Crotch."  The 
Mattawamkeag  is  300  feet  wide  at  its  month,  and  the  Penobscot 
500  feet  wide  at  the  same  point.  The  Piscataquis  is  about  250 
feet  wide  for  25  miles  above  its  mouth.  The  mean  width  of  the 
Penobscot  for  some  miles  above  Bangor  is  about  800  feet. 

The  Penobscot  from  the  confluence  of  the  Mattawam-  hBDgQkt 
keag  to  the  open  sea  is  about  120  miles  long ;  from  the 
junction  of  the  Mattagamon  to  the  sea  about  132  miles ;  from  its 
extreme  head  waters  about  260  miles,  or  including  the  local  wind- 
ings, 300  miles.  The  main  water-power  section  extends  from  lake 
Ghesuncook  to  Bangor,  120  miles,  the  fall  being  900  feet ;  or,  via 
the  Mattagamon,  from  lake  Mattagamon  to  Bangor,  115  miles,  and 
a  fell  of  about  850  feet. 

The  annual  discharge  of  the  Penobscot  is  estimated  v<toae> 
as  319,800,000,000  cubic  feet.    Of  this  about  31,000,- 
000,000  are  received  below  the  lowest  mill  privilege,  yielding  on 
its  passage  to  the  river  important  power. 

The  Penobscot  naturally,  and  without  the  assistance  variations  of 
of  man,  holds  a  position  amongst  the  most  highly 
favored  rivers  of  the  State  in  respect  to  uniformity  of  volume  at 
different  seasons  of  the  year.  This  is  due  in  part  to  the  extent  of 
its  tributary  area,  in  virtue  of  which  the  contributions  of  the 
various  branches  do  not  reach  its  chief  manufacturing  sites  at  the 
same  time.  It  is  due  also  to  the  more  uniform  surface  aspect  of 
the  basin,  in  respect  to  which  it  has  the  decided  advantage  over 
the  Saco,  Androscoggin  and  Kennebec ;  it  is  due  also,  in  com- 
mon with  the  other  large  rivers  of  the  State,  to  its  extensive 
system  of  lakes  and  the  vast  breadth  of  forests  upon  its  drainage 
surfaces.  * 

H.  F.  Mills,  0.  E.,  estimating'  for  the  very  dry  seasons  of  '64 
and  '65,  reports  117  thousand  cubic  feet  per  minute  in  use  at 
Bangor  for  manufacturing,  in  addition  to  what  was  employed  in 
passing  rafts  at  the  sluice,  the  amount  of  which  he  could  not 
arrive  at,  and  expresses  the  judgment  that  the  total  amount  was  at 
least  25  per  cent,  in  excess  of  the  above  figures,  or  146,250  cubic 
feet. 

Assuming  the  minumum  run  at  Bangor  at  146,250  cubic  feet  per 
minute,  the  total  low-run  delivery  of  the  river  at  its  mouth  is  not 
far  from  160,000  cubic  feet  per  minute  for  the  24  hours.    This  con- 
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tinued  day  and  night  throughout  the  year,  would  convey  off  about 
82.5  billion  cubic  feet,  or  somewhat  over  one-fourth  of  the  eetL 
mated  total  annual  delivery. 

The  mean  run  for  the  summer  at  Bangor,  estimated  from  the 
lowest  run  with  such  ratio  of  excess  thereover  as  has  been  found 
to  obtain  on  the  Kennebec  at  Augusta,  is  about  194,000  cubic  feet 
per  minute  for  the  24  hours. 

Mr.  Mills  also  reports  5,760,000  cubic  feet  per  minute  passing 
Treat's  falls  at  Bangor  in  a  "  heavy  freshet/'  [The  discharge  of 
the  Connecticut  at  Turner's  falls  in  the  winter  of  1866,  varied,  as 
Mr.  Francis  states,  from  300,000  to  600,000  cubic  feet  per  minute.] 
The  figures  indicate  relatively  less  variation  than  occurs  on  the 
Kennebec ;  there  undoubtedly  is  considerably  less  than  upon  the 
Saco  and  Androscoggin,  relatively  to  the  areas  drained. 

The  range  from  lowest  to  highest  water  appears  in  the  following 
table.  The  absolute  range  is  of  course  greater  than  upon  the 
smaller  rivers,  but  a  proportionally  greater  range  is  not  to  be 
inferred  from  this  fact.  The  absolute  range  is,  however,  the  inci- 
dent that  bears  upon  the  manufacturing  character  of  the  stream, 
since  the  location  of  mills  is  in  a  measure  determined  by  it : 


Locality. 

Feci. 

Locality. 

Feet. 

Baogor, 

12 
9 

Oldtown  falls, 

11 

Blaok  Island,  Pea  Oove, 

Islaad  rapids. » 

11 

The  descent  of  the  river  from  the  Mattawamkeag, 
where  its  elevation  above  tide  is  about  190  feet,  to 
Bangor,  a  distance  of  57  miles,  is  at  the  rate  of  3.3  feet  to  the 
mile,  or  2M  mile  in  angular  measurement.  Of  this  fall  92  feet  are 
found  in  the  first  twelve  miles  above  Bangor,  and  accordingly 
above  this  point — Milford — the  river  is  mainly  navigable,  the  chief 
interruption  being  the  Piscataquis  rips  at  Howland.  From  lake 
Ohesuncook  the  depression  of  the  surface  to  the  tide  is  about  T.5 
feet  to  the  mile,  or  4'. 8 ;  from  lake  Mattagamon,  about  7.3  feet  to 
the  mile.  The  slope  of  the, whole  river  from  its  remotest  sources  to 
its  mouth  is  a  little  below  six  feet  to  the  mile  on  the  average. 
TAa  The  number  of  lakes  and  ponds  in  the  basin  of  the 

Penobscot,  represented  upon  the  State  map,  is  467. 
The  number  due  to  its  comparative  extent  is  385 ;  so  the  per  cent, 
of  numerical  excess  is  about  twenty-one. 
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PRINCIPAL  M8HRV0IR8  OF  THB  PKfOBSOOT  AND  ITS  TRIBTJTARIE8. 


_ 

Connected 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.* 

Additional 

storage  feasible 

in  feet.* 

Little  Seboosls  lake, 

Bndless              "    

Pond  north  of  Endless, . . . 
Pond  northeast  of  "      ... 
Sohoodio  lake 

Piscataquis  riv. 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do          do 

do          do 
do          do 
do          do 
do           do 
do          do 
do          do 
do           do 
do           do 
do          do 
do          do 
do           do 
do           do 
do           do 
do           dp 
do          do 
do           do 
do           do 
do           do 

1.40 

4.25 
1.10 
1.20 
16.00 
12.00 
0.70 
0.50 

3.00 
0.90 
1.25 
0.35 
1.10 
2.25 
1.25 
14.00 
1.00 
3.00 
200 
0.40 
2.00 
2.25 
3.00 
1.00 
200 
8.00 

t 

6 
3 

10 
Bams. 

Bam. 

6 

Poor  dam. 
Dam. 

0 

7 

4 
7,  upon  2sq 
miles. 

t 
8 

Sebocls    "       

If  ore  feasible. 

Harlow,  2  ponds, 

Can  eut  down 

Kincsbnrv  nond 

outlet. 
More  feasible. 

aangenrille  ponds, 

Piper  pond, 

Dam  feasible. 

Upper  Piper  pond, 

Spectacle         "    

Lower  Ebeeme  "    

Upper      "      "    

Seboolake, 

Can  hare  dam. 
10 

4 

Long  pond.i. 

4 

Ship     4<    i 

10 

Hebron  pond 

Monson  pond, 

Bowdoin  College,  3  ponds, . 
Wilson  pond, 

Houston  "     

Pond  in  B,  R.  11, 

Bald  Mountain  pond, 

Shirley  bogs, 

~4 

Can  be  made  im- 

mense rcser  rs. 

Thirty  ponds  or  more, 

- 

85  90 

- 

- 

Name. 

Connected 
with 

Approximate 

area  In  square 

miles. 

Present 

storage  In 

feet.§ 

Additional 

storage  feasible 

infoet.§ 

Cold  Stream  pond, 

Second  Cold  Stream  pond,. 

Clear  Water  pond 

Bseutastis,  2  ponds,  ...... 

Saponao  pond, 

Paesadumkeag 
do        river., 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

do           do 
do           do 
do           do 
do           do 
do          do- 
do         do 
do           do 
do           do 

6.00 
0.95 
0.80 
1.40 
1.30 
1.70 
0.25 
0.20 
1.00 
1.00 

0.50 
0.20 
10.00 
2.00 
2.00 
1.00 
0.16 
0.80 

A  poor  dam. 
8 
8 
8,  both. 

7,  good  dam. 
6,  the  larger. 

6,  good  dam. 

[flows  all. 

8,  one  dam 

10,  good  dam. 

7,  mod.  good 
dam.]       9 
6,  mod.  good 
dam.]       5 

10  feet  oould  be 
[held. 

Madajraseal  pond, 

2  ponds  above  Madagasoal, 
Burins:  nond. 

- 

No.  3       "     

_ 

First  Pistol  lake, 

Seeond,  Third  and  Fourth 
Pistol  lakes 

- 

Porter  pond, 

— 

Nieatous  lake,.-. 

Abamgamook  or  West  lake, 
Duok  lake, 

— 

Onrbeus  lake,  ............ 

_ 

Coombs     "    • 

_ 

Ware  pond, 

— 

Twenty-two  ponds, . . . 

- 

31.25 

- 

- 

*  Storage  of  the  Piscataquis  reported  in  part  by  Messrs.  Oatrln  and  Lather  Chamberlain, 
t  Blanks,  a*  above,  indicate  that  the  storage  has  not  been  reported. 


J 


Ship  pond  and  Long  pond  when  flowed  will  coyer  several  hundred  acres  of  swamp  land. 

Storage  of  the  Passadomkeag  reported  by  Joseph  W.  Porter,  Esq.,  of  Burlington,  with  a  map  of 
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PRINCIPAL  BE8BBV0IHS  OF  TOT  PBNOBrWOT  AND  138  TRIBUTARIES. 


Name. 

Connected 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Mattakeunk  pond, 

Mud               "     

Molunkus       "     

Benedict*       "     

Maokwaoook  "     

Wytopltloek   "     

South  pond,  No.  3,  B.  4, . . 
Hot  brook.       «        " 

Baskahegan  lake, 

Pond  In  No.  3,  B.  3, 

Mattawamkeag  lake, 

Caribou  pond,  Isl.  Fls.  pi., 
Pond  in  oentre  Isl.  FU.  pi., 
Pleasant  lake, 

Mattawamkeag 
do        [river, 
do           do 
do           do 
do           do 
do           do 
do           do 
do          do 
do          do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

do           do 

do          do 

1.60 
0.60 
3.00 
0.75 
1.00 
3.25 
0.75 
3.50 
18  00 
1.00 
6.50 
1.50 
1.00 
3.50 
1.25 
2.50 
2.25 

1.25 

2.50 

Dam. 

"  12 

5 

8 

Can  be  made  a 
great  reservoir. 

Can  be  made  a 
great  reservoir. 

Clan  have  manj 
-  [feet. 

Sketioook  "    

Bnanldinff 's  lake.* ,  -  -  -  . , ,  - 

Bookabema    "    

Mud   lake,  above  Booka- 
bema lake, 

Small  ponds  in  "Bookabema 
plantation, 

Sereral  feet  at 
little  expense. 

Twenty-one  ponds,. . . . 

- 

63.35 

- 

- 

Name. 

Connected 
with. 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.f 

Additional 

storage  feasible 

in  feetf 

Salmon-stream  pond, 

Katahdin            "      

Pond  in  No.  4,  B.  7, 

Bowlin  pond, 

Mattagamon 
do        [river, 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

do           do 

2.00 
0.66 
1.50 
1.10 
0.85 
5.00 
2.25 
1.75 
0.90 
1.00 
1.00 
0.80 
2.25 
1.30 
1.00 
1.10 
1.10 
4.75 
3.00 
300 
1.60 
3.00 

1.50 

0 

"  10 
10 
6 
Dam  12  ft. 
Several  feet. 
Dam  7  feet. 
Dam  10  ft. 

5to6 
6  to6 
5to6 

0 

10 

Several  feet. 

Several  feet. 

Upper  Bowlin,  2  ponds, . . . 

Mattagamon  lake, 

Mattagamonsis  lake, 

Third  lake, 

Several  feet. 

Fourth  lake, 

Flowage  above  Fourth  lake, 
Snake  pond,  in  No.  7,  B.  1 1, 
Big  Leadbetter  pond,    " 

Lower  Shin  pond, 

Upper  Shin    "      

Pond  in  No.  5,  B.  7, 

First  lake 

12  to  20 

Second  lake, 

Seboois   "     

6  ponds  in  No.  6,  B.  8,.. . . 
Soraggly  lake, 

- 

Wassatttquoiek  pond,  .... 

Webster  lake, 

Hudson  and  Wadlelgh  brook 
reservoirs, 

- 

Twenty-eight  ponds, . . 

- 

42.30 

- 

- 

*  Storage  reported  mainly  by  Messrs.  X.  B.  Coe  and  Daniel  Barker,  of  Bangor. 
t  Blanks,  not  reported. 
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PRINCIPAL  RE8BRVOIRS  OF  THB  PENOBSCOT  AND  ITS  TRIBUTARIES.* 


Ooaneeted 

Approximate 

Present 

Additional 

Num. 

witb 

L. 

area  in  square 

storage  in 

storage  feasible 

miles. 

feet.* 

in  feet.* 

Fushaw  lake, 

Penobsoot  river. 

8.00 

-    f 

6 

Boyd       ««     

do 

do 

1.76 

-      t 

Little  Pnahaw  pond, 

do 

do 

0.90 

— 

Mud  pond, 

do 

do 

0.75 

Piokerel  pood,  in  Alton,  . . 

do 

do 

0.50 

Dam. 

Can  be  flowed  3 

Niohols  pond, 

do 

do 

3.00 

[ft.  over  1.75 
[square  miles. 

Davis        "      

do 

do 

0.90 

Holbrook's  pond, 

do 

do 

0.90 

_ 

Mattanawoook  pood, 

do 

do 

1.30 

Dam. 

_ 

Crooked  pond, 

do 

do 

0.70 

Folsom      "     

do 
do 

do 
do 

0.40 
1.20 

Dam. 
Dam. 

Upper       "     

_ 

Pond  in  Not.  2  and  3,  oast 

of  Chester, 

do 
do 

do 
do 

4.50 
2.00 

- 

Mattamisoontis  pood, 

— 

Lower  Mattamisoontis,  . . . 

do 

do 

0.90 

_ 

_ 

Gambolasse  pond, 

do 

do 

0.66 

Dam. 

„ 

Lone               " 

Caribou           "     

do 

do 

1.00 

Dam. 

— 

do 

do 

0.86 

Dam. 

_ 

Centre            "     

do 

do 

0.30 

Dam. 

.. 

Madunkeank  pond, 

do 

do 

1.00 

_. 

_ 

Kolleiemie       "  

do 

do 

2.60 

_ 

— 

Qaakish  lake, 

do 

do 

1.75 

_ 

A     lfl-frtA*    <Um 

Shad         "    

do 

do 

0.75 

[feasible. 

8onth  Twin  lake, 

do 

do 

3.00 

Several  feet  % 
Dam  of  16  ft. 

Korth  Twin    ««    

do 

do 

3.26 

3 

Mattaeeunk   lake,  in  Mo- 

lnokiu, 

do 
do 

do 
do 

2.50 
3.00 

- 

Jo-Mary  npper  lake, 

_ 

Jo-Mary  middle  "    

do 

do 

2.60 

- 

«. 

Jo-Mary  lower    •'    

do 

do 

3.00 

- 

_ 

Pemedameook     "    

do 

do 

16.00 

Several  feet  J; 

3 

Milinokett           "     

do 

do 

18.00 

_ 

10  to  12 

Katahdin  pond,  inNo.2,R.9 

do 

do 

2.00 

- 

-. 

First  pond  in  No.  2,  R.  10, 
Second  pond,          " 

do 

do 

0.75 

• 

_ 

do 

do 

1.00 

.. 

_ 

Third      "              " 

do 

do 

250 

_ 

,» 

Nahmakanta  lake, 

do 

do 

3.00 

8 

— 

Uutuntabnnt     "     

do 

do 

3.75 

4to6 

— 

Sou  rdna  hank    "     

do 

do 

3.75 

0 

4 

Five  ponds  in  A,  R.  11,. . . 

do 

do 

4.75 

Dammed   in 

Penobsoot  pond,  in  No.  1, 

part. 

R.  11 

do 

do 

1.00 

— 

Three  ponds  west  of  Nama- 

kanta  lake, 

do 

do 

2.50 

2  flowed  4  to  6 

— 

Ripogenns  lake, 

do 

do 

2.00 

Rlpogenns  pond, 

do 

do 

4.00 

Caribon  lake, 

do 
do 

do 
do 

6.60 
1.00 

- 

Upper  Caribon  lake, 

— 

Ragged               "     

do 

do 

4.00 

_ 

Chesuneook         "     

do 

do 

22.00 

Dam,  12  to  13 

2 

Dnok  pond, 

do 
do 
do 

do 
do 
do 

200 
2.00 
2.25 

Several  feet. 
5to8 
0 

Cusabexis  lake, 

TJmbafookans  lake 

Low  banks  abt 

Longley,  in  No.  6,  R.  13,. 
Black  pond, 

do 

do 

1.50 

Dam,  7  feet. 

[the  outlet. 

do 

do 

1.00 

„ 

_ 

Shallow  lake, 

do 
do 

do 
do 

2.50 
0.75 

6 

— 

PoUnd     "    

— 

*  Storage  reported  mainly  by  B.  8.  Cos,  Bsq ,  of  Bangor 
t  Blanks,  not  reported, 
t  By  the  North  Twin  dam. 
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.PRINCIPAL  RJSBVRV01R8  OF  THE  PENOBSOOT  AND  ITS  TRIBUTARIW. 


Name. 

Conoeoted 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  In 

feet.* 

Additional 

storage  feasible 

in  feet.* 

Gaaquomgomoe  pond, 

Portan  nond*. 

Penobsoot  river, 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

do          do 

do          do 

do          do 

do          do 

10.00 
1.25 
1.00 
075 
3.00 
1.25 
1.50 
0.75 
1.00 
6.00 
1.00 
0.90 
1.00 

1.26 

1.60 

1.50 

160 

0 

0 

0 
0 

0 
5to6 

• 

Outlet   eaa   be 
[lowered  sot- 
[era!  feet. 

Dam  feasible. 

Daggett    "     

Pond  above  Daggett, 

Loon       ■«     

Two  pondi  above  Loon, . . . 
Hard,  2  ponds, 

Wadleign  pond, 

Pine  Stream,  2  ponds 

Lobster  pond, 

0 

Russell     •'     

Lather     •«     

_ 

Nulhedui ipond 

2  ponds,  No.  3,  R.  3,  north 
of  Thorndike  township, . 

2  ponds,  in  Bald  Mountain 
township 

Penobsoot  lake,  in   Ham- 
mond township, 

2  ponds  in  No.  3,  north  of 
Hammond  township,. . . . 

- 

Eighty-four  ponds, . . . 

- 

182.40 

- 

- 

The  foregoing  185  lakes  and  ponds  have  a  combined  surface  of 
895.20  square  miles,  substantially  the  whole  of  which  is  suscepti- 
ble of  use  for  storage  purposes,  and  is  tributary  to  the  water- 
power  of  the  lower  main  Penobscot. 

In  addition  to  the  above,  the  following  lakes,  which  naturally 
belong  to  the  Allaguash  System,  have,  for  practical  purposes, 
in  lumbering  and  of  water  supply,  been  added  to  the  Penobscot 
series  by  means  of  dams,  canals,  etc. 

PRINCIPAL   RESERVOIRS   ARTIFICIALLY    TRIBUTARY   TO    THE    WATER. 
POWER  OF  THE  PENOBSOOT. 


Name. 

Oonneoted. 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.f 

Additional 

storage  feasible 

in  feet,  f 

Telos  lake, 

Mattagamon 
do         river, 
do           do 
do           do 
do           do 

do           do 
do          do 
do          do 
do           do 

2.76 
1.00 
10  00 
060 
0.75 

2.10 
0.90 
9.00 
2.00 

10 

10 

10 

8 

Flowed. 

0-foot  dam. 
8-foot  dam. 

4 

Telosinls  lake, 

Chamberlain  lake, 

Leadbetter      "    

Big  Leadbetter  bog, 

Mnd  pond,  with  flowage,  in 
No.  *6t 

- 

Doddle  Brook  flowage, .... 
Allaguash  lake, 

Bevel  ft.  by  dam 
[below  outlet. 

ModTpond,  in  No.  9,  R.  15, 

_    JQ»<P994«*» ............. 

- 

89.00 

- 

- 

*  Storage  reported  mainly  by  E.  8.0oe,  Esq.,  of  Bi 
e  reported  by  Messrs.  *>*.  Cos  snd  ftanW 


t  Storage  r 
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Ill 


The  following  lakes  and  ponds  are  tributary  to  the  main  river 
below  the  lowest  fall  thereon,  namely,  at  Bangor,  and  support  very 
valuable  water-powers  on  their  outlet  streams : 

PRINCIPAL  RB6BRVOIRS  TRIBUTARY  TO  THE  P1NOBSO0T  TIDE  WATERS. 


Name. 

Connected 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Alamoosno  pond,. 

Penobscot  river, 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

1.90 
0.40 
5.35 
3  00 
2.00 
3.90 
0.60 
1.15 
1.00 
4.00 

a.  io 

3.00 
1.00 

3.00 

Dam. 

9 

1  dam. 
10 

Dan. 

Stared  in  part 

Dam. 
9 

9 

4 

Craig's        *  •«   " 

Toddy           ««    

PIU               "     

Backsport,  6  ponds, 

Brewer  pond, 

1 

Field's     «     

Hennon  pond,* 

JBtna         •«     

Can  have  htgber 
Oan  be  made  oa- 

[paefoos  aeser- 

[  voire. 

4 

Pitcher,  Andrews,  etc., . . . . 
Camden  ponds,  nine,. . 
Goose  pond, 

White's  "     

Pierce's  ««     

Many  feat. 

Walker's  pond, 

Thirty  ponds,  or  more, 

- 

31.40 

- 

- 

This  gives  a  grand  total  of  462.10  square  miles  of  reservoir 
surface  tributary  to  the  water-power  of  the  Penobscot  and  its 
affluents,  224  of  the  principal  lakes  and  ponds  out  of  the  whole  467 
alone  being  taken  into  the  account. 

The  following  lakes  and  ponds  naturally  connected  with  the 
Allaguash  series,  are  by  means  of  locks  and  canals  made  available 
in  the  lumbering  operations  of  the  Penobscot,  though  not  tributary 
to  its  volume  of  water  to  any  extent : 

LAKES  ARTIFICIALLY  TRIBUTARY  TO  THE  LUMBBBHTO  OPERATIONS  OF 

THB  PENOBSCOT. 


Indian  pood, 
Pomgoewahem  lake, 
Heron  lake,  in  No.  10, 
Heron  lake,  in  No.  8, 
ChurohUl  lake, 


Spider  lake, 
Pleasant  lake, 
Soper  pond, 

Pomgooqnamoe,  1  ponds, 
Mad  pond,  in  No.  9,  R.  12. 


These  ponds  have  a  combined  surface  of  42.75  square  miles. 
The  extent  of  the  several  ponds  and  the  flowage  thereon  are 
given  in  the  table  of  reservoirs  connected  with  the  Allaguash 

The  aggregate  area  of  the  lakes  belonging  to  the  Penobscot 


river. 


,  cover  at  least  3.75  sqnan  miles,  and  can  be 
flowed  8  1-2  feet.  There  are  1£00  seres  of  swamp  land  bordering  the  ponds  that  oan  be  converted 
into  reservoir  at  trifling  c 
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system,  estimated  from  the  maps,  is  585  square  miles,  or  1  square 
mile  to  each  14.0  square  miles  of  basin.  The  lakes  average  1.18 
square  miles  each  in  area. 

TeioB  *«™i  The  artificial  connection  of  the  Allaguash  and  Penob- 

scot waters,  above  mentioned,  is  on  this  wise : — Web- 
ster lake  is  the  last  naturally  belonging  to  the  Penobscot  on  the 
Mattagamon  branch.  A  canal  has  however  been  constructed 
between  Webster  and  Telos,  and  by  means  of  a  dam  at  the 
northern  end  of  Chamberlain  lake, — its  natural  outlet,  the  water 
is  turned  through  Telosinis  and  Telos,  these  being  on  the  same 
level  with  Chamberlain,  into  the  Penobscot.  Thus  the  surplus 
waters  of  39  square  miles  of  reservoir  surface,  are,  as  shown 
by  the  table  before  given,  made  tributary  to  the  reserve 
supplies  of  the  Penobscot.  The  Telos  canal  also  has  a  dam 
12  feet  in  height,  which  controls  the  flow  of  waters  from  the 
lakes  above.  The  flow  from  Chamberlain  lake,  when  logs  are 
not  being  driven,  is  about  equal  at  each  outlet. 

Still  further :  a  dam  of  20  feet  head  at  the  natural  outlet,  the 
northern  end,  of  Churchill  lake,  flows  that  lake,  and  Pomgocquahem 
and  Heron  lakes,  but  not  to  the  level  of  Chamberlain  lake.  Ac- 
cordingly these  lakes  with  those  connected,  as  shown  in  the  table 
before  given,  do  not  contribute  their  waters  to  the  Penobscot. 
By  means  of  a  lock,  however,  logs  are  driven  up  into  Chamberlain 
and  thence  down  the  Penobscot.  The  lock  is  temporarily  out  of 
repair  and  is  not  used. 
Summary  view        It  will  be  seen  that  no  single  lake  or  compact  and 

of  the  Penob-  °  r 


closely  connected  series  of  lakes  in  the  Penobscot  sys- 
tem, can  compare  on  terms  of  equality  with  the  Umbagog  series 
on  the  Androscoggin  or  Moosehead  on  the  Kennebec ;  much  less, 
relatively  to  the  size  of  the  rivers,  with  the  Schoodic  series  on  the 
St.  Croix,  the  Eagle  lakes  on  the  Fish  river,  or  Sebago  on  the 
Presumpscot — as  a  reservoir  of  water-power  material.  Relatively 
to  the  size  of  the  basin  and  of  the  the  main  drainage  stream,  the 
leading  lakes  are  smaller ;  they  are  scattered  one  from  another  and 
cannot  be  commanded  by  so  few  artificial  constructions. 

It  is  therefore  in  a  peculiar  sense  and  emphatically  true  of  the 
Penobscot,  that  its  full  capacity  as  a  water-power  river  will  be 
realized  only,  as  the  actual  occupation  of  the  interior  districts  of 
the  State  shall  render  possible  the  improvement  for  local  purposes 
of  the  power  of  the  very  numerous  streams  and  small  lakes 
situated  around  and  constituting  its  head  waters.    It  will  be  only 
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when  this  has  been  effected  that  the  powers  upon  the  main  stream 
and  its  chief  affluents  will  reach  their  highest  efficiency. 

The  country  about  many  of  the  Penobscot  lakes,  as  ?Sffi2tyof 
in  the  district  from  Nicatou  to  Chesuncook  lake,  and  rain. 
on  the  Mattagamon,  is  low  and  fiat,  so  that  upon  moderate  eleva- 
tions of  their  surface  very  large  tracts  are  overflowed.  Thousands 
of  acres  are  even  by  the  present  use  of  the  lakes  for  storage 
submerged  the  greater  part  of  the  year,  as  for  example  between 
lakes  Mattagamon  and  Mattagamonsis.  This  indicates  very  un- 
usual facilities  for  artificial  reservoirs.  The  cost  of  flowage  will 
continue  to  be  for  an  indefinite  period  merely  nominal.  There  are 
also  quite  extensive  low  and  swampy  tracts  upon  the  upper 
sections  of  the  river  that  can  readily  be  converted  into  artificial 
reserve  basins  at  low  cost,  whenever  manufacturing  necessities 
Bhall  require  it.  So  that  the  low  run  of  the  river  can  be 
indefinitely  increased  and  its  manufacturing  capacities  in  pro- 
portion, whenever  the  expense  shall  be  justified. 

The  passage  of  water  to  Bangor  from  the  great  lakes  on  the 
upper  Penobscot,  Pamedumcook,  Milinokett  and  Chesuncook,  is 
accomplished  in  forty  to  fifty  hours ;  from  Mattagamon  lake  on  the 
Mattagamon  in  forty-five  to  fifty-five  hours. 

Power  on  the  Penobscot. 

The  section  of  the  upper  Penobscot  between  Chesun-  onthe  upper 
cook  lake  and  the  mouth  of  the  Mattawamkeag  com-  Ptaol*cot- 
bines  in  unusual  degree  the  grand  requisites  of  water-power — 
namely,  great  reservoirs  close  at  hand  and  a  large  amount  of  fall, 
and  will  in  time  become  the  site  of  very  great  manufacturing 
industry.  The  total  descent  is  not  far  from  seven  hundred  feet, 
and  is  broken  by  numerous  falls  and  steep  rapids  that  can  be  im- 
proved at  small  expense.  The  lakes  lying  upon  the  river  in  the 
region  are  of  large  size  and  can  be  used  to  any  amount  for  reser- 
voirs. The  area  tributary  to  the  lakes  is  so  great  that  any  required 
head  of  storage  can  be  secured  upon  them,  and  the  river  thus  be 
made  constant  to  the  demands  of  enormous  manufacturing. 

The  Mattagamon,  likewise,  has  a  great  amount  of  fall  below  the 
lake  of  the  same  name,  and  will  draw  from  this  lake  and  its  feeders, 
including  the  reservoirs  artificially  connected  with  it,  vast  supplies 
of  water. 

8 
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on  the  tower         The  volume  of  the  river  in  the  vicinity  of  Bangor, 

•eotiooofthe       _     .  _     MmA^Am^       ,  .     „  .  -        i 

PenotMoot  being  assumed  at  146,250  cubic  feet  per  minute  for  the 
twenty-four  hours,  at  the  period  of  extreme  low  run,  the  power 
in  the  ninety-two  feet  fall  from  Milford  to  Bangor,  would  be  55,600 
horse-power  gross,  or  2,224,000  spindles,  for  eleven  hours  per 
diem.  But  a  small  portion  of  this  power  is  employed,  the  dams 
not  being  of  sufficient  height  to  hold  the  water  back  in  the  hours 
of  non-use.  The  long  tract  of  dead  water  above  Milford  will  fur- 
nish the  power  with  an  immense  reservoir  close  at  hand. 
Means  or  A  railroad  runs  by  the  side  of  the  power  in  question, 

*ooeM'  and  is  constructing  to  Winn,  thus  opening  up  the 

entire  lower  section  of  the  river. 

A  record  covering  the  period  from  1816  to  1866,  shows  that  the 
earliest  opening  to  navigation  of  the  Penobscot  at  Bangor,  for  the 
period,  was  on  March  21,  and  that  during  the  whole  time  regis- 
tered it  opened  in  January  and  February  but  once — namely,  in 
1831,  on  January  9.  The  river  remains  frozen  over  for  one  hun- 
dred and  twenty-five  days  yearly  on  the  average. 


CHAPTER   XIX. 

THE  SYSTEM  OP  THE  ST.  CROIX. 

Section  1. — The  St.  Croix  Basin. 

Location.  *n  tne  80U*neas*  corner  of  the  State  in  part,  and  in 

part  in  the  southwest  portion  of  the  British  province  of 
New  Brunswick, 
form.  .  [See  Map.] 

Length,  70  miles ;  breadth,  50  miles ;  area,  800 
square  miles  in  Maine,  375  square  miles  in  the  adjacent 
province;  total,  1,175  square  miles.  Of  this  all  but  about  20 
square  miles  contributes  to  the  main  river  above  the  lowest  mill 
privilege. 

Bevauon.  This  is  the  least  elevated  of  all  the  drainage  districts 

on  the  Southern  Slope  of  the  State  which  extend  so 
far  into  the  interior.  The  following  table  from  which  a  complete 
profile  of  the  river  might  be  constructed,  indicates  in  its  two  right- 
hand  columns  of  figures  the  elevations  of  the  river  at  different 
points.  The  country  about  is  of  course  higher  than  the  stream,  but 
how  much,  there  are  no  data  at  hand  for  determining. 
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The  elevation  of  the  following  lakes  on  the  west  branch,  is 
estimated  from  the  known  elevation  of  the  lakes  in  the  above  table  :* 


Pooumpv   Uke,. 105  feet 

Syaledobris     "    120     ' 

Upper  Chain  "    150 

Sysledobsiaaifl  lake, 140 

Junior  lake, 115 

Bottle     "     113 

Oag         «     110 

Horseshoe 120 


Straggly  lake 115  feet. 

Pleasant     "     165  " 

Clifford       "     63  " 

Tomah        "     162  " 

West  Musquash  lake, 72  •" 

Musquash  "     112  " 

Ozboook  "     160  " 


The  St.  Croix  at  the  junction  of  the  west  branch  is  elevated  165 
feet  11  inches  above  tide  at  Calais.  The  tide  at  Calais  flows  eight 
feet.  The  monument  at  the  extreme  head  waters  is  elevated 
538  feet. 

Granite  prevails  as  far  north  as  Baileyville,   sue-  Geological 
ceeded  by  mica  schist,  which  obtains,  with  a  narrow  "*****' 
belt  of  clay  slate  interjected,  to  the  Chiputneticook  lakes.    These 
lie  in  a  region  of  granite  touching  mica  schist  in  the  northwest. 

Surface  forms,  undulating  to  hilly,  with  mountains  of  soriaoe 
moderate  height  about  the  head  waters  of  the  lake  oon  tton8' 
chains.     "  Four  fifths  of  the  basin  are  covered  with  forests,  which 
consist  largely  of  heavy  valuable  thnber."f 

Upon  the  Maine  portion  of  the  basin,  71,000,000,000  Baimati. 
cubic  feet ;  upon  the  provincial  portion,  35,000,000,000  cubic  feet ; 
total,  112,000,000,000  cubic  feet. 


Section  2.— The  St.  Oboix  Riveb. 

Southeast.  Course. 

The  river  is  formed  by  two  branches,  the  northern  or  Amm^ 
eastern,  called  the  Upper  St.  Croix  or  Chiputneticook 
river,  the  outlet  of  the  Chiputneticook  lakes ;  and  the  western, 
called  the  Kennebasis  river,  which  discharges  the  Eennebasis 
lakes.  Both  streams  are  in  proportion  to  their  length  wide  and 
voluminous,  being  in  fact  in  a  manner  simply  attenuated  extensions 
of  the  lakes.  There  are  183  streams  in  the  system,  represented 
upon  the  State  map. 

From  the  head  of  North  lake,  at  the  mouth  of  Monu-  -^ 
ment  brook,  to  Passamaquoddy  bay  is  about  97  miles 
by  the  course  of  the  river.    The  Kennebasis  river  is  42  miles  long 
from  its  extreme  head  waters  to  the  Chiputneticook  river,  to  the 


*  Oscar  Pike,  Esq.,  of  Princeton,  authority. 
tL.L.  Lowell, Em}.,  Calais. 
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bay  75  miles.    The  main  water-power  section  is  42  miles  long  on 

the  north  branch,  and  22  on  the  west  branch. 

volume.  Annual  discharge  estimated  at  44,800,000,000  cubic 

feet.  Nearly  all  is  tributary  to  the  power  of  the  main 
river.  The  stream  is  five  hundred  feet  wide  for  ten  miles  above 
tide. 

variauoi*  of  Naturally  small,  and  capable  of  becoming  less  than 
volume.  upon  any  other  of  the  large  rivers  of  the  State.    Indeed 

only  two  rivers,  the  Presumpscot  and  the  Fish,  can  challenge  com- 
parison with  the  St.  Croix  in  this  regard.  Almost  its  entire  flow 
is  derived  from  lakes,  and  lakes  readily  improved  as  reservoirs. 
The  land  bordering  the  river  and  its  tributaries  is  to  a  large  extent 
low,  and  forms  temporary  receptacles  for  the  volume  of  freshets, 
preventing  excessive  rises  upon  the  river  itself. 

As  regards  the  range  from  lowest  to  highest  water,  Anson  in  his 
survey,  which  took  place  in  an  extraordinary  drouth  in  1838,  noted 
the  summer  level  at  numerous  points  *l  feet  9  inches  below  the 
very  highest  freshet  marks.  This  is  probably  the  greatest  range 
ever  occurring,  and  is  comparatively  small. 
s  The  fall  from  the  lower  Chiputneticook  lake  to  the 

tide,  a  distance  of  64  miles,  is  382  feet,  7  feet  to  the 
mile,  or  4'. 6  fyy  circular  measurement.  The  fell  from  Kennebasis 
Grand  lake  on  the  west  branch,  to  the  tide,  is  27 1  feet,  or  6.3  feet 
to  the  mile,  or  4'.1.  Big  lake  of  the  Kennebasis  series  is  189  feet 
above  tide,  or  82  feet  below  Grand  lake  of  the  same  series. 

The  lacustrine  system  of  the  St.  Croix  is  of  really 

remarkable  development  even  for  this  State,  and  as 
contrasted  with  average  lake  districts  of  equal  extent  elsewhere  in 
the  country,  or  in  other  countries,  may  justly  be  regarded  as  quite 
extraordinary.  The  north  branch  of  the  river  for  a  half  of  its 
length  is  a  continuous  lake,  highly  elongated,  and  with  its  irregu- 
larities of  form  simulating  the  windings  of  a  river.  The  west 
branch  through  five-sixths  of  its  length  is  likewise  lake,  broken 
somewhat  into  separate  members,  and  branching  out  into  many 
connected  ponds.  So  that  the  river  might  almost  justly  be  de- 
scribed as  a  lake  in  motion. 

The  total  number  of  lakes  in  the  system  is  sixty-one,  or  three 
above  the  proportion  due  to  the  size  of  the  basin. 
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Name. 

Connected  with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet.* 

Additional 

storage  feasible 

in  feet.* 

Lowers  lake, 

Kennebaaifl 

do      branch, 
de           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do          do 
do           do 
do           do 
do           do 
do           do 
do           do 

0.86 
1.25 
14.00 
17.00 
2.50 
2.00 
7.00 
4.00 
0.76 
1.00 
1.76 
6.00 
0.75 
3.00 
2.00 
0.75 
1.50 
0.80 
3.00 
1.26 
0.75 
2.00 
2.00 

Slight! 

« 

Ik.  dm.]   8 
Oft.byQ'nd 
3 
8 
3 
5 
3 

6 

4 
4 
4 
3 
4 
7 
4 
Dam. 
5 

8 

Long        "    

6 

Big           "    

10 

Grand       "    

Several  feet. 

Poownpos  laket ■ .... 

Maehlas       "    

8j8ledobti8  •■    

SysledobtisBis  lake, 

Horseshoe          "    

Oxbrook,           "    

8haw                 "    

Jnnior               "    

Mill-priTilege   "    

Soraggly            "    

Pleasant            "    

Dues:                 "    

Chain,  2  lakes, 

6,  with  flowage. 

4 

Little  River  lake, 

West  Musquash  lake, 

Musquash              ••    

Farm's                 "    

Tomah,  3  lakes, 

- 

Clifford  4      "     

Twenty-two  lakes, 

- 

75.90 

- 

- 

Kama. 

Oonaeoted  with 

Approximate 
area  in  square 

miles 

Present 

storage  In 

feet. 

Additional 

storage  feasible 

in  feet. 

Chipntnetieook  lower  lake, 
Chiputnetioook  Grand    " 
North  lake, 

Ghipntnetieook 

-  do      branch, 

do           do 

do           do 

do           do 

27.00 

25.00 

8.50 

2.00 

0.75 

Dam  15  ft. 
head.]   6 

8    . 

4 
Blight. 

- 

Ijftuibert''  lake, 

Bnooh          "     

_ 

Five  lakes, 

_ 

68.25 

_ 

_ 

Eleven  lakes  and  ponds  belonging  to  the  latter  series  are  located 
wholly  in  New  Brunswick,  and  the  largest  two  of  the  same  series 
constitute  in  their  whole  length  a  part  of  the  eastern  State  boun- 
dary. 

The  name  Schoodic  which  in  the  Indian  tongue  denotes  low 
swampy  ground,  is  applied  to  the  St.  Croix  region  in  general,  in- 
cluding its  chains  of  lakes  and  its  streams. 

The  sum  total  of  lacustrine  surfaces  in  the  system  is  estimated 
not  less  than  150  square  miles,  or  one  square  mile  to  each  6.5 

*  Storage  reported  by  William  H.  Boardman,  Oscar  Pike,  and  others. 
t  Dam  flows  Lewey%  Long  and  Big  lakes. 
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square  miles  of  basin.  A  proportion  so  remarkable  places  the  St. 
Croix  at  once  and  without  controversy  in  the  foremost  position 
amongst  the  large  rivers  of  the  State  as  a  manufacturing  stream, 
so  far  as  respects  natural  reservoirs,  and  in  proportion  to  its  magni- 
tude and  its  area  of  basin.  The  lakes  average  2.95  square  miles 
each  in  surface,  or  more  than  twice  the  mean  for  any  of  the  other 
large  systems  on  the  Southern  Slope. 

The  power  on  the  main  river  from  below  the  junction  of  the 
West  and  North  branches  is.  already  for  the  greater  part  well 
accommodated  with  railroad  communication.  The  navigable  por- 
tion of  the  river,  below  Calais,  is  closed  by  ice  two  months 
and  twenty-five  days. 


CHAPTER   XX. 

THE  SYSTEM  OF  THE  ST.  JOHN  IN  MAINE. 


Section  1. — The  St.  John  Basin  in  Maine. 

Location  In  the  extreme  northern  part  of  the  State,  occupying 

all  our  domain  north  of  the  Penobscot  district,  and 
constituting  the  upper  portion  of  the  right  bank  of  the  river  St. 
John,  with  a  small  strip  of  the  upper  left  bank. 
Porm  Consolidated,  and  least  broken  in  contour  of  all  the 

great  river  districts  in  the  State. 
Dimensions.  Greatest  length — across  its   southern  border — 117 

miles ;  greatest  breadth,  90  miles  ;  square  dimensions, 
7,400  miles ;  the  area  of  the  whole  St.  John  basin  is  26,000  square 
miles. 
Elevation.  Next  to  the  Androscoggin  this  is  the  most  elevated 

drainage  area  in  Maine.  But  its  height  is  due  to  a 
considerable  altitude  over  its  whole  extent,  rather  than  to  an 
extreme  elevation  in  any  part.  It  is,  therefore,  indicative  and 
productive  of  less  fall  and  power  on  the  streams,  than  are  found 
upon  equal  areas  of  the  Southern  Slope. 
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Localities. 


Monument  at  source  of  8t  Croix, 
Alder  brook,  at  eastern  boundary, 
Mad       ««  «*  " 

Wirier    "  "  M 

Parke  Hill 

South   branch  Mednznakeag,  at 

eastern  boundary, 

North  branch  Meduxnakeag,  at 

eastern  boundary, 

Dead  stream,  at  eastern  boundary, 
Presque  Isle  river,  *•  " 

Region  of  Mars  Hill, 

Giiarquit  river,  at  eastern  boun- 
dary,  

River  Doe  Chutes,  at  eastern  boun 

dary, 

Gamp  brook,  at  eastern  boundary, 
Tobiqneroad         "             •*   • 
Aroostook  river     "             " 
Limestone  river,  at  eastern  boun- 
dary,  

Bapide  de  Femme,  at  eastern  boun- 
dary,  

River  St.  John,  at  eastern  boun- 
dary,  

Cleaveland  lake  of  Eagle  series, . 
Sedgwick       "  ••         " 

Winthrop      "  "         "      . 

About  the  mouth  of  Fish  river, . . 
River  St.  John  northwest  of  north 

end  of  Cleaveland  lake, .... 

Divide  between  Portage  lake  and 

Little  Machias  pond, 


Feet. 


538 
453 
487 
531 
814 

265 

326 
337 
322 
527 

460 

412 
694 
775 
845 

399 

597 

419 
603 
587 
578 
556 

474 

998 


LOCALITIES. 


Heights  on  the  east  of  Eagle 
lakes  from  Cleaveland  lake 
southward  to  foot  of  Sedg- 
wick lake, 


About  the  east  end  of  Win- 
throp lake, 


Fort  Kent, 

Mouth  of  the  St.  Francis,. . 
Month  of  the  Allaguash,. . . 

Glasier  lake, 

Bean  lake, 

Pohenagamook  lake, 

Little  Millnoket  lake,  No.  7, 

R.  9,  about, 

Divide  between  Allaguash  and 

Aroostook  rivers   at   lake 

Pomgooquamoo,  No  7, 

Francis  lake,  No.  8,  R.  16,. . 
Upper  St.  John  ponds,  No.  4, 

R.17, 


Feet. 


917 

949 

935 

389 

1,015 

936 

1,032 

1,020 

977 

925 

923 

1,015 

1,060 

1,006 

1,041 

1,044 

942 

839 

889 

556 

606 

606 

664 

713 

748 

700 

1,049 

1,632 

1,989 


Heights  on  the  military  road  from  the  divide  of  the  Penobscot 
and  St.  John  basins  to  the  St.  John  river.* 


Locautiks. 


Crossing  of  road  and  the  divide, 

Near  the  first  crossing  of  Masardis 
waters, 

Near  the  second  crossing  of  Masar- 
dis waters, 

Near  the  third  crossing  of  Masar- 
dis waters, 

Two  miles  above  orossing  of  road 
and  the  main  Masardis,. . . 

Two  miles  below  crossing  of  road 
and  the  main  Masardis,. . . 

Squawpan  lake,  about 

Near  the  orossing  of  Squawpan 
Lake  stream, 

Head  waters  Masardis  stream,  abt. 

Heights   near   the   Aroostook 


Two  miles  north  of  orossing  of 
road  and  Aroostook  river,.. 


LOCALITIM. 


Near  southeast  end  of  Portage 

lake, 

Off  northeast  end  of  Portage 

lake 

Two  miles  north, 

Near  orossing  of  a  branoh  of 

Fish  river, 

East  of  the  south  end  of  Long 

lake 

Bast  of  the  north  end  of  Long  C 

•»»». ,••{ 

Near  elbow  of  Winthrop  lake,. 
West  of  the  outlet  of  Winthrop 

lake, 

Near   outlet   of  Wallagrasst 

riw. I 

Two  miles  above  Fort  Kent} 

and  west  of  the  road  to> 

Fort  Kent y 


Feet. 


879 

658 
690 

658 

931 
672 
706 
1,186 
634 

778 
663 
911 

877 
556 


*  Ool.  Graham's  map  of  the  N.  B.  Boundary. 
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Geological  The  rocks  prevailing  in  the  St.  John  basin  in  Maine 

wtattM*"  are  in  the  eastern  part  lime  slates ;  next  in  order,  and 

covering  with  some  patches  of  sandstone,  quartz  rock  and  granite, 
three-fourths  of  its  whole  area,  clay  slate ;  and  lastly  on  the  west, 
and  bordering  the  river  on  both  sides  through  the  upper  two 
thirds  of  its  length,  a  tract  of  mica  schist.  The  rock  is  less  el- 
posed  than  upon  the  Southern  Slope,  and  building  stone  less 
readily  procurable. 

suite  The  surface  conformation  of  this  basin  is,  as  before 

oondWoDi-  noticed,  of  striking  uniformity.  In  the  eastern  or  lower 
portion  bordering  the  river,  the  face  of  the  country  is  very  nearly 
level,  and  at  a  distance  from  it  gradually  becomes  undulating  and 
moderately  hilly,  until  it  subsides  into  and  is  merged  in  the  flat  coun- 
try bordering  the  Aroostook  river.  Highlands  of  low  elevation 
diversify  its  aspect  in  the  mid  district  about  the  mouth  of  the  St. 
Francis  and  Allaguash  rivers.  Beyond  the  confluence  of  these 
streams,  the  valley  of  the  upper  St.  John  is  quite  level  nearly  to 
the  boundary  highlands  on  the  west  and  southwest.  Accordingly 
large  portions  of  it  are  swampy,  the  pitch  of  the  water  sheds  not 
being  sufficient  to  throw  off  the  surplus  water  into  the  drainage 
channels. 

The  far  greater  proportion  of  the  whole  territory  is  covered  with 
unbroken  forests. 

lulfAlp  Estimated  at  the  mean  rate  for  the  whole  State,  710,* 

500,000,000  cubic  feet.  This  is  doubtless  considerably 
in  excess  of  the  actual  fall,  the  yearly  receipt  of  moisture  being 
several  inches  less  than  upon  the  Southern  Slope. 


Section  2. — The  St.  John  River  in  Maine. 

The  mean  direction  of  the  strearj 
system  in  Maine,  is  east-northeast. 


Ooan6m  The  mean  direction  of  the  streams  of  the  St.  John 


Affluent*  ^e  chief  tributaries,  specifying  only  those  received 

in  Maine,  or  the  chief  part  of  whose  course  is  in  Maine, 
are  as  follows : 


■      f"           "       -     '1*    ■■     it.-i..!    '.     ■■       i!-L'ji     -»•      -rr- 

Name. 

Where  received. 

From  the  right  b&nk, < 

Aroostook, 

Fish, 

Allagnuh, 

New  Brunswick. 
Fort  Kent  pi. 
No.  16,  R.  10. 

Dry.  I  ] 
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Name, 


Baus. 


Length,  J  Breadth,    Area, 
miles.   I  miles,    sq.  miles. 


SntaAM. 


Length,     Estimated  dis- 
milea.    charge,  cubic  feet. 


Aroostook*. 

Fish, 

Allagoash,. 


75 
60 
61 


38 
26 
86 


2,100 

890 

1,464 


117  ' 
72 
100 


81,900,000,000 
84,710,000,000 
57,720,000,000 


The  tributaries  on  the  left  bank  in  Maine  are  comparatively 
small.  The  number  of  streams  in  the  system,  represented  on  the 
State  map  is  1,524. 

The  total  length  of  the  St.  John  in  Maine,  is  esti-  Lenrth, 
mated  as  not  far  from  211  miles,  including  the  more 
important  meanderings.    Its  total  length  from  its  remotest  sources 
to  the  sea  is  about  450  miles. 

The  annual  discharge  from  the  basin  of  the  St.  John  Votame# 
in  Maine,  estimated  at  the  average  rate  for  the  State, 
is  284,000,000,000  cubic  feet.    The  depth  of  water  received  is  less 
than  upon  the  Southern  Slope,  but  evaporation  is  less  also,  and 
the  discharge  of  the  river  probably  equal  to  that  of  any  other  in 
the  State,  in  proportion  to  its  drainage  territory. 

Upon  this  point  no  explicit  testimony  has  come  to  varhtioi»ef 
hand.  As  regards  freshets,  the  general  uniformity  of  ****■ 
the  tributary  surfaces  favors  only  moderate  rises  on  the  central 
stream.  But  the  moderate  slope  of  the  main  stream,  on  the  other 
hand,  tends  to  large  accumulations  of  water,  the  surplus  not  being 
passed  off  rapidly-.  The  indications  are  that  as  regards  dearth  or 
exhaustion  of  water,  the  river  and  its  tributaries  must  be  unusually 
favored.  The  levelness  of  the  drainage  surfaces,  which  secure  the 
retention  of  the  water  of  precipitation  and  its  copious  absorption 
into  the  soil,  the  dense  shade  of  the  forests,  protracted  throughout 
the  year,  for  the  woods  are  mainly  evergreen ;  the  obstruction  of 
atmospheric  currents  by  thje  same  agency,  and  the  low  annual 
temperature — must,  it  would  seem,  reserve  an  unusual  share  of 
water  against  the  exhaustion  of  summer. 

The  elevation,  above  tide,  of  the  St.  John,  at  the 
State  boundary,  is  419  feet ;  at  the  mouth  of  the  St. 
Francis,  606  feet.  The  distance  being  70  miles,  the  mean  slope  is 
at  the  rate  of  2.6  feet  per  mile.  The  elevation  of  the  stream  at  its 
point  of  formation,  the  junction  of  the  northwest,  southwest  and 
Woolastaquaguam,  is  probably  about  750  feet.  The  distance  thence 
to  the  State  boundary  is  158  miles,  and  its  mean  slope  in  that 
distance,  therefore,  1.8  feet  per  mile.    Accordingly,  the  river  is 
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navigable  in  its  whole  length  in  Maine,  and  is  of  comparatively 
inferior  value  for  the  purposes  of  power. 

The  Allaguash  falls  from  Chamberlain  lake  to  the  St.  John  about 
308  feet,  a  very  little  oyer  three  feet  to  the  mile. 
htiu§9  The  total  number  of  lakes  in  the  St.  John  basin  in 

Maine,  appearing  upon  the  State  map,  is  206.  The 
number  due  to  its  size  is  370,  accordingly  the  per  cent,  of  numeri- 
cal deficiency  is  forty-five. 

PRINCIPAL  RESERVOIRS  OF  THE  ST.  JOHN  IN  MAINE,  AND  ITS  TRIBU- 
TARIES. 


Connected 

Approximate 

Present 

Additional 

Name. 

with 

area  in  square 

storage  in 

storage  feasible  in 

miles. 

feet.* 

feet.* 

Chapman-plantation  lake, . 

Aroostook 

1.00 

-    t 

-       * 

Sqnawpan  lake 

[river. 

10.00 

6 

St.  Croix  lake,  No.  8,  R.  4, 

do 

do 

2.50 

4 

2  ponds  in  No.  8,  R.  3, 
(Howe  and  Main  inlet,). 

do 

do 

1.50 

- 

Dams  feasible. 

Pond  in  No.  7,  R.  4,  Tracy 

pond 

do 

do 

1.30 

— 

Can  have  dam. 

Umoolons  lake 

do 

do 

300 

— 

Pond  in  No.  7,  R.  6, 

do 

do 

1.25 

— 

[outlet  of  lower. 

Sapompeag  ponds,  2, 

Millnokett  lake, 

do 

do 

2.50 

- 

Can  have  dam  at 

do 
do 

do 
do 

5.00 
3.50 

- 

12 

Little  Millnokett  lake, .... 

Can  have  dam  at 

No.  7  pond,  above  Millno- 

[outlet. 

kett, 

do 

do 

1.00 

wm 

mm 

Pond  in  No.  7,  R.  10,  near 

Winter  road, 

do 
do 

do 
do 

1.10 
1.20 

- 

— 

Pond  in  Nob.  7  and  8,  R,  10, 

Mansangan  lake, 

do 

do 

600 

- 

Can  have  dam. 

Pond   below    Mansangan 

lake 

do 

do 

1.00 

_ 

_ 

3  ponds  above  Mansangan 

lake 

do 

do 

1.50 

. 

Can  have  dams. 

Pond  north  of  Mansangan 

lake, 

do 

do 

1.10 

_ 

— 

Goddard'i  pond, 

do 

do 

0.90 

_ 

Dam  feasible. 

Mooseleak  lake,  No.  9,  R.  8, 

do 

do 

3.00 

«. 

Can  have  dam. 

Big  Maehias  lake, 

do 

do 

2.00 

Dam  12  feet. 

- 

Pond  south  of  Big  Maohias 

lak 

do 

do 

1.00 

«. 

„ 

Lake  in  No.  11,  R.  8, 

do 

do 

3.00 

— 

_ 

Pond  in  No.  11,  R.  9, 

do 

do 

1.10 

- 

_ 

Nashville  plantation  pond, 

do 

do 

1.00 

«. 

_ 

Salmon-brook  lake, 

do 

do 

1.00 

- 

Can  have  high  dm. 

Madawska        "     

do 

do 

4.00 

- 

8 

Thirty  ponds 

- 

59.95 

- 

- 

*  Storage  reported  by  W.  H.  Rowe,  Esq.,  of  Marardia,  and  others, 
t  Blanks,  not  reported. 
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PRINCIPAL  RESERVOIRS  07  THE  ST.  JOHN  IN  MAINE,  AND  ITS  TRIBU- 
TARIES. 


Name. 


Keeobsbus  upper  pond, ....  Allaguash 
Keeobsous  lower    "     ....     do    [river, 

Pataquongomis  lake do       do 

The  Five  lakes, do       do 

The  Long  lakes, do       do 

Lake  in  10,  R.  13, do       do 

Chemquatabamtlo  lake, ...     do       do 
Heron,  or  Harrow  lake,  in 

No.  10, 

Ohorehill  lake, 

Heron  lake,  in  No.  8,. . . 
Pomgoewahem  lake, .... 

Indian  lake, 

Spider    "     

Pleasant  lake, 

Soper  flowage  and  pond,. 
Smith  brook  flowage,  . . . 
Pomgooquamoo  lake, . . . 

Pillsbnr y  pond, 

Mad  pond,  in  No.  9.  R.  12, 
Russell  stream,  3  ponds, 
4  ponds  above  Spider  lake, 


Connected 
with 


Approximate 
area  in  square 
miles. 


Twenty-eight, . 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 
do 


1.00 
1.15 
2.75 
11.00 
10.00 
3.00 
8.00 

2.75 
8.00 
4.00 
11.00 
3.00 
400 
4.00 
2.00 
3.00 
3.00 
1.50 
1.50 
2  25 
3.00 


84.90 


Present 

storage  in 

feet. 


Dam  6  feet. 
5  foot  dam, 

10  ft.  dam. 
12  ft.  dam. 

Dam. 

8  foot  dam, 

8  foot  dam 


Additional 

storage  feasible 

in  feet. 


-      [feet. 
Oaa  be  raised  many 


-  [dam. 
Formerly  a  21-foot 
Formerly  several  ft* 
Formerly  several  ft.* 


-  [era!  ft. 
Can  be  flowed  aev- 
8everal  feet. 


Name. 

Connected 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Meduxnakeag  lake, 

New  Limerick,  3  ponds,. . . 
Caldwell  lake, 

Meduxnak'ag 
do  [stream, 
do       do  . 
do       do 
do       do 
do       do 

3.75 
1.50 
1.00 
2.25 
1.00 
100 

Dam. 
Dams. 

Oan  be  raised  4  feet. 

Spanlding's  lake, 

_ 

jfo.  9,            •*    

B,                   •«    

. 

Eight  lakes, 

_ 

10.50 

- 

_ 

Name. 


Cleaveland,  or  Long  lake,. 
Seoond,  or  Bear  " 

Cross,  or  Preble  " 

Square,  or  Sedgwiok    " 


Eagle,  or  Winthrop     " 
St.  Froid,  or  Long       " 


Connected 
with. 


Fish  river, 
do  do 
do       do 

do       do 


do 
do 


do 
do 


Approximate 
area  in  square 
miles. 


19.00 
2.00 
6.00 

15.00 


22.00 
5.50 


Present 

storage  in 

feet.f 


No  dam. 
No  dam. 
No  dam. 

No  dam. 


No  dam. 
No  dam. 


Additional 

storage  feasible 

in  feet,  f 


Can  have  dam. 

Dam  feasible. 

Wonld  be  flowed  by . 
Square  lake  dam 

Can  have  dam,  or 
be  flowed  by  Ea- 
gle lake  dam. 

Dam  20  ft.  oould  be 
built  for  $20,000. 

Can  have  dam,  or 
wonld  be  flowed 
by  a  high  dam  on 
Eagle  lake. 


*  Formerly  flowed  by  the  Churchill  4 
t  William  Dickey,  Bsq. 
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PRINCIPAL  RBBEBVOIKS  OP  Till  ST.  JOHN  IN  MAINE,  AND  US  TRIBU- 
TARIES. 


Name. 


Connected 
with 


Approximate 
area  in  square 
milei. 


Present 

storage  in 

feet. 


Additional 

storage  feasible 

in  feet. 


Portage  lake, 

Fish  River  lake, 

Pond  northwest  of  Spruce 

lake, 

The  long  pond  in  17,  R.  6, 
Ponds  (5)  above  Slab  River 

lake, 

fifteen  lakes, 


do 
do 

do 
do 


do 
do 

do 
do 

do 


8.60 

700 

1.00 
1.25 

V5 


No( 


Dam  feasible. 


80.00 


Name. 

Connected 
with. 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

3  ponds  in  15,  R.  7, 

Glazier's  lake, 

St.  John  riT. 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 
do       do 

1.50 
S.00 
5.00 
4.50 
8.75 
1.00 
4.50 
3.50 
1.75 
4.00 
0.90 
1.00 
1.10 
2.50 
100 
2  25 

6 

4 

Dam. 

Several  feet. 

Bean          "    

Several  feet. 

Pohenagamook  lake, 

Cascade  brook,    "    

Cascade  brook,  upper  lake, 

Chimentieook  lake, 

Depot  lake,. ..• 

Several  feet. 

Iahaegaaalshegeok,. 

Baker  lake, 

- 

Francis  lake, 

_ 

Lake  north  of  Francis  lake, 

Turner  brook  lake, 

Woboostook  lake, 

Upper  Woboostook  lake, . . 
2  lakes, No.  4,  R.  17,  .... 

- 

Nineteen  lakes, 

- 

36.65 

- 

- 

The  foregoing  100  principal  lakes  and  ponds  have  a  surface  of 
278.00  square  miles.  As  before  shown,  some  36  square  miles  of 
lake  surface  naturally  belonging  to  this  district,  have  by  artificial 
means  been  made  tributary  to  the  Penobscot. 

The  area  of  all  the  lakes  in  the  St.  John  system,  is  350  square 
miles,  or  one  square  mile  to  each  21.1  square  miles  of  basin.  The 
lakes  average  1.75  square  miles  each  in  surface. 

It  is  probable  that  a  large  number  of  small  lakes  and  ponds  in 
the  wilderness  districts  of  this  basin  are  not  represented  upon  the 
maps,  and  the  numerical  and  surface  proportion  of  its  lacustrine 
waters  is  not  represented  at  its  true  value.  There  is  reason, 
however,  for  believing  that  owing  to  the  disintegrate  character 
of  the  rocks  prevalent  in  this  part  of  the  State  it  has  become  more 
thoroughly  channeled  with  water-courses  than  the  Southern  Slope, 
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and  that  by  consequence  many  lakes  anciently  existing  upon  it 
have  become  obliterated.  There  is  hardly  any  question  that  the 
valley  of  the  Wallooetook  (upper  St.  John)  was  once  a  continued 
lake,  as  also  the  valley  of  the  St.  John  above  the  Grand  falls  for  a 
long  distance.  In  the  whole  kingdom  of  France,  200,000  square 
miles  in  area,  whose  rock  formations  are  largely  soft  limestones, 
chalk,  etc.,  there  are  but  two  lakes  larger  than  mere  pools,  one 
.  being  29  square  miles  and  the  other  three  square  miles  in  surface. 


DIVISION  II. 
The  Secondary  or  Seaboard  Systems. 


The  river  systems  to  be  noticed  in  Division  II.  of  Part  II.,  are 
called  Secondary  as  being  smaller  in  size  than  the  Primary  systems 
hitherto  noticed ;  and  Seaboard,  because  lying  as  they  do  betwixt  the 
outfalls  of  the  Primaries,  they  rest  upon  the  coast.  Their  accessi- 
bility by  sea  and  their  occupation  by  comparatively  dense  popula- 
tions, give  them  a  present  relatively  large  importance. 

As  treated  on  the  pages  following,  several  of  the  systems  are 
composite,  consisting  of  a  number  of  drainage  tracts  grouped  to- 
gether for  convenience  of  representation,  and  to  avoid  too  great  a 
multiplication  of  divisions. 

The  seaboard  systems  will  be  noticed  in  the  order  of  their  loca- 
tion, beginning  at  the  east. 


CHAPTER   XXI, 

THE    DENNYS,    PEMAQUAN,    ETC. 

Section  1. — Basin. 
Location  and  The  drainage  district  of  the    Dennys,   Pemaquan, 

rtiownrfona.  ^^  associated  streams,,  is  located  in  the  southeast 
corner  of  the  State.  It  is  33  miles  long,  15  broad,  and  its  area 
is  375  square  miles.  Of  this,  150  square  miles  belong  to  the 
Dennys,  about  40  to  the  Pemaquan,  and  the  rest  to  various  small 
streams. 

Geological  Quartz  rock,  trap  and  upper  silurian  predominate, 

condition*  Surface  moderately  undulating  to  level,  with  scattered 
low  hills.    Surface  materials,  clay  loam  subsoil,  gravelly  loam  at 
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the  surface,  with  bog  in  localities.    One  half  of  the  whole  district 
forest-covered.    Vast  amount  of  lumber  still  remaining. 
Estimated,  in  cubic  feet,  36,540,000,000. 


Section  2. — Rivers. 

The  total  number  of  streams  in  the  district,  represented  on  the 
State  map,  is  79 ;  and  their  estimated  annual  discharge  is  14,616,- 
000,000  cubic  feet. 

The  principal  river  is  the .  Dennys,*  25  miles  long,  0enn  riyer 
with  a  fall  of  250  feet  from  Meddybemps  lake  to  the 
tide,  the  mean  slope  being,  therefore,  10  feet  to  the  mile,  or  6\6  in 
angular  measurement.  Volume  uniform  at  different  seasons,  owing 
to  the  influence  of  the  great  lake  at  the  head.  Total  range  from 
low  to  high  water,  on  Lincoln's  dam  at  Dennysville,  5  feet. 
Water  reaches  the  tide  from  the  lake  in  24  hours  at  a  high  stage 
of  the  river.  The  river  is  closed  by  ice  about  four  months  yearly, 
from  December  1st  to  April  1st.  Vessels  get  in  earlier  by  assist- 
ing the  ice  to  escape.  Freight-laden  vessels  come  within  eight 
miles  of  Dennysville  in  mid  winter,  the  lower  portion  of  the  bay 
not  freezing  over. 

.  Whole  number,  22 ;  number  due  to  the  size  of  the  Lakes, 
basin,  18 ;  combined  area  of  the  lakes  38  miles,  or  one  square  mile 
to  each  9.6  square  miles  of  basin. 

PRINCIPAL  RE3BRV0IR8  OF  THB  DENNYS,  PEMAQUAN,  BTC. 


Conneoted 

Approximate 

Present 

Additional 

Name. 

with 

area  in  square 

storage  in 

storage  feasible 

miles. 

feet. 

in  feet. 

Bo/den's  lake, 

Little  river, 

3.26 

4 

4 

Pemaqnan  *•    

Pemaqnan  riv., 
do           do 

226 
0  50 

4 
3 

Round        «*    

By  Pemaqaan  dam 

Meddybemps  lake, 

Dennys  river, 

16.00 

7 

Little                "     

do           do 

0.75 

Bam. 

- 

Harward           "     

do           do 

0.60 

- 

- 

Oathanoe           "     

Oathanoe  river, 

7.00 

.     6.5 

- 

Little  Oathanoe  lake, 

do           do  * 

0.60 

- 

«. 

Rooky                  "     

Holmes  river, 

2.60 

- 

_ 

little  Rooky        "     

do           do 

1.00 

- 

- 

Orange,                "     

do          do 

.50 

- 

— 

Indian                 "     

do           do 

.36 

- 

.    - 

Twelve  lakes, 

- 

29.45 

- 

- 

A  storage  of  7  feet  upon  Meddybemps  lake,  would  Meddybemps 
yield  in  its  descent  through  250  feet  to  the  tide,  a  lakes. 
gross  power  of  7,500  horse,  or  800,000  spindles,  for  10  hours  a  day, 

*  facts  famished  chiefly  by  Peter  1.  Toss,  Ba*,  of  Demyivflto. 
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312  days  per  annum.  It  would  operate  upon  the  fire  powers  (56 
feet)  on  the  line  of  Dennysville  and  Edmunds,  about  7T,200  spindles. 
To  this  is  to  be  added  the  natural  low-run  of  the  river.  It  is  esti- 
mated that  for  $600  or  $800,  the  channel  at  the  outlet  could  be 
lowered  two  feet,  giving  a  storage  of  nine  feet  with  the  present 
height  of  dams.  The  tributary  country  will  yield  considerably 
more  drainage  than  is  now  reserved  upon  the  lake.  * 

Oathance  lake  is  "  at  least  200  feet  above  tide,  doubtless  more." 
It  is  fed  by  Cooper  stream,  an  inlet  of  considerable  magnitude, 
and  by  Munson's  stream,  which  once  carried  a  mill,  so  that  it  is  in 
large  annual  receipt  of  water.  The  storage  head  now  commanded 
upon  it  is  6.5  feet.  The  dams  might  be  raised  one  or  two  feet 
higher  at  little  expense,  but  channeling  the  outlet  would  involve 
considerable  outlay  owing  to  the  ledgy  character  of  the  bottom. 
The  tributary  country  furnishes  considerably  more  water  than  the 
dams  will  now  hold. 

The  storage  upon  this  lake,  in  its  fall  to  the  tide,  would  yield 
about  2,600  horse  power,  gross,  or  104,000  spindles  for  the  work- 
ing hours  of  the  year. 


CHAPTER  XXII. 

THE  EAST   AND   WEST  MACHIAS 

The  East  and  West  Machias  rivers  are  independent,  having  no 
more  intimate  connection  than  a  common  debouchure  into  an  estu- 
ary which  makes  inland  from  the  head  of  Machias  bay,  but  are 
here  treated  together  for  convenience. 

Section  1. — East  and  West  Machias  Basin. 

Location,  form  The  Machias  basin  is  located  in  the  southeast  part 
iad  ons*  of  the  State,  at  the  head  of  the  great  bay  bearing  the 

same  name.  In  form  it  expands  symmetrically  with  removals  from 
the  sea,  and  projects  northeast  and  northwest  in  two  extensive 
ovals.  It  is  48  miles  long,  28  miles  broad,  with  an  area  of  800 
square  miles,  of  which  all  but  30  square  miles  is  tributary  to  the 
power  of  the  main  rivers.  The  basin  of  the  West  Machias  contains 
about  500  square  miles,  of  the  East  Machias  about  300  square 
miles. 
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The  highest  part  of  the  district  is  in  the  northwest,  aeration, 
where  the  mean  height  for  a  considerable  extent  is  S^^oon- 
about  400  feet.    The  lower  portion  of  the  basin  is  dittoM* 
occupied  with  quartz  rock ;  granite  succeeds,  and  to  this  mica 
schist  about  the  head  waters.    The  surface  is  moderately  broken. 
Out  of  fiftfeen  towns  and  townships  watered  by  the  West  Machias 
eight  are  still  forest-covered,  and  a  very  large  amount  of  woods 
still  remains  in  the  residue.     Including  the  East  Machias  district, 
probably  pearly  two-thirds  of  the  whole  territory  is  still  wooded. 

Annual  deposition,  estimated  as  about  18,000,000,-  j^^,,. 
000  cubic  feet. 

Section  2. — Bast  and  West  Machias  Rivers. 

Both  rivers  flow  about  southeast.     The  number  of  conn*,  *««- 
streams  in  the  district,  represented  on  the  State  map,  volume, 
is  93.    The  annual  discharge  is  estimated  at  31,200,000,000  cubic 
feet,  of  which  19,500,000,000  belong  to  the  West  Machias,  and 
11,100,000,000  to  the  East.     Nearly  all  the  delivery  passes  to  the 
sea  by  the  two  main  rivers. 

Naturally  rather  inexcessive,  as  the  surface  confor-  variation*  of 
mation  of  the  country  is  favorable  to  a  gradual  removal  v<i|mDC* 
of  surplus  water,  and  the  lakes  and  ponds  equilibrate  the  flow. 
The  extensive  wooded  surfaces,  moreover,  prevent  the  extreme 
exhaustion  of  water  by  summer  heat.  The  delivery  of  the  East 
Machias  in  particular  is  remarkably  uniform.  Its  waters  are  drawn 
largely  from  lakes,  and  on  their  passage  to  the  sea  circulate 
through  lakes,  and  lakes  of  great  size  relatively  to  the  magnitude 
of  the  stream  and  the  area  of  the  basin.  In  an  ordinary  season, 
15,000  cubic  feet  per  minute,  for  the  working  hours  of  the  day, 
are  estimated  to  be  commanded  at  Machias,  for  the  summer 
months.  The  delivery  of  the  East  Machias,  at  East  Machias,  in  a 
dry  season,  is  considerably  larger  than  of  the  West  Machias  at 
Machias.  The  West  Machias  ranges  from  low  to  high  water,  on 
the  dam  at  Whitneyville,  ten  feet ;  at  Centerville,  seven  feet. 

Fifth  lake  on  the  West  Machias  is  elevated  380  feet  aope 
above  tide.    Thence  the  stream  falls  away  to  2*75  feet 
at  First  lake.    A  fall  of  380  feet  in  76  miles,  gives  a  mean  slope  of 
5.8  feet  to  the  mile,  or  3\T  circular  measurement. 

The  lacustrine  system  of  the  East  and  West  Machias   ^^ 
is  of  unusual  extent.    Total  number  of  lakes  and  ponds, 
56,  nine  above  the  proportion  due  to  the  size  of  the  basin.    The 
lakes  are,  some  of  them,  quite  large. 
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PRINCIPAL  RBSKRVOraS  OF  THH  BAST  AND  WH3T  MAOHIAS. 


Name. 


Gardiner's  lake, 

Hadley        "     

Second         "     

Kooky         ««     

Round         "     

Long  •*     

Spectacle,  5  lakes,. . . 

Love  lake 

Barrows  lake, 

Crawford    •«     

Mod  "     

Shining      "     

Seavey,  2  "     

Patrick  lake, 

Seventeen  lakes, 


Conneoted 
with. 


Approximate 
area  in  square 
miles. 


Bast  Maehias 
[river, 
do  do 


do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

8.50 

5.50 

0  60 
2.75 
0.70 
1.25 

.85 
1.75 
1.50 
2  76 
0  50 
5.00 
0.60 

.30 


30.55 


Present 

storage  in 

lees.* 


0am. 

Dam. 

Flowed. 
0am. 
Dam. 
6 

,      t 

6to6 

3 

9 


8torage  might  be 
greatly  increased, 
btorage  might  be 
greatly  intra 
t 


Additional 

storage  feasible 

in  feel,* 


Several  feet. 


Name. 

Connected 
with. 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet4 

Additional 

storage  feasible 

in  feet.* 

Monantr.  2  lakes 

West  Maehias 
do        [river, 
do           do 
do           do 
do           do 
do           do 
do           do 

do           do 

do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

4.60 
1.00 
5.00 
1.25 
3.00 
1.60 
2.50 

1.30 

0.60 
2.00 
150 
0.90 
125 
1.60 
2.00 

7 

Dam. 

10 
7 

7 

6 

7 

8 

6 
Dam. 

Lilly,  2          *'     

— 

Chain  stream,  6  ponds, .... 
First  and  Second  lakes, . . . 
Third  lake,*. 

8 
9 

Fourth  "    

— 

Fifth     "      

— 

Cranberry  hike, ) 

Lake  in  S.  W.  of  No.  36,  $ 
Lake  in  eentre  of  No.  36,. . 
Sabao  lake, 

- 

Green  and  Stiles  lakes 

- 

Maohias  lake,  in  41, 

Bog         •«       

7 

Marahfield  lakes, 

Several  feet. 

Twenty-six 

- 

29.60 

• 

- 

There  are  in  the  East  Maehias  basin  about  38  square  mile<s  of 

lake  and  pond  surface,  And  in  the  West  Maehias  about  32  square 

miles ;  total,  TO  square  miles,  or  one  square  mile  of  lake  to  each 

11.4  square  miles  of  basin.     The  lakes  average  1.2  square  miles 

:in  surface. 

The  lakes  of  this  system,  in  particular  of  the  West  Maehias, 
&re  to  a  noticeable  extent  situated  at  the  remotest  sources  of  the 
streams.     They  accordingly  exert  their  equalizing  effect  upon  the 

*  Storage  reported  by  Messrs.  P.  B.  J.  and  V.L.  Talbot  and  N.  W.  Foster. 

t  Blanks,  not  reported. 

t  Storage  reported  by  J.  K.  Ames,  **J. 
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streams  in  their  whole  length,  and  upon  improvement  as  reser- 
voirs will  add  to  their  manufacturing  capacities  in  their  whole 
length.  As  thus  situated  they  are  of  course  not  so  valuable  as 
local  reservoirs  to  the  powers  on  the  lower  sections  of  the  rivers, 
but  are  of  more  value  to  the  rivers  as  a  whole,  or  will  be  when 
put  to  use  for  storage  basins  for  manufacturing  purposes.  The 
lakes  are  now  mostly  dammed,  but  the  water  is  used  for  only  log- 
driving  purposes.  The  lakes  at  the  source  of  the  West  Machias 
have  but  short  tributaries  and  therefore  fill  up  slowly  and  cannot 
be  counted  upon  for  especially  large  amounts  of  reserve  water. 

The  West  Machias  is  closed  to  navigation  by  ice  for  four  and  a 
half  months,  yearly,  from  December  1st  to  April  15th  on  the 
average. 


CHAPTER  XXIII. 

THE  NARRAGUAGUS,  PLEASANT,  TUNK,  ETC. 

Section  1. — Basin. 

The  drainage  district  of  the  Narraguagus,  Pleasant, 
etc.,  is  located  next  west  of  the  Machias  system,  and 
at  the  head  of  several  great  bays,  Mason's,  Pleasant,  Dyer's, 
Gouldsboro',  etc.  It  is  40  miles  long,  27  broad,  and  its  area  is 
550  square  miles.  The  Narraguagus  drains  about  215  square 
miles,  the  Pleasant  about  110  square  miles,  the  Tunk  about  60,  and 
the  Chandler's  about  50  square  miles. 

Granite  prevails  along  the  coast  and  throughout  the  ^^liS? 


western  portion  of  the  district,  with  mica  schist  in  the 
valley  of  the  Pleasant  river.  Surface,  level  to  undulating,  with 
scattered  low  mountains.  Surface  materials,  clay  loam  very 
abundant,  except  on  the  "  plains,"  which  are  gravelly  at  the  sur- 
face, though  underlaid  with  clay.  "  One-half  of  the  territory  is 
covered  with  heavy  timber  forests ;  large  areas  are  occupied  with 
*  plains '  or  '  barrens ; '  considerable  portions  are  burnt  lands  bear- 
ing now  a  growth  of  small  birches.  The  proportion  of  cultivated 
land  is  very  small."* 

In  cubic  feet,  about  53,000,000,000. 

*  J.  A.  MllBkeo,  feq.,  Cberryfleld. 
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Section  2. — Rivers. 

The  number  of  streams  in  the  district,  represented  on  the  State 
map,  is  131.  The  annual  discharge  from  the  basin  is  estimated  at . 
21,200,000,000  cubic  feet.  A  considerable  portion  passes  to  the 
sea  by  various  small  streams  which  empty  directly  into  the  tide, 
and  with  their  tributary  country  expand  the  district  widely  on 
the  coast,  as  represented  on  the  map. 

The  Nftrragua-  The  largest  river  is  the  Narraguagus,  which  is  fifty 
^  miles  long.     This  river  ranges  from  low  to  high  water, 

six  feet  at  Cherryfield,  four  feet  at  Deblois.  It  is  220  feet  wide  at 
and  below  Cherryfield.  It  is  closed  to  navigation  from  about 
December  15  to  March  25;  above  the  falls,  from  three  to  five 
weeks  longer.  The  Pleasant  is  38  miles  long,  the  Tunk  17,  not 
including  local  windings. 

Whole  number,  38 ;  combined  area,  estimated  from 
the  map,  25  square  miles.     This  gives  one  square  mile 
of  lake  to  each  22  square  miles  of  basin. 

PRINCIPAL  RESERVOIRS  OF  THE  NARRAGUAGUS,  PLEASANT,  TTJNK,  ETC. 


Lakes. 


Name. 


Sehoodiao  pond, 

Narraguagus  pond, 

Spruce  Mountain  pond,  . 

Chalk  pond, 

Baker  brook  flowage, . . . 

Third  pond 

Eagle    ••      

Deer      "      

Spring  ran  pond, 

Nine  ponds, 


Connected 
with 


Narraguagus 

do 

[river. 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

Approximate 

area  in  square 

miles. 


0.66 
1.00 
1.36 
0.86 
1.00 
0.60 
1.60 
0.60 
1.00 


7.86 


Present 

storage  in 

feet. 


Additional 

storage  feasible 

in  feet. 


Name. 

Connected 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Round  pond*  .... . . . . .... 

Tunk  river, 
do           do 
do           do 
do           do 
do           do 
do           do 

0.80 
3.00 
0.26 
160 
0.36 
0.30 

• 
11 

13 

9 

• 

Great  Tunk  pond 

Little  Tunk     "     

Long               "     

Rooky             "     

Downing         "     

Several  feet. 
Several  feet. 

Six  ponds, 

.. 

4.70 

_ 

_ 

*  Blanks,  not  reported. 
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PRINCIPAL  BRSBEVOIBS  OF  THB  NARRAGUAQU8,  PLEASANT,  TUNK,  ETC. 


Name. 

Connected      Approximate 
with         •  area  in  square 
miles. 

Present 
storage  in 
feet.   . 

Additional 

storage  feasible 

in  feet. 

Donneil's  pond, 

Donneil's  etre'm 
do           do 

do           do 

do           do 

do           do 

do          do 
do           do 

1.60 
0.26 

0.26 

0.44 

0.S6 

0.20 
0.46 

11 
4 

0 
10 

6 
10 

• 

Pox                  "      

Otter  Bog  pond,  with  flow- 

HP. 

Alder   Brook   pond,   with 

Upper  BhiUaiah  pond,  with 

floWMO, 

3 
6 

4 

Lower  BhiUaiah  pond,  with 
flowage, « 

5 

Sullivan,  2  ponds, 

Sight  ponds, 

- 

S.46 

„ 

« 

Name. 

Oonneeted 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Chandler's  pond, . . . . . .... 

Chandler's  river 
Pleasant  river, 
do           do 
Jones  stream, 
Flanders  river, 
Prospeot  river, 

0.76 
2.00 
0.60 
100 
1.00 
0.36 

Dam. 
Dam. 

e 

e 

Pleasant       "     ......... 

Southwest     "     

Jones             •'     

Flanders       '*     

— 

Forbes           '•     

Six  ponds, 

_ 

6.60 

- 

_ 

The  above  29  ponds  have  a  combined  surface  of  21.60  square 
miles,  as  estimated  from  the  map.  The  areas,  as  reported/  are 
considerably  larger. 


CHAPTER    XXIV. 

THE  UNION. 


Section  1. — Basin. 

Almost  entirely  within  the  limits  of  Hancock  county, 
and  at  the  head  of  Bluehill,  Frenchman's,  and  other  bays. 

Long  and  narrow,  and  contrary  to  the  general  law,  Vom 
diminishing  in  breadth  at  its  head.     It  is  to  the  last 
degree  diversified  on  its  ocean  border  with  peninsular  outreaches, 
bays  and  islands ;  so  that  the  territory  actually  tributary  to  the 

*  Blanks,  not  reported. 
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river  above  its  embouchure  into  Bluehill  bay,  is  not  much  over 
two-thirds  of  the  whole  drainage  country  betwixt  the  head  of  the 
basin  and  its  outside  limit  on  the  epen  main. 
Dimension*.  Greatest  length,  from  the  head  to  the  outfall  of  the 

river,  43  miles ;  to  the  open  sea,  70  miles ;  breadth 
about  20  miles;  square  dimensions,  of  the  area  tributary  to 
the  main  river  above  the  Ellsworth  falls,  about  500  square 
miles ;  of  the  area  below  the  falls  and  including  the  outlying 
islands,  as  represented  on  the  maps,  250  square  miles ;  total,  750 
square  miles. 

HovatioQ  ^  **e  country  in  the  north  part  of  the  basin  is  elevated 

from  225  to  250  feet.     The  lowest  part  of  the  water- 
shed ridge  east  of  that  point  toward  the  Penobscot,  is  257  feet,  as 
determined  by  the  surveys  for  the  European  and  North  American 
Railway. 
aorta*  The  district  is  bounded  by  a  chain  of  bald  granite 

c°ndUtoM"  mountains,  which  extends  in  the  form  of  a  horseshoe 
from  Bluehill  to  Oouldsboro',  Mt.  Desert  occupying  the  position 
of  the  frog,  and  in  like  manner  towering  in  lofty  granitic  eleva- 
tions. Accordingly,  the  interior  of  the  basin  is  a  strongly  defined 
valley,  of  a  rolling  surface,  encompassed  on  nearly  all  sides  by 
rugged  highlands.  The  scenery  of  the  region,  in  particular  of  the 
coast,  is  unusually  varied  and  grand. 

Qeoiogi«u  and        The  valley  above  mentioned  is  underlaid  with  mica 
tiona.  schist ;  exterior  to  this  upon  all  sides,  as  above  stated, 

granite  is  found,  occupying  four-fifths  of  the  whole  area.  The 
larger  proportion  of  the  lakes  lie  in  the  granite  district.  The  sur- 
face forms  have  already  been  remarked.  "  Out  of  the  500  square 
miles  lying  above  the  lowest  falls,  at  Ellsworth,  probably  four- 
fifths  are  forest-covered." 
Rainfall.  Estimated  at  72,450,000,000  cubic  feet. 

Section  2. — River. 

Course  and  The  direction  of  the  river  is  slightly  west  of  south. 

Its  tributaries  are  short.     With  the  exception  of  the 

Fresumpscot,  it  exhibits  less  of  divarication  and  embranchment  than 

any  other  stream  in  the  State  of  equal  size  and  importance,  it  being 

laterally  restricted   by  the  highland  ranges  above  referred  to. 

Total  number  of  streams  represented  on  the  State  map,  on  both 

the  basin  proper  and  the  islands,  137,  most  of  them  quite  small. 

Length  and         The  river  is  fifty-two  miles  long  to  the  bay  or  estuary 

volume-         «nto  which  its  waters  are  discharged.    Its  annual  de- 
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livery  is  estimated  at  19,500,000,000  cubic  feet,  that  for  the  entire 
district  being  28,980,000,000  cubic  feet. 

Not  excessive  even  in  the  state  of  nature,  owing  to  variation*  or 
the  influence  of  the  lakes,  and  capable  upon  reservoir  T<du,ae- 
improvement  of  being  made  comparatively  small.    In  an  ordinary 
summer  season  —  cubic  feet  per  minute,  for  the  ordinary  working 
hours  of  the  day,  are  estimated  to  be  passed  over  the  dams  at  Ells- 
worth.   The  total  range  of  water  on  the  same  dams  is  seven  feet. 

The  height  of  the  lake  in  the  north  part  of  this  basin 
is  about  205  feet  above  sea  level,  the  descent  from 
which  to  the  mouth  of  the  river  would  be  at  the  mean  rate  of  four 
feet  to  the  mile,  or  2'. 6  circular  measurement. 

The  Union  river  is  furnished  with  natural  reservoirs 
of  remarkable  extent  and  number,  the  total  count  of 
which  upon  the  proper  basin  of  the  river  and  upon  the  outlying 
islands,  is  61,  on  the  basin  proper,  43,  or  11  above  the  proportion 
due  to  its  size.  The  combined  area  of  the  lakes  and  ponds,  small 
and  great,  in  the  basin  proper,  as  inferred  from  the  map,  is  sixty 
square  miles,  or  one  square  mile  to  each  eight  square  miles  of 
tributary  country. 

PRINCIPAL  RE8BRVOIBS  OF  THB  UNION. 


Likes. 


Name. 


Approximate 
area  Id  square 
mile*. 


Branch  pond, 

Rooky  pond,  in  Orland, 

Reed's    "    

Beeoh  Hill  pond, 

Mountain      "    , 

HatOase       "    , 

Molasses        "    

Boammon,     "    , 

Abram's        "    

Webb's  "    

Spectacle       "    

Booky  «     

Rocky  "    in  No.  22, 

2  Lead  Mountain  ponds,  upper  and  lower, 

Brandy  pond , 

Great       ••     

Long        •*     , 

Alligator  •«     

Morrison's  pond, 

Middle  Branch  pond,  upper, 3 

"  "         "      lower, I 

Blood's  pond, , 

Springy  "     

Hopkins'  pond, 

George's      "    


Twenty-fix  ponds,  . 


3.75 
0.S5 
4.26 
1.85 
1.25 
0.50 
2.25 
1.00 
0.80 
1.76 
2.10 
0.40 
1.16 
2.00 
1.60 
1.50 
1.00 
1.80 
0.35 

1.25 

1.00 

.60 

1.75 

090 


34  85 


Present 

storage  in 

feet.* 


10 

10 

6 

6 

6 

"  10 

10 

10 

8 

10 

6  and  8 
6 
18 
8 
6 
8 
6 
6 
9 
9 
No  dam. 


Additional 

feasible 
in  feet.* 


10 
10 
14 
14 
14 


3  and  4 

~10 
5 
5 

5 
6 
6 
6 
6 


*  Storage  reported  by  Xugene  Hale  and  Beth  Tisdale,  bqs. 
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The  mean  head  now  commanded  upon  the  22  of  the  above  reser- 
voirs whose  storage  is  reported,  is  7.T  feet.  An  additional  head 
of  T.6  feet  can  be  raised,  as  is  estimated,  upon  19  of  the  number, 
including  nearly  all  the  larger. 

If  we  assume  an  average  depth  of  only  six  feet  upon  33  square 
miles — a  head  of  over  15  feet  being  capable  of  reserve  upon  over 
30  square  miles,  so  far  as  regards  the  holding  capacity  of  the  lakes, 
the  storage,  amounting  to  5,520,000,000  cubic  feet,  would  yield 
for  the  working  hours  of  the  year,  upon  the  Ellsworth  falls  alone, 
their  height  being  assumed  at  100  feet,  a  gross  power  of  5,600 
horse,  or  224,000  spindles.  The  amount  of  storage  specified  (six 
feet)  it  is  judged  can  be  secured  from  the  surplus  of  the  snow-melt- 
ings and  fall  rains,  without  impairing  the  working  power  of  the 
stream  during  the  process  of  accumulation.  To  the  above  would 
require  to  be  added  the  natural  low-run  of  the  river  to  arrive  at  the 
aggregate  of  its  constant  manufacturing  power  at  the  point  speci- 
fied. 

The  following  ponds  are  located  in  the  district,  below  the  outfall 
of  the  Union  river,  and  are,  or  may  become,  sources  of  valuable 
local  power : 

RESERVOIRS  TRIBUTARY  TO  THE  TIDE  WATERS  OF  UNION  RIVER. 


Name. 

Connected 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Patten's  pond, 

Patten'i  brook, 

do           do 
Flood's  stream, 
Four  Ponds 

[stream, 

netting's      " 

Gt.  pond      " 
Seal  Cove    " 

4.00 
1.10 
0.26 
1.00 
1.60 
0.76 
0.76 

3.60 
0.76 

Dam. 

Dams. 
Dam. 

Patten's  npner  pond, 

Flood*!  pond, 

- 

The  •«  Four  Ponds,* 

«  Belt  Pond," 

Several  fleet. 

Eagle     '*      

_ 

Dening*!  pond,  ...... .... 

Great  pond,  and   the  two 
connected, 

Seal  Core  pond, 

_ 

Twelve  pond*, 

- 

13.66 

- 

- 

The  river,  below  the  falls  at  Ellsworth,  is  closed  to  navigation 
four  months  yearly. 
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CHAPTER   XXV. 

THE  ST.  GEORGE,  SHEEPSCOT,  MEDOMAC,  ETC. 

Section  1. — Basin. 

Under  the  above  title  is  massed  together  the  entire  locmcd. 
district  lying  between  and  separating  the  southern  points  of  the 
Kennebec  and  Penobscot  basins. 

From  its  interior  limit  to  the  ocean,  a  length  of  50  Dimsariou. 
miles ;  breadth,  30  miles ;  area,  including  the  various  peninsulas 
and  outreaching  headlands,  about  800  square  miles. 

Estimated  at  78,000,000,000  cubic  feet. 


Section  2. — Rivers. 

First,  the  St.  George,  which  is  35  miles  long  from  Tt»st  Gouge, 
source  to  mouth,  or  50  miles  to  the  open  main,  and 
drains  about  210  square  miles  above  the  lowest  falls.  Secondly, 
the  Sheepscot,  which  is  37  miles  from  source  to  mouth,  or  58  miles 
to  the  sea,  and  drains  about  190  square  miles  above  the  lowest 
falls.  Thirdly,  the  Medomac,  21  miles  long,  or  37  to  the  sea, 
draining  about  62  square  miles  above  the  lowest  falls.  The  Dam- 
ariscotta  river  drains  about  43  square  miles  above  the  lowest  falls, 
and  is  of  unusual  importance  as  a  manufacturing  stream  on  ac- 
count of  the  size  of  its  natural  reservoir,  the  pond  of  the  same 
name.  Dyer's  river  drains  about  38  square  miles  above  its  outfall. 
Total  number  of  streams  represented  upon  the  State  map,  173. 

The  estimated  yearly  discharge  of  all  the  streams  is  VotaB-# 
81,200,000,000  cubic  feet.  A  less  than  usual  propor- 
tion of  this  is  available  for  power,  so  much  of  it  passing  directly 
from  peninsulas  and  islands  into  the  tide,  without  being  massed  in 
streams  of  economical  size.  The  Sheepscot  discharges  about 
7,410,000,000  cubic  feet  from  the  portion  of  its  basin  above  the 
lowest  falls;  the  St.  George  about  8,190,000,000  cubic  feet;  the 
Medomac  2,418,000,000,  and  the  Damariscotta  about  1,677,000,000 
cubic  feet. 

The  whole  number  of  lakes  in  the  district,  repre-  j^^ 
sented  on  the  State  map,  is  72,  38  being  the  number 
due  to  its  size.    Th6  greater  number  are  small.     Nearly  all  are 
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sources  of  valuable  local  power,  and  in  the  aggregate  will  hold  in 
reserve  a  vast  amount  of  water.  The  combined  area  of  all  the 
lakes  and  ponds  is  50  square  miles,  one  mile  to  each  16  square 
miles  of  basin.    The  lakes  average  0.7  of  a  mile  in  area. 

Damariscotta  pond,  assumed  from  the  maps  at  10  square  miles, 
if  covered  with  storage  to  the  depth  of  four  feet  would  yield  for 
312  days  per  annum,  10  hours  per  day,  a  gross  power  of  572  horse, 
22,880  spindles,  at  "  Damariscotta  falls."  This  would  of  course 
be  increased  by  the  amount  of  the  natural  low-run  of  the  stream. 
The  actual  rise  upon  the  pond  in  the  spring  and  fall  k  from  four  to 
six  feet,  which  might  be  reserved  for  power  purposes.  The  mill 
owners  let  the  water  off  to  avoid  paying  damages,  the  present  use 
of  the  power  not  justifying  the  expense  of  flowage. 

PRINCIPAL  RESERVOIRS  OF  THE  ST.  GEORGE,  SHREP800T,  MEDOMAO,  EEC. 


Name. 

Connected 
with. 

Approximate 

area  in  square 

miles 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

South  pond, 

St.  George  rir., 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 
do           do 

1.16 
0.50 
1.10 
1.06 
0.36 
0.30 
1.16 
200 
0.30 
2.00 
0.76 
2.00 
0.60 
0.25 
0.75 
0.40 

Dam. 

6 
Dam. 
Dam, 

4 
8 
4 
0 
6 

North    "     

Seven  Tree  pond, 

Several  feet. 

Crawford's      "    

Several  feet. 

Round           "    

Several  feet. 

Western         *«    

Senebeo          "    

Several  feet. 

Quantabaoook  pond, ...... 

True's  pond, 

St.  Georges  pond, 

Stevens'         "      

The  "  Lake,"  • 

Oan  have  high 
-[dam. 

2 

Lermond  pond, 

0 

Hobbs        "    

2 

Southern  Hobbs  pond, 

fishpond, 

2 
1 

Sixteen  ponds, 

- 

14.36 

- 

- 

Connected 

Approximate 

Present 

Additional 

Name. 

with 

area  in  square 
miles. 

storage  in 
feet.f 

storage  feasible 
in  feet.f 

Hedomao  pond, 

Medomao  river, 

0.76 

t 

X 

Little  Medomao  pond,  .... 
Washington  pond, 

do           do 

0.25 

do           do 

1.25 

- 

- 

Clark's            •*     

do        [river, 

0.50 

- 

10 

Damariscotta  *'     

Damarisootta 

10.00 

6 

- 

Museongut      "     

Museongua  st'm 
Pemaquid  river, 

0.60 

Dam. 

Several  feet. 

Biscay             "     

1.00 

-      C 

Oan  be  raised  3 

Pemaquid        "     

do           do 

2.00 

-      < 

feet,  and  outlet 

Duok               "     

<    do           do 

0.30 

-      1 

lowered  3  feet. 

*  Storage  and  arcet  of 
f  Storage  reported  by ; 
%  Blanks,  not  reported. 


in  Hope  reported  by  Isaac  Hobbs  of  Hope. 
P.  Carleton,  John  Bodge,  Br.  O'Brien,  and  others. 
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Connected 

Approximate 

Present          Additional 

Name. 

with 

Area  in  square 

storage  in    'storage  feasible 

miles. 

feet.*       ;       in  feet  • 

Dyer's  Long    "     

Dyer's             •«     

Dyer*!  river, 
do           do 

1.20 
0.20 

6     4,  with  flowage, 
t    !                  7 

Pleasant         "     

Sheepsoot  river, 

1.10 

I             4to6 

Trarel             "     

do           do 

0.60 

i                    « 

Patricktown    "     

do           do 

1.00 

Outlet  can  be 
I    lowered  10  ft. 

James*            "     

do           do 

0.30 

BereTalfeet.  Ootlet  lowered 
|    several  feet. 

ShoepMot  Great  pond,  .... 

do           do 

1.50 

Dam.         6,  by  higher 

dams  and  tow- 
1    ering  outlet. 

Sixteen  ponds, 

- 

22.45 

The  above  32  principal  lakes  and  ponds  have  a  surface  of  36.80 
square  miles. 


CHAPTER    XXVI. 

THE  PRESUMPSCOT.J 


Location. 


Form. 


Dimensions. 


Elevation. 


Section  1. — Basin, 

Betwixt  the  Saco  and  the  southern  part  of  the 
Androscoggin  basin. 

Highly  elongated,  and  like  the  Union  district,  dimin- 
ishing in  breadth  at  the  head. 

Greatest  length,  52  miles;    greatest   breadth, 
18  miles ;  area  about  520  square  miles. 

The  streams  setting  from  the  immediate  vicinity  of 
the  northern  part  of  this  basin,  north  toward  the 
Androscoggin  at  Bethel,  and  east  into  Greenwood,  have  at  their 
points  of  discharge,  a  height  of  about*  600  and  700  feet,  respec- 
tively, above  tide.  Accordingly  the  upper  portion  of  the  basin 
must  be  inferred  to  have  a  mean  elevation  at  least  from  800  to  900 
feet  above  sea  level.  Songo  pond,  occupying  of  course  one  of  the 
lowest  points,  is  two  feet  higher  than  the  Androscoggin  river  near 
the  mouth  of  Pleasant  river  (as  shown  by  surveys  for  a  canal)  or 
about  630  feet.     Sebago  lake,  midway  the  basin,  has  usually  been 

*  Storage  reported  by  H.  P.  Carleton,  John  Bodge,  Dr.  O'Brien,  and  others. 
•  t  Blanks,  not  reported. 

JTne  Royal  and  Nonesneh  districts  are  notised  at  the  end  of  this  chapter,  they  being  massed  with 
the  Presnmpsoot  on  the  map. 
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estimated  280  feet  abore  tide,  but  has  been  found  by  J.  P.  Ander- 
son, C.  E.,  to  be  but  24T  feet  above  high  water  at  Portland.  So 
that  as  a  whole  the  district  is  considerably  elevated,  and  the  fall  of 
its  surplus  waters  correspondency  large. 

The  table  annexed  gives  all  the  specific  facts  that  have  come  to 
hand: 


LocALimt. 

Feet. 

1                  Localities. 

Feet. 

Cumberland  station,  * 

64 

32 

220 

Qorham  and  Buxton  boundary,. 
1    Buxton  Centre, 

192 

Falmouth           ••      

175 

Gorham             ■•      

Height*  on  a  railroad  route  to  Lake 
Champlain.     [State  Does.] 

Feet. 

i 

I  Heights  on  a  Trial  Seotion  of  the 

i                same  railroad. 

Feet. 

Near  northwest  end  Canada  bill, 
Windham, .  ............  r ...  r 

192 
175 
300 
426 
522 
435 

668 
630 

Pond  north  of  the  Tillage  of 
Seooarappa, 

70 

Crossing  of  Pleasant  rirer, 

Turtle  pond,  Windham, 

Parker  pond, 

Mouth  of  Ink-Horn  brook,. . . . 
ColerighfB  brook, 

73 

74 

Horaeoeef  falls, 

101 

Saturday  pond,  Otisfleld, 

Pieroe's  mill  pond, 

Opposite  Great  falls,  Pleasant 
river, • 

121 

Divide  of  Presnmpsoot  and  An- 
droscoggin,  

Boody*s  tavern,  Windham, 

297 

Songo  pond,  about, . .  .* 

Geological  and  From  the  sea  to  Sebago  lake  the  basin  is  underlaid 
tions.  "  chiefly  with  mica  schist,  the  river  itself  however  for 
nearly  half  the  distance  flowing  in  a  narrow  belt  of  gneiss. 
Around  and  above  Sebago  lake  granite  prevails  exclusively.  Ex- 
cellent building  stone  abundant  in  nearly  all  parts.  The  southern 
portion  of  the  basin  is  undulating  and  moderately  hilly,  the 
northern  rugged  and  mountainous.  Surface  materials  predominat- 
ing, as  shown  by  returns,  sandy  and  gravelly.  The  southern  part 
is  pretty  thoroughly  cleared  of  forests ;  the  northern  is  still  quite 
heavily  wooded. 

The  annual  receipt  of  moisture  is  estimated  in  cubic 
feet  61,000,000,000. 

Section  2. — River. 

Coum.  Very  nearly  southeast,  and,  regarded  as  continued 

in  Crooked  river,  remarkably  direct,  or  free  from  ex- 
tensive windings,  from  its  source  to  its  mouth,  so  that  its  drainage 
area  is,  as  before  noticed,  very  long  in  proportion  to  its  breadth. 
But  the  main  stream  above  Sebago  lake  is  to  a  most  extraordinary 
degree  diversified  with  local  and  minute  sinuosities,  which  parallel 
fully  the  eccentricities  of  course  of  the  celebrated  river  of  the 
east,  Meander. 


Rainfall. 
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Important  only  as  connecting  the  river  and  several  of 
its  reservoirs,  and  as  furnishing  the  sites  of  many  small 
water-powers. 

The  Presumpscot  proper,  from  Sebago  lake  to  the  Length, 
tide,  by  the  course  of  the  river,  is  about  22  miles  long.     Orooked 
river  is  estimated  to  be  42  miles  long. 

Estimated  discharge  of  the  river  for  the  year,  20,400,-  volume. 
000,000  cubic  feet. 

These  are,  and  even  in  the  state  of  nature  would  be,  v«riaUoatof 
comparatively  small  upon  the  Presumpscot  proper,  TOluIDe- 
owing  to  the  great  extent  and  compensating  influence  of  the  grand 
reservoir  at  its  head.  The  natural  uniformity  of  the  stream  is 
assisted  by  the  artificial  control  of  the  delivery  of  the  lake,  so  that 
for  the  practical  purposes  of  extensive  manufacturing  it  is  constant 
throughout  the  year.  The  volume  employed  at  Cumberland  Mills, 
estimated  from  the  statement  of  the  Superintendent,  George  W. 
Hammond,  Esq.,  is  about  50,000  cubic  feet  per  minute.  This  run 
continued  throughout  the  working  days  of  the  yefcr,  for  ten  hours 
a  day,  would  carry  off  about  9.5  billion  cubic  feet.  The  range  from 
lowest  to  highest  water  is  found  to  be,  on  the  several  dams  in 
Westbrook,  from  four  to  five  feet ;  at  the  Outlet  dam,  four  to  five 
feet. 

The  descent  of  the  river  from  the  lake  to  the  tide,  siope. 
247  feet  in  22  miles,  is  at  the  mean  rate  of  11.2  feet  per  mile,  or  T.3 
circular  measurement. 

Total  number  in  the  system,  45,  or  IT  above  the  Lakes, 
proportion   due  to  the  size  of  the  basin.     Combined  area,   97 
square  miles.    There  is  one  square  mile  of  lake  surface  to  each 
5.3  square  mile  of  basin.     The  lakes  average  2.1  square  miles  in 
surface. 

PRINCIPAL  RBSKRVOIBS  OF  THB  PRBSUMPSOOT. 


Na 


Approximate 
area  in  square 
miles. 


Present 

storage  in 

feet. 


T 


Additional 
feasible 
n  feet. 


Sebago  lake, 

Triekey  pond, 

Peabody    "     

Brandy     "     

Long         ««     

Pleasant   "     

Panther's  "     

Rattlesnake,  2  ponds,. 
Little  Sebago  pond, . . . 


50.00 
0.76 
160 
1.26 

12.00 
2.26 
2.75 
2.75 
5.00 


Bam. 


SoTeral  feet* 
High  dam  feasi- 


►  Hanks,  not  reported. 
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Name. 


Approximate 
area  in  square 
miles. 


Present 

storage  in 

feet. 


Additional 

storage  feasibl 

in  feet. 


Cratebed       pond, 

Adams'  "    

Holt's  •«    

Stearns  "    

Anonymous      "    

Woods  "    

Thomas  "    

Long  pond,  Watorford,. 

Bear     "       

Moose  "       

Bongo    "       

Stone,  2  ponds, 


3.75 
0.30 
0.S0 
1.00 
0.75 
1.60 
116 
3.00 
0.75 
0  75 
086 
1.10 


Dam. 
Dam. 


2 

# 
4 

Outlet  oan  be 
[lowered  3  ft 


Twenty-three  ponds,. 


90.45 


Ssbagolake. 


There  is  a  dam  eight  feet  high  at  the  outlet  of  Se- 
bago  lake,  by  which  a  head  of  four  feet  is  now  com- 
manded over  the  whole  surface.  It  can  be  raised  four  feet  more, 
as  I  am  informed  by  Mr.  Hammond,  without  incurring  more  than 
very  trifling  damage  for  flowage.  A  head  of  six  feet,  giving  a 
volume  of  8,363,520,000  cubic  feet,  would  supply  44,600  cubic 
feet  per  minute  for  the  ordinary  working  hours  of  the  year.  This 
(the  storage  alone  be  it  observed)  would  yield  on  a  fall  of  20  feet, 
as  at  Cumberland  mills,  a  gross  power  of  1,688  horse,  for  the  time 
specified.  It  would  yield  in  its  fall  of  247  feet  to  the  tide,  a  gross 
power  of  20,846  horse,  833,840  spindles,  throughout  the  year.  To 
this  requires  to  be  added  the  power  due  to  the  natural  low-run 
volume  of  the  river,  to  arrive  at  the  constant  aggregate  of  its 
manufacturing  power  from  Sebago  lake  to  the  sea. 

W.  H.  Jackson,  Esq.,  President  of  the  Oriental  Powder  Com- 
pany, writes  as  follows  in  regard  to  the  volume  of  water  that  can 
be  had  from  the  tributary  country :  "I  have  run  water  at  Wes- 
cott's  falls,  where  the  lake  waters  enter  the  river,  for  32  days, 
through  four  gates  four  feet  square  each,  and  one  six  feet  square, 
under  a  ten-foot  head,  with  a  flow  four  feet  deep  over  the  dam 
eighty  feet  long,  and  even  then  have  not  succeeded  in  preventing 
the  water  from  rising  six  to  nine  inches  above  the  four  feet  head 
on  the  dam,  which  is  all  the  dam  will  now  safely  carry."  These 
figures  indicate  an  enormous  waste  of  water,  much  the  greater 
part  of  which,  with  a  suitable  dam,  can  be  reserved  for  manufac- 
turing use. 


*  Blanks,  not  reported. 
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The  water  of  Sebago  lake  is  shown  by  analysis  to  approach  as 
near  to  absolute  purity  as  any  mass  of  water  of  large  volume  in  the 
world,  so  far  as  known.  It  is  therefore  particularly  adapted  to 
use  in  chemical  and  bleaching  works. 

Of  the  20  to  30  thousand  horse-powers  available  upon  this  river, 
unsurpassed  in  all  respects,  but  a  small  proportion  is  yet  in  use. 
The  absolute  immunity  of  the  power  from  dearth  or  freshet,  the 
superiority  of  the  natural  sites  for  improvement,  the  proximity  to 
market,  conspire  to  give  this  river  unusual  attractions  to  the  man- 
ufacturer. 

The  Royal  and  Nonesuch. 
This  is  situated  between  the  southern  points  of  the  Drainage  di»- 

triot  of  the 

Fresumpscot  and  Androscoggin  basins,  and  is  named  fcojai. 

for  its  chief  river.    It  is  about  21  miles  long,  12  broad,  and  170 

square  miles  in  area.    Its  elevation  is  small. 


LOCALOTW. 

Ret. 

LooALmw. 

Feet. 

New  Gloucester  station,, 

100 

190 

96 

Yarmouth  Junction, 

Summit  Yarmouth  and  Cumber- 
land, on  Grand  Trunk  R.  B. . 

75 

Pownal                  "       

North  Yarmouth    "       

113 

Its  surface  is  moderately  undulating  to  hilly.  Surface  materials 
chiefly  loam  and  clay.  Somewhat  over  one-fourth  of  the  surface 
wooded.  Gneiss  occupies  the  southern  part  of  the  basin,  mica 
schist  the  northern  three-fourths.  Royal,  the  principal  stream, 
length  28  miles,  including  the  chief  windings.  Total  number  of 
streams  represented  on  the  map,  88.  Six  small  ponds.  Range 
from  lowest  to  highest  water,  six  feet  at  Yarmouth.  Annual  rain- 
fall, about  16,500,000,000  cubic  feet,  of  which  about  6,600,000,000 
are  discharged  by  the  rivers.  Large  artificial  reservoirs  about  the 
head  of  the  main  river,  are  about  to  be  constructed. 

Situated  south  of  the  Presumpscot  basin,  covering  Drainage  di»- 
the  tract  between  the  southern  point  of  the  Saco  basin  Nonesuch, 
and  Casco  bay.    Area,  about  125  square  miles.    Two  small  ponds 
represented  on  the  State  map.     Principal  streams,  Nonesuch  and 
Stroudwater.     Estimated    discharge,    4,800,000,000    cubic    feet. 
Portland  lies  in  this  district. 


10 


146 


WATER  POWER  07  JffAINX. 


{EamIL 


CHAPTER   XXVII. 

THE  MOUSAM,  ETC. 


Location  and 

litfiwrnrfnTMI. 


Section  1.-~*Risot. 
The  drainage  district  of  the  Moueam  and  its  asso- 
ciated streams,  is  located  in  the  southwest  part  of  the 
State,  between  the  lower  sections  Of  the  Saco  and  Piscataqoa 
basins.  Its  greatest  length  is  42  ailes;  breath,  27  miles  4  area, 
260  square  miles ;  the  Monsam  drains  about  120  square  miles,  and 
the  Kennebunk  about  -60  square  miles. 

Moderate,  as  shown  by  the  following  figures ;  these 
are,  however,  below  the  mean  for  the  surrounding  dis- 
tricts, as  they  express  the  heights  of  water  surface©  and  points 
upon  railroads : 


Elevation. 


Localities. 

Peet. 

LooAunst. 

Eaet. 

122 

264 
223 

Alfred  ntatioa, 

264 

Wells              ••      

Mousatn  river  at  railroad  oroes- 
fag in  Saofbtd,. ....  ....  .... 

Smith  Waterfall)'  rtstioa, 

31a 

Shaker  pond, . . . 

About  the  lerel  of  Bpringvale, . 

263 

eedogtoai  and        Granite  is  almost  the  exclusive  rock.    It  is  quarried 
ttom.  at  Eenneikrank:  extensively  and  of  most  superior  quality. 

The  general  surface  of  the  basin  is  level  and  moderately  undulating. 
Surface  materials  are  gravel,  sand  and  sandy  loam,  with  clay 
locally.  Forests  have  been  removed  from  over  two-thirds  of  the. 
whole  area. 

Bainfcll  In  cubic  feet,  for  the  'whole  diBtrict,  about  25,600,- 

000,000. 

Section  2.« — -Rivers. 
Total  number  of  streams  in  the  district,  represented  on  the  State 
map,  28  ;  the  estimated  yearly  discharge  of  which  is  10,000,000,000 
cubic  feet. 

TfaeMooum.         ^ne  l°ngost  river  is  the  11  ousam,  which  is  about  25 

miles  long,  and  has  an  estimated  yearly  discharge  of 

4,680,000,900  cubic    feet.     The    statement   for   Eennebunk,  in 

Part  III.  of  the  Report,  indicates  a  volume  of  over  13,000  cubic 
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feet  per  minute,  at  low  ran.    This  continued  11  hours  per  day, 
312  days  per  year,  would  carry  off  2,800,000,000  cubic  feet. 

Whole  number,  14 ;  bombined  area,  estimated  from  Ukm 
the  county  map,  about  10  square  miles ;  one  square 
mile  to  each  26  square  miles  of  basin.    The  lakes  average  0.71  of 
a  square  mile  each  in  surface. 

In  consequence  of  the  comparatively  level  character  of  the  basin 
and  the  general  improvement  of  the  lakes  and  ponds  for  reservoirs 
the  streams  are  very  constant. 

PRINCIPAL  RESERVOIRS  07  THE  M0U8AM  AND  KENNEBUNK. 


Counseled 

Approximate 

Present 

Additional 

Name. 

with 

area  in  square 

storage  in 

storage  feasible 

miles. 

feet. 

in  feet. 

Kennebnnk  pond, 

Eennebank  riv. 

0.85 

4 

e 

Swan              "     

do           do 

0.75 

• 

. 

Shaker's          "     

Mousam  river, 

0.40 

2 

_. 

Bnngannt       "     

do           do 

0.50 

Several  feet. 

- 

Moosam          "     

do           do 

216 

Several  feet. 

- 

Square            "     

do           do 

1.00 

_ 

-. 

1MB                    «      

do           do 

0.20 

- 

- 

Seven  ponds 

- 

6.45 

- 

_ 

Power  on  the  Lower  Section  of  the  Mousam. 

If  a  mean  volume  of  10,000  cubic  feet  per  minute  for  the  ordi- 
nary working  hours,  can  be  counted  upon,  on  the  Mousam  river, 
from  about  Springvale  to  the  tide,  the  power  due  to  the  descent  of 
262  feet  is  4,978  horse-power,  gross,  or  199,120  spindles.  In  the 
report  for  Sanford,  Part  III.,  it  is  estimated  10,000  spindles  can  be 
operated  on  a  14-foot  fall,  throughout  the  year.  A  small  part  of 
the  power  is  in  use. 

*  Blanks,  not  reported. 
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CHAPTER   XXVIII. 

THE  PISCATAQUA. 


Dimensions. 


Section  1. — Basin. 
The  drainage  district  of  the  Piscataqua  is  located  in 
part  in  the  extreme  southwest  part  of  the  State,  and  in 
part  in  the  southeast  corner  of  New  Hampshire. 

Greatest  length,  43  miles;  greatest  breadth,  23 
miles ;  area,  550  square  miles,  240  in  Maine,  310  in 
New  Hampshire.  About  230  square  miles  only  are  drained  into 
the  river,  from  both  Maine  and  New  Hampshire,  above  the  lowest 
falls  on  the  Salmon  Falls  branch. 

The  following  points  are  upon  railroads  or  water 
surfaces,  and  are  therefore  below  the  mean : 


Elevation. 


Localities. 

Feet. 

1                  Localities. 

Feet. 

Kittery  station, 

Elliot         •«      

17 
21 
90 
93 
136 

32 

T3 

Great  Falls  Co.'s  mill-pond  3er- 
1        wick, 

107 

Great  Falls  Junction, 

Mast  Point  reservoir,  Berwiok*. 

I    Deering's  pond,  Lebanon, 

•    Foot  of  Three  ponds,  Lebanon,. 
1    Level  of    ««        "           " 

Horn  pond,  Aoton, 

180 

South  Berwick  station, 

350 

North        "            "     

353 

Portsmouth  Co.'s  mill-pond,  Sooth 
Berwick, 

367 
479 

Salmon  Falls  Co.'s  mill-pond,  So. 
Berwiok, 

|    Northeast  pond,  Aoton 

499 

Geological 
and  surface 
conditions. 


Granite  greatly  in  excess  of  all  other  rock,  with 
mica  schist  and  quartz  rock  in  localities.     Surface 

aspect,  undulating  to  hilly.     Surface  materials,  gravel  and  sand, 

with  some  clay.     Forests  more  than  two-thirds  cut  off. 

RainfidL  Estimated,  in  Maine,  23,000,000,000  cubic  feet;  in 

New  Hampshire,  31,000,000,000  cubic  feet;  total,  54,- 

000,000,000  cubic  feet. 


Course,  affluents 
and  length. 


Section  2. — Rivers. 

Course,  south-southeast.  The  river  is  formed  of 
three  main  tributaries,  the  Cocheco,  Salmon  Falls,  and 
Great  Works  rivers.  The  first  is  in  New  Hampshire ;  the  second 
constitutes  in  its  whole  length,  with  the  main  Piscataqua,  a  part 
of  the  western  State  boundary ;  and  the  third  is  situated  in  Maine. 
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One-half  only  of  the  water-power  of  the  Salmon  Falls  river,  accord- 
ingly, is  in  Maine.  The  tributaries  in  Maine,  represented  on  the 
map,  number  19 ;  in  New  Hampshire,  54 ;  total,  73.  The  length 
of  the  river  from  the  sources  of  the  Salmon  Falls  branch  to  Piscata- 
qua  bay  is  about  40  miles.  The  Salmon  Falls  river  is  properly  the 
upper  Piscataqua. 

Estimated  yearly  discharge  of  all  the  streams,  21,-  volume,  and 
600,000,000  cubic  feet.  The  amount  employed  at  volume. 
Great  Falls,  for  manufacturing  purposes,  at  the  rate  of  409  cubic 
feet  per  second,  11  hours  a  day,  312  days  a  year,  is  5,053,000,000 
cubic  feet.  This  constitutes  a  very  large  proportion  of  the  total 
estimated  discharge  of  the  basin  tributary  to  the  stream  at  and 
above  that  point,  which  is  8,9T0,000,000  cubic  feet.  Accordingly 
it  is  evident  that  the  water  is  carefully  and  successfully  husbanded 
against  waste,  and  that  its  volume  is  remarkably  uniform  at  all 
seasons.     "A  variation  of  three  feet  on  the  dams  is  very  unusual.11 

The  fall  from  Northeast  pond  to  the  tide  is  499  feet, 
which  gives  a  mean  descent  of  16.6  feet  to  the  mile, 
or  1C.8. 

The  larger  lakes  in  the  Maine  portion  of  the  basin 
number  9,  in  the  New  Hampshire  portion  13,  total  22, 
or  five  below  the  proportion  due  to  the  size  of  the  district.  With 
the  exception  of  Northeast  pond,  the  reservoirs  are  all  small.  Their 
combined  surface  is  about  16  square  miles,  1  square  mile  to  each 
34  square  miles  of  basin ;  they  average  0.72  of  a  square  mile  in 
extent. 

The  area  of  the  several  ponds  used  as  reservoirs  to  the  Salmon 
Falls  branch  is  3,759  acres,  or  a  little  less  than  six  square  miles. 
The  following  are  the  most  important  : 

PRINCIPAL   RESERVOIRS   OF   THE   SALMON   FALLS    BRANCH    OF  THE 

PISOATAQUA. 


Slope. 


Lakes. 


Name. 

Connected 
with 

Approximate 

area  in  square 

miles. 

Present 

storage  in 

feet. 

Additional 

storage  feasible 

in  feet. 

Northeast  pood,. ..... .... 

Salmon  Falls 
do    [river, 
do        do 
do       do 
do        do 

3.00 
0.65 
0.35 
0.56 
0.20 

24 

These  ponds  can 

on  the  average 

be  stored  to  the 

depth  of  10  ft 

None. 

Garvin's       "    

« 

Horn            •• 

«< 

Weotworth  •'    

« 

Northwest    "    

<« 

Five  ponds, 

- 

4.75 

- 

- 

Bonny  Big  pond,  connected  with  Negutaquis  river,  has  2.50 
square  miles  of  surface,  and  is  dammed. 
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Power  of  the  From  the  statement  for  Berwick  in  Part  III.,  it  ap- 

Salmon  Falls 

rirer.  pears  that  at  Great  Falls  a  volume  of  24,540  cubic  feet 

per  minute  is  commanded  at  low  run,  being  supplied  by  the  reser- 
voirs chiefly,  and  by  the  natural  flow  of  the  river  in  part.  If 
16,000  cubic  feet  of  this,  on  the  average,  be  assumed  to  be  avail- 
able from  the  foot  of  the  reservoirs  to  the  tide,  the  total  power 
due  to  the  descent  through  [about]  480  feet  is  14,500  horse-power, 
or  580,000  spindleB,  for  the  working  hours  of  the  year.  A  large 
proportion  remains  unused. 

Summary. 
The  combined  areas  of  the  various  river  basins  before  noticed  is 
32,575  square  miles.  Of  this,  1,825  square  miles  are  beyond 
State.  The  remainder,  30,750  square  miles,  being  subtracted  from 
31,500  square  miles,  the  nominal  area  of  the  State,  leaves  750 
square  miles  to  be  absorbed  in  island  surfaces,  small  peninsulas, 
etc.,  not  reckoned  in  the  estimates  for  the  river  districts. 


PAET  III 


The  Water  Powers  of  Maine. 


DIVISION  I. 

Miscellaneous  and  General  Views  of  the 
Water  Powers. 


•  *m<m   » 


CHAPTER   XXIX. 

EXPLANATORY  AND  INTRODUCTORY  OBSERVATIONS. 


Section  1. — Watbe  Powebs  and  tbkb  Mxasttbiiont. 


The  water-powere  of  the  State  are  treated  in  a  dis-  *»•'       _ 

powers  treated 

tinct  division  of  the  general  subject  and  apart  from  the  ir  themeim. 
rivers,  because  they  require  to  be  exhibited  with  comparative  ful- 
ness, and  because  powers  of  no  inconsiderable  consequence  are 
found  upon  streams  too  small  for  particular  notice  in  this  Report. 
The  features  of  each  water-power  proper  to  be  set  mwnaipeiiiti 
forth,  as  affecting  its  economical  value,  are  the  follow*  oan,ldered- 
ing : — Its  location,  as  regards  settlements,  villages,  or  established 
industries  in  the  town,  and  also  as  regards  other  powers  with 
attendant  facilities  for  associated  manufactories ;  the  formation  of 
the  fall,  whether  of  abrupt  or  gradual  descent,  and  the  number  of 
feet  of  both  vertical  pitch  and  horizontal  run ;  its  formation  also 
with  respect  to  bottom  and  banks,  whether  rock,  pan,  clay,  gravel, 
sand,  or  otherwise,  as  affording  suitable  substratum  for  dams  and 
mills,  and  affecting  the  construction  of  canals,  raceways,  etc.;  the 
width  of  the  stream,  as  determining  the  required  length  of  dams 
and  influencing  the  rise  of  water  in  freshets ;  lay  of  the  land  about 
the  falls,  with  reference  to  the  convenient  location  of  mills  and 
workshops  and  the  laying-out  of  a  town ;  security  of  the  various 
constructions  against  ice  and  freshets ;  the  volume  of  water,  the 
maximum  of  freshets,  the  mean  flow  for  the  year,  and  most  impor- 
tant of  all,  the  volume  at  lowest  run ;  the  volume  now  used,  if  any ; 
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total  range  of  water,  in  feet,  at  the  fall  or  on  the  dam,  from  lowest 
to  highest  pitch  during  the  year;  reservoirs,  both  natural  and 
artificial,  lakes,  ponds,  swamps,  etc.,  both  those  already  in  use 
and  those  that  can  be  brought  into  use,  the  expense  of  improve- 
ment, and  the  results  realized  or  anticipated ;  the  amount  of  power 
available  in  mill-powers,  horse-powers,  or  where  such  definiteness 
is  not  attainable  in  the  estimated  capacity  of  accomplishment  ia 
sawing  lumber,  grinding  grain,  or  other  forms  of  labor ;  accessi- 
bility of  the  power  with  respect  to  markets  of  supply  and  demand, 
including  proximity  to  roads,  railroads,  canals,  navigable  rivers, 
or  the  sea;  improvements  already  made;  annual  production; 
ownership ;  building  materials,  including  brick  clay,  stone,  lime 
and  lumber;  fuel;  productiveness  of  the  surrounding  district; 
whether  its  population  would  furnish  operatives  in  considerable 
part ;  adaptedness  of  the  power  to  any  particular  manufacture. 

It  was  of  course  to  be  expected  that  this  outline  could  be  filled 
out  for  but  few  of  the  water-powers  of  the  State,  so  large  a  pro- 
portion of  which,  even  of  the  greatest,  remain  in  a  condition  of 
total  unimprovement,  and  so  very  few  of  which  have  ever  been 
subjected  to  such  thorough  examination  as  to  be  properly  regarded 
surveyed.  The  statistics  hereinafter  given  will  be  found,  however, 
ia  the  majority  of  cases,  it  is  believed,  sufficiently  full  to  give  a 
tolerably  clear  idea  of  the  condition  and  capabilities  of  the  powers. 
The  dynamical  unit  employed  in  the  measurement  of 
water-powers, — the  horsepower r  is  the  power  devel- 
hwMMKwirer.  oped  by  the  fall  of  8.8  cubic  feet  of  water  one  foot  in 
one  second.  This  standard  applied  at  the  dam,  gives  the  gross  or 
theoretical  power.  The  proportion  of  the  gross  power  that  can 
be  netted,  i.  e.,  brought  to  bear  effectively  in  the  mitt,  varies  with 
the  conditions  of  application  and .  the  perfection  of  machinery.* 
With  first-class  machinery  two-thirds  of  the  power  can  in  general 
be  utilized.    Stated  otherwise,  for  each  12  cubic  feet  of  water  at 

♦Mr.  Francis,  of  Lowell,  gives  the  following figure*  indicating,  first,  tie  oniric  foot 
of  water  required  to  develop,  a  net  hone-power  in  connection  with  the  specified  classes  of 
wheels;  and,  secondly,  indicating  what  proportion  of  the  gum  power  applied  to  the 
wheels  can  be  utilised. 


Sttls  or  Wheel. 

Cubic  feet 
of  water. 

Peroentage 
utilised. 

First-clan  tnrbinen, 

11.76 
14.70 
22.05 
88.20 

76 

Good  ordinary  wheel 

Ordinary  to  inferior  wheel, • 

€0 

20  to  40 

Old-fashioned  tab  wheel 

10 
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the  dam,  falling  one  foot  in  one  second,  a  horse-power  of  force  can 
be  commanded  in  the  mill.  Unless  specified  to  the  contrary, 
water-powers  in  this  report  are  rated  in  gross  horse-powers. 

The  power  employed  in  cotton  mills  is  usually  esti-  in  cotton  and 
mated  by  the  number  of  spindles,  the  number  varying  W0QUen,nUto- 
from  30  to  100  per  horse-power,  the  average  being  60  to  each  net 
horse-power,   or  40  to  each  gross  horse-power.    The  power  of 
woollen  mills  is  commonly  reckoned  by  the  number  of  sets  of  cards, 
at  the  average  rate  of  one  set  to  each  eight  net  horse-powers. 

It  requires  about  one  and  one-third  horse-powers  to  in  grist  mm* 
grind  a  bushel  of  corn  of  ordinary  hardness  to  am  aver-  "^  *w  BaUta' 
age  fineness.     A  horse-power  will  cut,  as  is  estimated  in  our  saw- 
mills, at  the  rate  of  one  and  one-tenth  square  feet  per  minute  of 
ordinary  pine  lumber. 

A  man  of  ordinary  strength  will  produce  a  useful  The  hone-power 
effect  in  eight  hours'  time  of  1,15?,  740  footpounds,  the  strength  of 

*i  n  i«ii*  «••       man  and  the 

A  horse  of  average  strength  will  produce  an  effect  m 


the  same  time  of  8,400,000  foot  pounds.  The  mechanical  horse* 
power  will  produce  in  the  time  specified  an  effect  of  15,840,000 
foot  pounds.  Accordingly  the  mechanical  horse-power  is  equal  to 
about  thirteen  man-powers  and  to  the  force  of  nearly  two  ordinary 
horses. 

The  mfflpoioer  is  frequently  employed,  as  a  larger  Tbo 
and  more  convenient  unit  than  the  horse-power,  for  the 
rating  of  large  water-powers.    The  standard  employed  in  this 
country — the  Lowell  standard — is  the  power  generated  by  the  fall 
of  750  cubic  feet  of  water  one  foot  in  one  second— equal  to  62.5 
net  or  85.2  gross  horse-power. 

Section  2. — Summary  View  or  the  Water  Powbes  of  Maine. 

There  are  878  municipal  districts  in  the  State,  in-  Number  or  the 
eluding  cities,  towns,  plantations  and  townships.  Of  poirBrt" 
these,  595  are  represented,  partially  or  wholly,  in  the  Byllabus  fol- 
lowing, 471  being  cities,  towns  and  plantations,  and  124  town- 
ships. The  number  of  powers  cannot  be  given  in  a  precise  figure, 
some  of  the  towns  reporting  their  privileges  indefinitely  as  "  sev- 
eral "  or  "numerous;"  there  are  certainly  3,100. 

Of  the  above,  probably  half  are  entirely  unused,  condition  as  to 
Amongst    these    is  the  greater    proportion    of  the  ta*row,n-,lL 
largest  powers  in  the  State.     Thus  of  the  great  powers  on  the 
Penobscot  above  Oldtown,  on  the  lower  main  river,  on  the  Matta- 
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wamkeag,  Mattagamon,  and  the  upper  main  river,  they  being  num- 
bered by  the  score  and  being  first-class  as  to  magnitude,  not  one, 
with  insignificant  exceptions,  is  in  use.  The  great  powers  on  the 
Kennebec,  also,  above  Skowhegan,  unsurpassed  in  all  regards,  are 
substantially  unused.  The  same  is  true  of  much  the  larger  pro- 
portion of  the  privileges  on  the  Androscoggin,  the  Saco,  St.  Croix, 
and  Machias  rivers,  the  Union,  St.  George,  Presumpscot  and 
Salmon  Falls  rivers,  and  of  all  on  the  Aroostook,  Allaguash,  St. 
John,  and  Fish  rivers  (with  one  exception  for  the  last.)  Many  of 
these  privileges  are  fully  equal  to  that  at  Lowell  in  improvability, 
and  several  exceed  it  in  natural  power.  Very  many  of  them  are 
sufficient  to  sustain  thrifty  manufacturing  villages  of  fifteen  or 
twenty  thousand  inhabitants  each — all  of  them,  the  great  and  the 
small  alike,  in  a  state  of  total  unimprovement. 

Of  the  powers  nominally  improved  there  are  next  to  none  whose 
capacities  are  fully  developed,  and  of  very  few  are  they  even 
approximately  developed.  Their  tributary  lakes  and  ponds  remain 
unused,  at  least  for  other  than  log-driving  uses,  the  natural  flow 
of  the  streams  exceeding  the  present  demands  upon  it  for  manu- 
facturing purposes.  The  dams  are  leaky,  the  water-wheels  of 
primitive  patterns  and  to  the  last  degree  wasteful  of  power,  and 
the  working  equipment  in  nearly  all  particulars  of  the  cheapest 
and  simplest  sort.  A  carding-machine,  shingle-mill,  or  grist-mill 
will  be  found  in  exclusive  occupancy  of  privileges  upon  which  a 
series  of  first-class  cotton  factories  or  woollen  mills  could  be  oper- 
ated the  year  through,  and  so  in  multitudes  ol  instances. 

It  is  not  necessary  to  say  in  respect  to  the  use  of  our  water- 
force  and  the  equipment  with  which  that  use  is  conducted,  that 
some  of  our  powers  are  furnished  with  accessories  in  all  particu- 
lars, dams,  canals,  machinery,  buildings,  fully  on  a  par  with  the 
very  best  constructions  in  the  country  or  the  world ;  as  examples 
of  which  it  is  necessary  only  to  refer  to  Lewiston,  Saco  and  Bidde- 
ford.  The  saw  mills  of  the  Penobscot  have  no  superiors  on  the 
globe  in  all  the  appurtenances  necessary  to  the  more  elementary 
manufacture  of  lumber. 

Accearibiutj  Upon  this  topic  nothing  will  be  said  in  this  connec- 

powe™'     tion.     The  statements  in  Part  I.,  Chapter  XII.,  touch 
the  essential  points. 

hJhJd**?0"       ^or  manv  vears  tne  proprietors  of  water-power, 
oost.  sharing  in  the  preposterous  and  ignorant  hostility  to 

manufacturing  corporations,  begotten  and  sustained  by  the  policy 
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of  the  State,  either  refused  to  sell  their  property  for  improvement 
at  any  rate,  or  held  it  at  such  figures  as  virtually  excluded  it  from 
market.  All  this  is  now  changed.  Really  responsible  parties 
having  in  view  the  actual  improvement  of  powers,  can  get  posses- 
sion of  them  at  rates  merely  nominal  as  compared  with  prices 
beyond  State,  and  in  many  cases  can  secure  them  free  of  cost. 

The  returns  from  the  sev.eral  towns,  embodied  in  the  last  Divi- 
sion of  this  Report,  contain,  at  length,  statements  to  the  following 
effect: — "The  proprietors  will  sell  upon  very  favorable  terms  to 
any  parties  who  will  improve  the  power."  "  Any  parties  who 
come  amongst  us  with  a  view  to  improvement  of  our  power  will 
meet  a  hearty,  reception  and  substantial  cooperation."  "The 
proprietor  will  give  the  power  outright  to  any  responsible  person 
of  sufficient  means  to  improve  it  and  who  will  improve  it,"  etc., 
etc.  Unquestionably  privileges  that  in  the  older  States  would  be 
held  at  thousands  of  dollars  can  be  purchased  for  scores  in  this 
State ;  privileges  of  great  capacity,  well  situated,  improvable  at 
small  outlay,  and  which  are  thus  in  the  market  at  a  merely  nominal 
rate  simply  because  their  owners  have  not  (he  means  for  their 
development. 

The  law  of  the  State  allows  any  town  to  exempt  Exemption  from 
from  taxation  for  a  period  of  ten  years  manufacturing  tMXMtion- 
establishments  of  whatever  character,  located  therein,  together 
with  all  the  machinery  and  capital  employed  in  operating  the  same. 
This  policy  of  the  State  has  in  many  cases  already  been  ratified, 
and  in  all  cases  may  be  regarded  as  certain  of  ratification  when- 
ever occasion  shall  call  for  it. 

Towns  are  adopting  the  practice  of  cooperating  with  towm  invest  in 
parties  improving  their  water-power,  by  subscribing  in  m*n 
their  corporate  capacity,  under  suitable  conditions,  to  the  capital 
stock  employed  in  the  manufactures.     The  Legislature  grants  per- 
mits to  this  effect  without  reluctance  in  the  majority  of  cases. 

The  law  of  the  State  allows  land  to  be  taken  for  Liberal  flowage 
flowage  purposes  upon  payment  of  damages,  the  amount  ito*atoB* 
of  which  in  case  of  dispute  is  to  be  determined  by  a  commission. 
So  that  it  is  not  possible  uf  this  State,  as  it  is  in  some  others,  for 
an  obstinate  and  selfish  land-holder  to  prevent  the  improvement  of 
large  and  valuable  water-powers  by  the  obstruction  of  antiquated 
and  unfriendly  flowage  statutes. 

The  extraordinary  resources  of  our  water-power  as  a^e^o^ 
regards  storage  .basins,  have  already  been  set  forth  in 
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detail  in  Part  II.  and  need  not  be  be  dwelt  upon  in  this  connec- 
tion. The  returns  from  the  various  towns  given  upon  the  follow- 
ing pages,  testify  explicitly  to  the  advantages  accruing. 

In  point  of  supply  of  water  the  testimony  is  to  the  following 
purport: — "  Abundant  water  at  all  seasons  owing  to  the  ponds ;" 
"  never  any  lack  of  water  when  the  dams  on  the  ponds  are  kept  in 
order;7'  "the  lakes  and  ponds  yield  an  unlimited  supply  of 
water ;"  etc.,  etc. 

As  regards  freshets,  the  testimony  is  full  to  the  following 
intent : — "  Total  range  of  water  insignificant ;"  "freshets  harmless, 
the  water  being  kept  back  in  the  ponds;"  "no  damage  from 
freshets,  the  water  being  under  perfect  control;"  "loss  from 
freshets  unknown,  all  considerable  rise  being  prevented  by  the 
reservoirs ;"  etc.,  etc. 

As  regards  ice,  "no  trouble  from  ice,  the  water  being  warm 
from  the  pond ;"  "  the  stream  never  freezes  at  the  outlet,  and 
but  very  little  lor  miles  below,  the  water  being  fresh-drawn  and 
warm  from  the  pond ;"  "the  water  from  the  lake  is  so  warm  that 
the  wheels  need  no  protection  from  the  cold ;"  "the  formation  of 
ice  is  prevented  by  the  water  being  let  on  warm  from  the  pond ;" 
etc.,  etc. 

As  regards  the  cost  of  developing  the  reservoirs,  the  testimony  k 
explicit  in  proof  of  its  comparative  insignificance: — The  sums 
specified  are  $200,  300,  600,  1,000,  etc. ;  or  in  general  terms,  "cost 
trifling  ;"  "  expense  insignificant ;"  "  can  be  made  a  great  reser- 
voir at  moderate  cost ;"  "cost  of  flowage  nothing;"  etc. 
Artificial  Artificial  reservoirs  are  demonstrated  by  the  testi- 

n*erro  '  mony  of  the  returns  to  be  feasible  in  remarkable 
degree.  The  cost  of  flowage  is  comparatively  trifling,  rainfall  is 
everywhere  in  excess  of  evaporation,  the  brokenness  of  the  State 
surface  affords  innumerable  receptacles  for  storage,  and  the  imper- 
meability to  water  of  our  rocks  prevents  its  dispersion  and  loss 
by  underground  percolation ;  lastly,  as  just  noticed,  the  laws  inter- 
pose no  obstacles. 

The  practicability  of  artificial  reserve  basins  should  be  taken 
into  particular  account  in  connection  with  the  small  powers  and 
the  powers  which  are  represented  in  the  Returns  as  intermittent  for 
a  part  of  the  year.  There  can  be  no  question  that  nine-tenths  of 
these  are  susceptible  of  being  respectively  very  greatly  augmented 
and  of  being  made  efficient  throughout  the  year  by  reservoirs.  As 
is  well  known,  there  are  numerous  privileges  in.  Massachusetts, 
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Connecticut,  etc,,  upon  which  cotton  mills  and  woollen  mills  now 
operate  for  the  whole  year,  the  motor  material  of  which  in  the 
summer,  consists  almost  entirely  of  water  impounded  in  artificial 
receptacles.  The  proportion  of  reservoir  water  is  in  many  cases 
eighty  or  ninety  per  cent,  of  the  entire  low  run  of  the  streams ; 
in  other  words,  the  volume  of  the  streams  in  the  summer  is  artifi- 
cially augmented  variously  from  four  hundred  to  nine  hundred  per 
cent,  over  and  above  what  it  would  be  in  the  state  of  nature.  In- 
deed, considerable  mills  are  now  run  all  the  year  in  the  districts 
referred  to,  upon  streams  which  before  the  construction  of  reser- 
voirs went  almost  literally  dry  in  summer.  It  is  in  view  of  such 
facts  that  the  small  powers  and  intermittent  powers  are  exhibited 
so  fully  in  the  Digest  of  Returns,  these  being  nearly  all  susceptible 
of  conversion  into  constant  sources  of  mechanical  force,  and  of 
being  increased,  many  of  them,  by  hundreds  per  cent. 

It  is  obvious  that  the  improvement  of  the  small  powers  by  the 
means  in  reference  will  react  upon  the  large  and  vastly  increase 
their  capacity  at  low  run,  and  this  without  any  additional  expense 
to  the  proprietors  of  the  large  powers. 

The  bulk  of  annual  rain  in  Maine,  has  been  shown  Natural  water 
to  be  unusually  large,  its  fall  to  be  uniform  at  different  fapp^r' 
parts  of  the  year,  and  the  residuum  of  evaporation  to  be  great. 
So  that,  aside  from  the  reservoirs,  the  natural  flow  of  the  rivers 
of  the  State  is  comparatively  copious  and  constant. 

In  much  the  larger  proportion  of  the  towns  granite  Bonding 
is  specified  as  attainable  close  at  hand,  either  as  the 
prevalent  rock  or  occurring  in  isolated  patches  or  sporadic  in 
boulders  and  detached  masses.  In  next  to  none  is  there  a  dearth 
of  stone  suitable  for  ordinary  construction  purposes.  Lime  of  the 
best  quality  is  a  characteristic  product  of  the  State,  also  slate  for 
roofing  purposes,  and  brick  clay. 

Lumber  is  of  course  abundant  and  cheap.  The  returns  testify 
to  the  fact  that  great  breadths  of  forest  still  remain  in  the  close 
vicinity  of  large  numbers  of  our  water-powers.  These  forests 
contain  every  variety  of  soft  and  hard  lumber  appropriate  to  the 
region,  procurable  at  small  expense,  and  susceptible,  by  the  for- 
tunate proximity  of  the  water-powers,  of  being  worked  up  .inex- 
pensively into  any  forms  which  such  woods  are  made  to  assume 
for  any  of  the  purposes  of  civilization.  The  forests  in  many  cases 
stand  close  upon  railroads  or  on  the  seaboard,  and  the  articles 
manufactured  from  them  are  thus  easily  transportable  to  the  mar- 
kets of  the  world. 
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(^wttvefc         Operatives  of  the  beet  character  and  in  any  required 

number,  can  be  procured  from  amongst  the  sons  and 

daughters  of  our  fanning  population ;  accustomed  to  labor,  robust, 

trustworthy,  and  intelligent,  and  glad  for  employment  within  their 

native  State  at  moderate  compensation. 


DIVISION  II. 

Statistical  and  Descriptive  View  of  the 
Water  Powers. 


"A"  Township,  R.  T — Penobscot  County. 
Statement  of  Darnel  Barker,  Esq.,  of  Bangor. 
Numerous  Powers. 

First,  on  the  Penobscot  river  (west  branch),  "Rocky  Rips," 
above  Rockabema  rips,  no  perpendicular  fall,  but  very  swift  water 
'  for  100  rods. 

Second,  "  Dolby  Rips/'  above,  fall  eight  feet  in  ten  rods,  a  first- 
class  site. 

Third,  "Ledge  Falls,"  above,  and  half  a  mile  above  mouth  of 
Schoodic  stream,  about  100  rods  long,  fall  12  or  15  feet,  one  pitch 
six  feet ;  river  wide,  but  banks  high. 

Fourth,  Fifth,  Sixth,  etc. ;  from  the  head  of  Ledge  falls  to  the 
outlet  of  "  Shad  pond  " — an  expansion  of  the  Penobscot  river — 
there  are  three  miles  of  swift  water,  at  the  head  of  which  and  at 
the  outlet  of  Shad  pond  is  a  pitch  of  five  feet  descent  in  four  rods. 
A  storage  head  of  eight  feet  can  be  held  on  Shad  pond  at  this 
point ;  river  quite  wide.  The  whole  series  of  privileges  are  called 
the  "  Pond  Falls." 

Hundreds  of  square  miles  of  lakes  and  ponds  situated  further 
up  the  river  can  be  and  already  are  improved  for  storage,  the 
water  being  used  for  log-driving,  so  that  a  constant  power  of  many 
thousand  horse  can  be  had  in  this  town. 

All  the  privileges  unimproved.  # 

"A"  Township,  R.  13 — Piscataquis  County. 
Statement  of  Eon.  Aimer  Ooburn,  of  Skowhegan. 
One  Power. 

At  the  foot  of  Lower  Roach  pond,  a  dam  giving  ten  feet  head. 
11 
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The  pond  covers  about  five  square  miles,  is  flowed  eight  feet,  and 
can  be  raised  four  feet  more,  securing  an  enormous  volume  of 
water.  Five  square  miles  of  ponds  above  are  tributary  to  the 
lower  pond. 

Abbot — Piscataquis  County. 
From  Selectmen's  Returns,  and  a  Plan  of  (he  Streams. 

Six  Powers. 

First,  on  Piscataquis  river  near  the  centre  of  the  town,  and  near 
the  bridge.  Saw,  shingle,  and  shovel-handle  mills.  A  very  supe- 
rior power.  Side  canals  can  be  constructed  upon  this  privilege, 
and  mills  located  thereon  for  twenty  rods  down  the  river. 

Second,  on  the  south  branch  of  the  Piscataquis,  not  far  from  its 
mouth  and  near  the  bridge.  Grist,  carding  and  clothing  mill,  and 
blacksmith  shop.     A  very  good  and  safe  power. 

Third,  on  the  outlet  stream  of  Piper  pond,  near  its  junction 
with  the  south  branch  of  the  Piscataquis ;  saw,  clapboard,  and 
shingle  mills.  Piper  pond  covers  about  one  and  a  fourth  square 
miles,  and  can  be  dammed  at  trifling  expense  so  as  to  furnish 
abundant  water  to  Nos.  Three  and  Four  throughout  the  year. 
Six  or  more  ponds,  above,  in  Kingsbury  and  Blanchard,  can  have 
dams. 

Each  of  the  powers  above  specified  will  cut  2,000,000  feet  of 
lumber  yearly. 

No  specifications  respecting  the  other  powers,  except  that  one 
is  near  the  main  road,  and  the  other  near  a  cross  road. 

The  height  of  the  various  falls  is  respectively  about  fourteen 
feet  in  a  distance  of  three  to  five  rods. 

Range  from  low  to  high  water,  four  feet.  In  a  very  dry  season 
the  mills  are  obliged  to  hold  up  for  a  short  time,  owing  to  the 
non-use  of  the  reservoirs. 

Annual  products,  $10,000.  Less  use  made  of  the  powers  than 
formerly. 

Market,  Bangor.  The  main  road  from  Bangor  to  Moosehead 
lake  passes  directly  by  two  of  the  above  privileges,  and  the  best 
two. 

Acton — York  County. 
From  Selectmen's  Returns. 
[8ee  fttio  «  Acton  ud  Newfitld."] 
Eight  Powers. 
Five  on  the  Salmon  Falls  river,  which  forms  the  western  boun- 
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dary  of  the  town.  Water  sufficient  at  each  of  the  privileges  to 
run  a  large  cotton  mill  all  the  year.  Privileges  all  owned  by  the 
Great  Falls  Manufacturing  Company.  The  company  have  con- 
structed works  at  the  cost  of  $40,000  by  which  they  draw  down 
the  Great  Acton  pond  to  the  depth  of  24  feet,  using  the  water  in 
time  of  dearth  at  their  factories  at  Great  Falls. 

Sixth,  Seventh,  and  Eighth,  sufficient  to  saw  lumber  or  grind 
grain  a  third  of  the  year. 

Market,  Saco,  Great  Falls,  and  Boston,  by  rail. 

Acton  and  Newfield — York  County. 

From  the  Returns  of  Acton  and  Newfield. 

[8eealflO  "Acton,"  and  «« Kewteld."] 

One  Power. 

On  the  Little  Ossipee  river,  "  Balch's  Mills,"  on  the  Acton  side. 
Power  sufficient  to  run  a  cotton  mill  of  medium  size  the  year 
round.  Saw  and  grist  mill  now  upon  it.  Balch's  pond,  with  its 
flowage  covers  2.50  square  miles ;  a  dam  at  the  outlet  gives  a 
head  of  eight  feet  over  its  whole  surface,  giving  great  steadiness 
of  flow  to  the  river  below. 


Addison — Washington  County. 
From  the  Behirns  of  D.  M.  Wass,  Esq. 
Two  Powers. 

First,  on  the  "Basin  Stream,"  formerly  two  saw  mills,  now 
rotted  down,  one  succeeding  the  other.  Unused  for  several  years. 
A  saw  mill  can  run  about  one-fourth  of  the  year.  Good  site  for 
dam  at  little  expense ;  ledge  bottom.  Twelve  feet  head  and  fall. 
No  ponds. 

Second,  "  Half  Tide  Falls  "  on  Indian  river,  a  very  good  power 
for  a  small  one ;  no  lakes  or  ponds,  except  the  mill  pond,  about 
1,000  acres.  Fourteen  fe$t  head  and  fall.  Saw,  grist,  lath,  and 
shingle  machinery.  Site  for  dam  very  good ;  ledge  bottom  all  the 
way,  and  short  distance  to  build,  good  stone  very  handy.  ,  Water 
sufficient  for  the  mills  about  half  the  time,  and  sufficient  with  a 
tight  dam  for  one  mill  through  a  drouth.  One  or  two  dams  could 
be  built  to  hold  back  a  large  amount  of  water.  Vessels  of  300 
tons  burden  can  load  within  twenty  rods  of  the  mills. 
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Albany — Oxford  County. 

From  Selectmen's  Returns. 
Six  Powers. 

First,  on  Crooked  river,  fell  twelve  feet ;  saw,  shingle,  and  lath 
machinery;  300  square  inches  of  water ;  300,000  feet  of  boards  and 
300,000  shingles  and  laths  in  an  ordinary  season. 

Second,  a  mile  below,  fail  twenty  feet,  300  square  inches  of 
water,  300,000  feet  of  lumber  yearly,  saw  mill. 

Third,  four  miles  below,  fall  eight  feet.  Saw  mill  when  in 
repair  will  saw  900,000  feet  of  lumber ;  an  addition  of  water  sup- 
plied by  Songo  pond. 

Fourth,  two  miles  below,  fall  nine  feet,  unimproved. 

Fifth,  in  the  south  part  of  the  town,  on  Stone-pond  river,  twelve 
feet  fall,  300  square  inches  of  water ;  saw,  shingle,  stave  and  lath 
machinery ;  can  saw  500,000  feet  of  lumber  yearly. 

Sixth,  stave  and  shingle  mill,  on  the  outlet  of  Kneeland's  pond; 
fall  eight  feet. 

Albion — Kennebec  County. 

From  Selectmen7  8  Returns. 
Six  Powers. 

First,  at  the  village,  on  Fifteen-mile  river,  tannery. 

Second,  on  the  same  river,  at  "  Puddle  Dock,"  grist  and  saw 

mill. 

Third,  a  mile  above,  saw  mill. 

Fourth,  one  and  a  fourth  miles  above,  saw  mill. 

Fifth,  on  a  branch  of  Fifteen-mile  river,  saw  mill. 

Sixth,  on  a  tributary  to  Lovejoy's  pond,  saw  mill. 

Alexander — Washington  County. 

From  Selectmen's  Returns. 
One  Power. 

At  the  outlet  of  Lake  Beautiful,  saw  and  shingle  mills ;  operate 
about  half  of  the  year.  Old-style  wheel.  The  lake  contains  400 
to  500  acres.    One-fourth  of  the  basin  covered  with  woods. 

Market,  Calais,  turnpike. 

Alfred — York  County. 

Statement  qf  E.  H.  Tripp,  Esq.,  of  Lyman. 
Five  Powers. 

First,  the  "  Shaker  Mills,"  on  the  outlet  stream  of  Bunganut 
pond,  saw  and  grist  mill ;  pond  covers  half  a  square  mile,  and  is 
flowed  several  feet. 
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Second,  three  miles  below,  on  the  outlet  stream  of  Bunganut 
and  Shaker  ponds,  saw,  grist,  and  woollen  mills ;  blankets,  three 
sets  cards,  about  36  horse  powers,  operates  all  the  year. 

Third,  Fourth  and  Fifth,  on  the  outlet  stream  of  Middle-branch 
pond ;  three  saw  mills. 

Alna — Lincoln  County. 
From  Returns  of  Hiram  P.  Carleton,  Esq. 
Three  Powers. 

First,  "  Sheepscot  Falls,"  saw  and  grist  mill,  operate  on  the 
ebb  tide. 

Second,  "  Head-of-Tide  Falls/'  five  miles  above  Sheepscot  falls, 
wooden  dam,  head  and  fall  about  10  feet ;  can  be  increased  to  13 
feet  readily  by  clearing  channel  below  the  dam.  Grist,  stave  and 
shingle  mills.  <*  Large,  building  adjoining,  would  make  an  excellent 
carriage  shop  or  factory  in  connection  with  still  another  building 
attached,  formerly  used  as  fulling  and  cloth-dressing  mill. 

Excellent  chance  for  a  stone  dam,  the  bottom  and  sides  being 
rock,  with  a  high  ledge  on  one  side,  from  which  stone  for  the  dam 
can  be  taken.  By  improving  the  numerous  lakes  and  ponds  above, 
the  power  can  be  made  sufficient  for  large  manufacturing. 

The  site  is  an  admirable  one  for  a  cotton  or  woollen  factory. 
"  Proprietors  not  anxious  to  sell,  but  will  sell  on  very  liberal  terms 
to  induce  parties  to  improve  the  power. 

Third,  the  "Rapids,"  the  head  of  which  is  two  miles  above  the 
"Head-of-Tide  Falls,"  and  which  have  a  fall  of  twenty-five  feet  in 
one  mile,  with  steep  banks  on  both  sides.  Formerly  a  saw  mill 
upon  this  privilege,  now  decayed.  A  dam  might  be  built  at  the 
lower  end  of  the  Rapids,  so  as  to  flow  them  out,  and  give  a  head 
and  fall  of  nearly  thirty  feet,  and  a  pond,  above,  two  miles  long. 

See  page  141,  Part  II.,  for  reservoirs  tributary  to  the  Sheepscot 
river. 

"  Two  and  a  half  million  feet  of  logs  were  run  through  this  town 
in  1866,  besides  what  were  sawed  in  the  mills  on  the  stream." 

Alton — Penobscot  County. 

From  Selectmen1  s  Returns. 

[See  also  "Alton  and  Argjle."] 

Two  Powers. 

First,  "Alton  Village  Mills,"  on  Dead  stream,  two  up-and-down 
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saws,  grist  and  shingle  mill.  Height  of  falls  not  ascertained ;  but 
"  the  privilege  is  a  good  one." 

Second,  "Lewis'  Mills,"  on  Pushaw  stream,  single  saw  and 
shingle  mill.  Six  up-and-down  saws  have  run  on  this  privilege, 
but  the  mills  were  burned  down.  Stream  fed  by  the  Pushaw  lake, 
which  contains  ten  or  twelve  square  miles. 

Market,  Bangor. 

Alton  and  Argylk — Penobscot  County. 

Statement  of  Isaac  Foster,  Esq. 

[See  also  "  Alton,"  and  "  Argjle."] 

Two  Powers. 

"  Long  Rips,"  on  Birch  stream,  good  power,  long  tract  of  dead 
water  above. 

"  Short  Rips,"  two  and  a  half  miles  below ;  dead  water  above ; 
excellent  privilege. 

Alva  Plantation — Aroostook  County. 
Statement  of  H.  0.  Perry,  Esq.,  of  Mars  HilL 
Several  Powers. 

The  Presque  Isle  river  of  the  St.  John  runs  three  or  four  miles 
in  the  town ;  it  is  rapid  in  its  whole  course,  and  affords  several 
good  mill  sites.     Rocky  bottom  in  nearly  its  whole  length,  so  that . 
dams  can  be  located  at  almost  any  desired  point.     Good  banks  in 
all  parts. 

There  is  no  improvement  at  present.  It  has  been  proposed  to 
improve  an  excellent  site  near  the  north  line  of  the  town.  Various 
mills  on  the  stream  just  across  the  Province  line.  A  good  grist 
mill  is  very  much  needed.  Any  responsible  party  who  will  build 
and  carry  on  a  really  good  mill,  will  be  welcomed  and  substantially 
aided.     A  woollen  mill  also  is  very  much  needed. 

Amherst — Hancock  County. 
From  the  Selectmen7 s  Statement,  and  a  Plan  of  the  Streams. 
Six  Powers. 

First,  "Buzzell's  Tannery,"  which  operates  all  the  year  and 
uses  1,500  cords  bark.  Saw  mill  which  operates  six  months. 
Situated  on  the  west  branch  of  the  Union  river.  Abundant  water 
except  in  a  severe  drouth. 

Second,  above  on  the  same  stream,  about  midway  its  course  in 
the  town,  "  Silsby  Falls,"  not  now  used.    Mills  burned  down. 
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The  west  branch  of  the  Union  river  is  fed,  at  and  above  this 
point,  by  eight  or  more  considerable  lakes  and  ponds,  the  area  of 
which  is  not  less  than  eight  square  miles,  all  of  which  are  im- 
proved for  reservoirs,  the  mean  head  of  storage  thereon  being  not 
far  from  seven  feet,  and  all  being  susceptible  of  much  more  reserve 
than  is  now  held.  Storage  now  used  for  log  driving  purposes. 
See  page  1ST,  Part  II. 

Third,  upon  Spring  brook,  a  site  for  four  'shingle  mills,  power 
six  months  of  the  year ;  not  used. 

Fourth,  upon  Half-mile  brook,  power  for  a  shingle  mill  four 
months ;  not  used. 

Fifth,  on  Warm  brook,  power  for  a  shingle  mill  four  months ; 
not  used. 

Sixth,  on  Chick's  brook,  grist  and  shingle  mill;  water  six 
months. 

Amity — Aroostook  County. 
Statement  of  J.  0.  Smith,  Esq.,  of  Hodgdon. 
One  Power. 

Good  but  not  large,  of  capacity  to  carry  a  saw  mill  and  one  run 
of  stones  the  year  through ;  situated  on  a  branch  of  the  Meduxna- 
keag  stream,  which  diains  quite  a  large  territory. 
The  fall  is  about  10  feet. 

Andover — Oxford  County. 
From  Selectmen' 8  Returns. 

Eleven  Powers,  and  More. 

First,  the  "Corner  Mills,"  on  the  West  branch  of  Ellis  river; 
fell  15  feet  in  10  rods ;  grist,  saw  and  shingle  mills  and  starch 
factory.  Power  all  used,  with  such  machinery  as  is  now  em- 
ployed. 

Second,  two  miles  above,  unemployed,  and  of  equal  capacity 
with  the  Corner  power. 

Third,  the  "  Ellis  Falls,"  on  the  East  branch  of  Ellis  river ;  fall 
25  feet  in  four  rods.     Not  improved.     Title  in  dispute. 

Fourth,  the  "  Brickett  Falls,"  below,  20  feet  fall  in  10  rods, 
granite  ledge  foundation.    Unimproved. 

Fifth,  a  good  granite  dam  at  the  "  Goddard  Site ;"  saw,  shingle, 
lath,  and  other  machinery.     Fall  10  feet. 

The  East  branch  is  fed  by  Ellis  pond,  three  by  one  and  a  half 
miles,  and  by  Garland  pond,  one  by  one  miles,  both  of  which  are 


168  '  WATER  FOWW  OF  MAINS.  [Paw  m. 

dammed.  It  is  constant,  owing  to  the  ponds  and  swamp  land 
connected.  The  West  branch  is  more  variable,  being  fed  by 
springs  and  mountain  streams.  Both  branches  are  so  rapid  in 
descent  that  the  water  can  be  used  over  many  more  times  than  are 
specified. 

Also  several  powers  on  tributaries  to  Ellis  river,  as  follows : 

Sixth,  on  Black  brook,  in  the  northeast  part  of  the  town. 

Seventh,  on  Sawyer's  brook,  in  the  north  part  of  the  town. 

Eighth,  on  Frye's  brook. 

Ninth,  on  Stony  brook. 

Tenth,  on  Lone  brook,  formerly  used. 

Eleventh,  on  Gardner  brook,  starch  factory,  with  capacity  to 
manufacture  100  tons  in  three  months. 

These  "  tributary  "  powers  have  from  15  to  30  feet  Ml  each,  and 
are  estimated  each  equal  to  operating  a  grist  mill  with  two  runs  of 
stones  in  any  drouth,  and  much  more  in  any  ordinary  season. 
Granite  abundant  and  good.  Lay  of  the  land  favorable,  chief  part 
of  the  basin  of  the  streams  wooded. 

Eighty-six  tons  of  starch  were  made  and  200,000  feet  of  lumber 
sawed  last  year.    Small  part  of  the  available  power  used. 

Market,  Portland,  by  road  to  Bryant's  pond  station,  and  thence 
by  rail. 

Andovbb  Noeth  Surplus — Oxford  County. 
Two  Powers. 

First,  on  a  tributary  of  Ellis  river,  "Falls,"  below  "Dunn's 
Notch,"  not  occupied. 

Second,  on  Black  brook,  saw  mill. 

Andover  West  Surplus — Oxford  County. 
One  Power. 

The  "  Cataracts  "  on  the  West  branch  of  Ellis  river.  Not  oc- 
cupied. 

Anson — Somerset  County. 
From  the  Statements  of  D.  D.  Mann,  M.  D.t  the  Selectmen,  and 

others. 
[See  also  "Anion  Mid  Madfeon."] 

Nine  Powers. 

First,  on  the  Fahi  brook,  the  outlet  of  Fahi,  Sandy,  Mud  and 
Lily  ponds,  and  of  a  large  tract  of  swamp  land ;  grist  mill  and 
saw  mill. 
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Second,  on  Mill  stream,  at  the  village,  saw  and  carding  mill ; 
the  stream  is  fed  by  the  great  Embden  pond,  2.50  square  miles, 
Hancock  pond,  and  the  Fahi-stream  ponds.  A  dam  at  the  outlet 
of  the  Embden  pond  could  be  of  sufficient  height  without  any  con- 
siderable damage  from  flowage,  or  outlay,  to  maintain  a  good  flow 
of  water  all  the  year.  The  pond  is  fed  by  a  large  extent  of  drain* 
age  territory,  and  naturally  has  a  large  supply  of  water.  The 
outlet  stream  is  unaffected  by  freshets  or  drouths. 

Third,  on  a  tributary  to  the  Carrabasset,  in  the  northeast  part  of 
the  town,  a  saw  mill. 

Fifth,  on  the  Lemon  stream,  in  the  southwest  part  of  the  town, 
a  saw  mill. 

Sixth,  below,  a  grist  mill. 

Several  large  and  valuable  powers  are  situated  on  the  Carrabas- 
set at  the  village.  The  river  falls  50  feet  in  a  third  of  a  mile  above 
the  "basin;"  the  bridge  is  near  the  foot  of  the  fall.  The  bottom 
and  banks  are  solid  ledge ;  the  opportunities  for  canalling  are  first- 
class.  The  river  at  this  point  is  fed  by  290  square  miles  of  drain- 
age territory,  and  by  ten  or  twenty  square  miles  of  reservoirs,  in- 
cluding large  and  small.  The  Embden-pond  stream  empties  into 
the  Carrabasset  about  two-thirds  of  the  way  up  the  fall. 

A  very  small  part  of  the  power  is  now  used.  The  following 
privileges  are  more  or  less  improved : 

Seventh,  at  the  head  of  the  Carrabasset  fall,  a  dam>  seven  feet 
head. 

Eighth,  below,  head  not  reported. 

Ninth,  "  Albee's  privilege,"  below,  eight  feet  head,  saw  mill. 
A  canal  can  be  cut  from  this  privilege  to  the  "basin"  below,  25 
rods,  and  a  fall  of  SO  feet  secured.  On  the  side  opposite  the  mill 
a  canal  14  rods  long  in  ledge  will  give  a  fall  of  12  feet. 

The  "  Upper  Carrabasset  Falls,"  four  and  a  half  miles  above  the 
lower  falls,  "  a  splendid  water-power,"  with  only  a  saw  mill  and 
grist  mill  upon  it. 

The  best. of  granite,  and  excellent  slate  quarries  close  at  hand  on 
all  the  falls. 

Railroad  from  West  Wateryille  now  in  process  of  construction. 
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Anson  and  Madison — Soxebset  County. 

From  (he  Returns  of  Madison. 

[8ee  also  "Anson/'  and  «  Madison. *] 

One  Power. 

"  Madison  Bridge  Falls,"  on  the  Kennebec  river. 

There  is  a  fall  of  8T  feet  from  the  head  of  Madison  Bridge  falls, 
two  and  a  half  miles  to  the  south  town  line.  The  fall  consists  of 
two  principal  and  several  subordinate  pitches,  with  swift  water 
between.  The  illustration  accompanying  this  statement  represents 
simply  the  upper  pitch,  the  only  part  of  the  fall  improved  at  all, 
and  shows  scarcely  one-fourth  of  the  whole  descent.  Dams  can 
be  located  at  any  point  as  may  be  required,  the  bottom  being 
ledgy. 

At  the  upper  pitch  an  inferior  dam  has  been  maintained  for 
years.  Here  a  dam  could  easily  be  constructed  that  would  con- 
trol the  entire  river,  and  at  the  same  time  be  perfectly  safe,  having 
a  ledge  for  its  foundation  across  the  channel,  and  being  buttressed 
at  both  ends  by  the  solid  rock  rising  several  feet  above  the  surface 
of  the  water.  Upon  the  eastern  bank,  a  canal  could  be  opened 
and  carried  nearly  one  hundred  rods  down  the  river,  the  further 
end  of  which  could  have  an  elevation  of  thirty  feet  or  more  above 
the  bed  of  the  river  adjacent  to  it,  and  the  land  traversed  would 
furnish  the  stone  for  the  purposes  of  construction. 

The  lower  pitch  is  also  favorable  to  the  construction  of  a  perma- 
nent dam  and  for  canalling  to  any  extent  desired. 

The  extreme  drouth  run  at  this  point,  assumed  to  be  thirty-nine 
per  cent,  less  than  at  Augusta,  or  103,  TOO  cubic  feet  for  11  hours 
a  day,  that  at  Augusta  being  estimated  at  170,000  cubic  feet  for 
the  same  time,  would  yield,  if  only  60  feet  of  the  whole  fall  were 
improved,  a  gross  power  of  11,650  horse,  for  the  hours  specified, 
or  465,600  spindles.  The  realization  of  this  power  would  require, 
of  course,  works  on  a  sufficient  scale  to  control  the  whole  volume 
of  the  river. 

The  amount  of  increase  of  which  the  natural  low-run  power  at 
this  point  is  susceptible,  may  be  inferred  from  inspection  of  the 
tributary  reservoirs  on  the  Carrabasset,  Dead  and  Moose  rivers, 
pages  94  and  95,  and  on  the  upper  Kennebec,  page  96 ;  in  particu- 
lar, Moosehead  lake,  page  98. 

The  power  is  pretty  well  guarded  naturally  against  danger  from 
freshets,  the  land  upon  the  falls  being  high  and  ledgy,  and  it  can 
be  made  at  small  expense  entirely  safe. 


:wm 
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The  only  use  made  of  the  power  at  present  is  to  drive  the 
machinery  of  a  few  mills, — a  grist  mill,  a  saw  mill,  sash  and  blind 
factory  and  a  starch  factory ;  all  of  which  draw  but  slightly  upon 
its  resources. 

The  railroad  now  constructing  to  this  point,  soon  to  be  in  run- 
ning order,  passes  by  the  side  of  the  power.  There  could  be  no 
finer  site  for  any  form  of  manufacturing,  in  particular  for  the 
extensive  manufacture  of  lumber. 

Among  the  islands  a  little  above,  logs  can  be  held  back  or  safely 
stored  to  any  amount,  and  floated  down  with  ease  when  wanted. 
This  place  is  also  the  centre  of  a  wool-growing  district,  where 
more  wool  of  the  finer  grades  is  raised,  it  is  supposed,  than  in  any 
other  equal  portion  of  the  State.  It  is  also  the  centre  of  a  large 
agricultural  district  of  unsurpassed  productiveness. 

Appleton — Knox  County. 

From  Selectmen's  Returns. 
Twelve  Powers. 

Three  on  the  St.  George  river,  one  on  Pettengill  river,  two  on 
the  Medomac,  three  on  Medomac  branch,  and  three  on  St.  George 
branch. 

These  are,  Smith's  mills,  15  feet  fall  in  one  mile ;  McLain's  mills, 
(upper),  fall  15  feet  in  1.5  miles ;  (lower),  fall  12  feet  in  50  rods ; 
Cutler,  Burkett's,  Lermond's,  Stubbs',  Hills',  Burkett's,  Conant's, 
Gushee's,  and  Simmons',  mills. 

Only  part  of  the  power  is  used.  With  good  dams  the  powers 
of  St.  George  river  can  operate  all  the  year.  Machinery  by  no 
tneans  of  good  construction. 

The  streams  are  connected  with  lakes  and  ponds,  which  are  sus- 
ceptible of  cheap  improvement  as  reservoirs.  Artificial  reservoirs 
possible.  Abundant  and  good  stone  for  building.  But  little 
forest  on  the  basin  of  the  streams. 

Market,  Belfast,  Rockland,  by  road. 

Argylk — Penobscot  County. 
Statement  of  Isaac  Foster,  Esq.,  and  the  Selectmen. 

[See  also  "  Alton  and  Argyle."] 
Three  Powers. 

First,  "  Comstock  Rips,"  near  the  mouth  of  Hemlock  brook ; 

20  feet  fall  can  be  had ;  shingle  mill. 

Second,  "Lunt  Rips/'  three  miles  above,  15  feet  fall;  no  im- 
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provement.  Artificial  reservoirs  of  100  acres  connected  with  the 
stream. 

Third,  on.Hoyt  brook,  saw  and  shingle  machine;  500  acres  of 
reservoir ;  drawn  down  in  summer. 

Powers  operate  from  six  to  eight  months.  Good  stone  for 
building.    Basin  mostly  heavily  wooded. 

Market,  Bangor,  by  road,  railroad  and  boat. 

Abrowsio — Saqadahoo  County. 

From  Selectmen' *  Return*. 
Three  Powers. 

All  are  tide  powers,  one  being  situated  on  the  Kennebec  river, 
and  two  on  Back  river,  so  called. 

Mills  will  cut  about  200,000  of  lumber  per  month.  Operate 
about  ten  months  in  the  year.  Best  machinery  for  the  sort  of 
power. 

Athens — Sombbset  County. 

From  the  Statement  of  William  McLaughlin,  Esq.,  with  Flan  of  the 

Water-Potoers. 
Five  Powers. 

First,  on  the  outlet  of  Wentworth  pond,  a  tributary  of  the  Wes- 
serunsett  river,  about  a  mile  and  a  quarter  below  the  pond,  12  feet 
fall ;  a  dam  and  saw  mill. 

Second,  just  below,  nine  feet  fall ;  grist  and  shingle  mill. 

Third,  below,  11  feet  fall;  shingle  mill. 

The  above  mills,  known  as  "Fellows'  Mills,"  are  all  within  a 
distance  of  80  rods.  The  pond  covers  325  acres,  and  by  small 
outlay  might  be  converted  into  a  reservoir  ample  for  the  supply 
of  the  mill  at  all  seasons  of  the  year. 

Fourth,  at  the  village,  on  the  Wesserunsett  river,  10  feet  fall, 
part  natural,  with  machinery  for  manufacturing  lumber ;  carding 
and  fulling  mill. 

Fifth,  20  rods  below,  14  feet  fall ;  flour  mill,  large  lumber  mill, 
planing  machine,  etc.  Only  part  of  the  power  used.  This  is 
regarded  an  excellent  site  for  a  cotton  or  woollen  mill. 

Atkinson — Piscataquis  County. 

From  Selectmen's  Returns. 
Four  Powers. 

First,  on  Alder  stream,  in  the  centre  of  the  town,  saw,  grist, 

and  shingle  mills  \  operate  six  months. 
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Second,  on  Dead  stream,  in  the  southeast  corner  of  the  town, 
saw  and  shingle  mills ;  five  months. 

Third,  on  Dead  stream,  near  the  centre  of  the  south  line  of  the 
town,  saw  and  shingle  mills ;  operate  five  months  in  the  year. 

Fourth,  in  the  northeast  part  of  the  town.    Not  occupied. 

The  fall  on  each  of  the  above  powers  is  about  10  feet  in  25  rods. 
The  power  at  each  is  sufficient  to  cut  100,000  long  lumber,  and 
200,000  short ;  at  the  centre  to  do  all  the  local  grinding  of  grain. 
All  poorly  improved,  with  leaky  dams,  and  inferior  equipment. 
Freshets  harmless. 

Market,  Bangor,  by  road ;  distance,  2?  to  80  miles.  The  Piscat- 
aquis Railroad  is  building  within  three  to  five  miles  of  all  of  said 
mills. 

Attean  Township — Somerset  County. 
Statement  of  Heman  Whipple,  Esq.,  of  Solon. 
One  Power. 

A  fall  of  10  feet  between  Little  Wood  and  Wood  ponds.  Can 
be  made  a  good  power.  Large  and  small  ponds  above  for  reser- 
voirs. 

Auburn — Androscoggin  County. 
From  the  Statements  of  Edward  A.  Little,  Esq.,  President  Agar 

warn  Manufacturing  Company,  and  of  O.  B.  Stetson,  Esq. 
Seven  Powers* 

First,  Second  and  Third,  the  "  Auburn  Falls/'  on  the  Little 
Androscoggin  river,  east  of  the  railroad  and  parallel  to  it  in  their 
entire  length.  The  foot  of  the  falls  is  about  one-fourth  of  a  mile 
from  the  Androscoggin  river. 

Total  height  of  the  fall,  70  feet,  obtained  in  a  running  distance 
of  150  rods.  It  is  proposed  to  divide  the  descent  into  three  parts 
by  dams.    The  dams  will  be  each  about  125  feet  in  length. 

The  bottom  of  the  stream  is  a  solid  ledge,  and  affords  unsur- 
passed sites  for  the  firm  establishment  of  dams.  The  banks  are 
steep  and  ledgy ;  and  at  the  first  and  second  dams  offer  good  sites 
for  mills  on  the  west  side,  and  at  the  third  dam  on  both  sides. 

The  volume  of  water  employed  at  Mechanic  Palls,  a  few  miles 
above,  is,  as  reported,  nearly  20,000  cubic  feet  per  minute  for  the 
ordinary  manufacturing  hours,  at  the  low  stage  of  water.  It  is 
probably  reasonable  to  infer  the  low  run  at  Auburn  to  be  22,000 
cubic  feet  per  minute  for  the  same  hours,  as  the  contributions  of 
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several  ponds  Improved  for  reservoirs,  as  well  as  of  various 
streams,  are  received  below  Mechanic  Falls.  This  would  give  a 
gross  power  of  2,870  horse  on  the  whole  fall,  or  114,800  spindles. 
This  result,  so  remarkable  for  a  stream  which  drains  only  280 
square  miles,  is  obtained  by  the  improvement  of  its  numerous  and 
capacious  reservoirs.  The  capacity  of  these  storage  receptacles  is 
by  no  means  fully  developed.    See  page  83,  Part  II. 

There  are  175  acres  of  land  connected  with  these  privileges, 
which  is  all  for  sale  or  any  part  of  it.  All  of  the  property  is  situ- 
ated directly  opposite  the  city  of  Lewiston,  and  is  owned  by 
Edward  A.  Little,  Esq.  It  is  intended  this  season  to  erect  a  dam 
upon  the  middle  site,  and  to  lease  a  part  of  the  power  for  a  flour 
mill.  There  are  at  present  only  a  saw  mill,  box  mill,  and  batting 
mill  on  the  privileges  :  these  operate  all  the  year. 

Fourth,  on  Taylor  brook,  the  outlet  of  Taylor  pond,  which  covers 
about  two  square  miles,  has  four  feet  of  storage ;  about  50  rods 
from  the  Maine  Central  Railroad  track,  12  feet  fall ;  is  capable  of 
carrying  three  runs  of  flour  stones  under  a  nine-foot  head  in  the 
summer  months :  owned  by  Edward  A.  Little. 

Fourth,  "Ryerson's  Privilege,"  on  the  Little  Androscoggin 
river,  eight  miles  below  Mechanic  Falls,  and  three  miles  from 
Lewiston.  Twenty  feet  head  can  be  had.  There  is  no  improve- 
ment. There  were  formerly  a  saw  mill,  grist  mill,  shingle  machine 
and  clapboard  machine.  Owned  by  Nicholas  Ryerson.  This 
privilege  is  in  receipt  of  all  the  water  commanded  at  Mechanic 
Falls,  and  the  available  power  is  inferred  to  be  about  840  horse 
power,  or  33,600  spindles. 

Fifth,  near  the  outlet  of  Little  Wilson  pond,  a  saw  mill.  The 
pond  is  used  for  a  reservoir. 

Sixth,  below,  near  Wilson  pond,  a  saw  mill. 

Seventh,  at  the  outlet  of  Wilson  pond  or  Lake  Auburn,  seven 
feet  fall,  can  be  increased  to  12  feet ;  peg,  saw,  grist  and  box 
mills,  and  furniture  factory.  The  pond  covers  1,968  acres,  upon 
which  a  head  of  eight  feet  is  commanded. 

Augusta — Kennebec  County. 
From  the  Statements  of  Col  H.  A.  DeWitt  and  Judge  Samuel  Til- 
comb,  and  from  Articles  in  the  Kennebec  Journal. 
Five  Powers.  *. 

First,  the  "Kennebec  Dam,"  on  the  Kennebec  river  at  the  head 
of  tide,  and  within  the  limits  of  the  city  proper. 
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Height  of fall.— The  present  fall  is  15  feet,  part  vertical,  and 
part  on  a  sloping  apron  40  feet  wide.  So  far  as  regards  fiowage 
or  interference  with  privileges  above,  the  dam  can  be  raised  six 
feet  or  more.  It  is  now  contemplated  to  raise  it  three  feet  for  the 
present. 

Volume  of  water. — The  volume  of  water  recorded  by  measure- 
ment during  the  summer  of  1866  .was  130,000  cubic  feet  per  minute 
for  the  24  hours,  in  the  extreme  low  run,  and  If  5,500  cubic  feet  for 
the  mean  run  throughout  the  summer  season.  By  reference  to  Part 
II  of  this  Report,  pages  91  and  92,  it  will  be  seen  that  the  mini- 
mum volume  of  the  river  for  that  summer  must  have  been  consid- 
erably in  excess  of  the  minimum  summer  volume  in  the  average 
of  years.  Upon  supposition  that  the  excess  was,  for  the  three 
months  of  ordinary  lowest  rijn,  40  per  cent.,-  the  minimum  drouth 
volume  of  the  river  at  this  point,  ever  observed,  may  be  estimated 
as  170,000  cubic  feet  p£r  &inirt£  for  11  hours  a  day.  This  would 
yield,  on  a  fall  of  15  feet,  for  the  'hotirsc  specified,  a  gross  power 
of  4,830  horse-power,  or  193,200  spindles,  or  about  300,000  spin- 
dles with  preparation  on  print  cloths. 

The  power  can  be  increased  by  raising  the  dam,  as  above  no- 
ticed. This  would  not  only  give  a  higher  head,  but  would  put 
the  whole  volume  of  the  river  under  control  for  a  distance  of  17 
miles,  to  the  foot  of  Ticonic  falls  in  Waterville. 

It  can  be  increased  enormously,  also,  by  the  use  of  the  300 
square  miles,  more  of  less,  of  lakes  and  ponds  tributary  to  the 
Kennebec  above  this  point.  See  Part  II,  pages  94 — 98.  It  can 
be  further  increased  by  the  construction  of  artificial  reservoirs  of 
large  size,  at  low  cost,  so  that  the  present  minimum  power  is  very 
greatly  in  defect  of  what  can  be  readily  commanded. 

Lay  of  the  land. — By  no  means  favorable  for  the  erection  of  mills 
with  the  appurtenant  boarding  houses,  yards,  etc.;  but  understood 
to  be  susceptible  of  improvement  adequate  to  all  practical  neces- 
sities. 

Construction  material — The  best  of  granite  close  at  hand ;  also 
unlimited  quantities  of  clay  for  bricks ;  the  country  above  furnishes 
lumber  in  all  required  amounts. 

Proprietorship. — Owned  by  the  A.  &  W.  Sprague  Manufactur- 
ing Company ;  Agent  and  Engineer,  Col.  H.  A.  De Witt. 

Improvements. — Improvements  on  this  power  on  a  vast  scale  are 
now  in  prospect  and  in  the  early  stage  of  execution.  Six  hundred 
acres  of  land  have  been  purchased,  extending  a  mile  and  a  half  on 
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the  east  side  of  the  river  and  a  mile  and  a  quarter  on  the  west 
side.  A  brick  yard  is  in  operation  capable  of  producing  100,000 
bricks  per  week.  Townships  of  timber  land  have  been  purchased, 
saw  mills  bought  and  built,  etc.,  so  that  a  great  manufacturing 
city  may  reasonably  be  looked  for  as  certain  speedily  to  arise  upon 
this  privilege. 

The  power  of  the  Kennebec  dam  is  already  employed  as  follows : 

At  the  east  end  an  extensive  saw  mill,  Lancy  &  Smith,  proprie- 
tors ;  about  fifty  hands  employed ;  annual  product,  $40,000. 

At  the  west  end  of  the  dam,  an  excelsior  mill,  J.  W.  Longfellow 
&  Co.;  annual  product  about  $3,000.  Also  a  clapboard  planer, 
capable  of  planing  5,000  clapboards  a  day. 

A  saw  mill,  Charles  Milliken,  proprietor;  twenty-five  hands; 
product,  $75,000  to  $100,000. 

A  saw  mill,  D.  6.  Baker  &  Co.;  fifteen  hands ;  product,  $25,000. 

Sash,  door,  and  blind  factory,  Banks  &  Mosher;  thirty-five 
hands ;  $60,000  per  annum.  * 

Barrel-head  factory,  Freeman  Barker,  $T,000  per  annum. 

Scoles'  grist  mill,  25,000  bushels  per  annum. 

O.  W.  &  W.  G.  Emery,  planing  and  job.  mill. 

E.  Atkins  &  Co.,  boxes  and  shooks,  $12,000  a  year. 

Furniture  factory,  A.  Cowee  &  Son,  $25,000. 

Furniture  factory,  David  Knowlton,  $2,000. 

Broom  and  brush  handle  factory,  Smiley  &  Church,  $5,000. 

Kennebec  mill,  A.  &  W.  Sprague  Manufacturing  Company, 
10,000  spindles,  300  looms;  2,400,000  yards  light  sheeting; 
hands,  175,  of  whom  125  are  females  ;  value  of  product,  $275,000 
in  1866. 

The  present  season,  1869,  the  Sprague  Manufacturing  Company 
are  building  a  new  cotton  mill  of  30,000  spindles. 

Second,  Third,  Fourth  and  Fifth,  upon  the  Bond  brook,  four  dams 
in  two  miles,  mills  upon  each,  room  for  others.  Stream  rather 
variable  in  volume,  but  capable  4of  very  great  improvement  by 
artificial  connection  with  large  ponds  in  the  vicinity. 

Upper  dam  occupied  by  Abner  Coombs,  grist  mill  and  saw  mill ; 
former  operates  all  the  year ;  the  latter  fall  and  spring. 

Second  dam,  excelsior  factory,  E.  C.  Coombs,  proprietor ;  an- 
nual product,  $5,000. 

Third  dam,  grist  mill,  Russell  Eaton,  proprietor;  11,000  bushels 
per  annum. 
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Lowe*  dam,  factory  of  doors,  sash  and  blinds,  J.  P.  Wyman  & 
Son,  proprietors ;  18  feet  fall ;  60  bands ;  annual  product,  $100,000.* 

Accessibility. — Augnsta  is  connected  with  the  seaboard  by  a  line 
of  railway,  is  about  three  hours  distant  from  Portland,  and  eight 
from  Boston.  For  about  eight  months  of  the  year  the  river  is  open 
to  the  city,  admitting  the  approach  of  vessels  drawing  10  feet. 

Population  of  Augusta,  1867,  8,000 ;  valuation,  $5,500,000. 

Avon — Franklin  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  "Russell's  Mills,"  on  the  outlet  stream  of  if ount  Blue 
pond,  manufacture  lumber.     Operate  four  months  in  the  year. 

Second,  one  mile  below,  "  Haines'  Mill/1  manufactures  lumber. 
These  powers  might  be  materially  improved  by  a  dam  at  the  out- 
let of  the  pond,  and  raising  the  water  some  three  or  four  feet, 
which  the  proprietors  of  the  first  power  are  authorized  to  do, 
there  being  a  surface  of  more  than  three  hundred  acres.  •  Rocks 
mostly  granite,  suitable  for  building  purposes.  The  falls  are  each 
about  fifteen  feet. 

Third,  on  a  stream  in  the  westerly  part  of  the  town,  one  and  a 
half  miles  from  Phillips  village ;  lumber  mills.  Mills  operate  about 
three  months.    Fall  less  than  fifteen  feet. 

The  "  Mount  Blue  Pond  "  drains  an  area  of  about  fifteen  hun- 
dred acres,  two-thirds  being  forest;  a  large  amount  of  spruce, 
hemlock,  bass,  maple,  birch,  suitable  for  manufacture  and  easy  of 
access.  Aggregate  production,  $4,000.  Market,  Farmington  and 
Lewiston. 

BATLEYVlLLl^-*-WASHINOfON  COUNTY. 

From  the  Statement  of  the  Selectmen,  the  Returns  of  Calais,  and' 

Ansonfs  Report  of  Survey. 
Three  Powers. 

First,  "  Sprague's  Falls,"  on  the  St.  Croix,  five  miles  above  the? 
Baring  mills.  Fall  about  twenty-five  feet.  "A  magnificent  water- 
power."  At  the  head  of  the  foils  an  island  divides  the  river,  and; 
the  St.  Croix  Log  Driving  Company  have  built  a  dam  across  the 
western  channel.  The  power  is  unimproved.  The  Lewey's  Island 
Railroad  passes  close  by  this  privilege. 

Second,  "  Enoch's  Rips,"  one-half  mile  above  Sprague's  falls. 
Height  of  fall,  nine  feet.    It  is  unimproved. 
12 
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Third,  the  "  Grand  Palls,"  six  miles  above,  just  below  the  junc- 
tion of  the  West  and  North  branches.  The  falls  consist  of  two 
pitches  about  half  a  mile  apart,  each  pitch  having  a  descent  of 
about  eighteen  feet,  and  in  combination  constituting  a  power  of 
the  first  magnitude.  At  the  head  of  each  fall  is  an  island,  with  a 
dam  from  the  island  to  the  English  side.    It  is  unimproved. 

A  storage  of  four  feet  upon  the  two  great  Chiputneticook  lakes 
would  yield  on  the  above  falls,  for  ten  hours  a  day,  312  days  a 
year,  a  gross  power  of  nearly  4,000  horse,  or  160,000  spindles. 

The  extraordinary  constancy  of  the  volume  of  the  St.  Croix,  its 
susceptibility  of  improvement  in  natural  and  artificial  reservoirs 
of  great  size,  the  convenient  lay  of  the  land  adjacent  to  the  above 
falls,  the  abundance  of  building  material  in  their  vicinity,  and  their 
position  not  remote  from  navigable  waters,  with  a  railway  in  their 
neighborhood, — render  the  above  mentioned  privileges  of  the  first 
value  and  of  the  highest  capacity  with  reference  to  economical 
improvement.     See  reservoirs,  page  119. 

Baldwin — Cumberland  County. 

From  Selectmen's  Returns. 
[See  also  "  Baldwin  and  Hiram"  and  "  Baldwin  and  Limington."] 

Ten  Powers 

On  Break-Neck  brook,  a  stream  in  the  west  part  of  the  town. 

First,  the  "  Burnell  Privilege,"  on  town  road.  Fall,  in  100 
feet,  20  feet,  and  a  head  of  seven  feet  additional.  Various  saws. 
Stream  falls  rapidly  from  the  mill.  Water  from  bottom  of  dam 
runs  a  twenty-foot  overshot  wheel.  If  the  mill  were  further 
down  stream,  there  might  be  a  larger  wheel.  Dam  could  be  made 
higher.  The  water  used  to  the  best  advantage  would  run  the 
machinery  now  on  the  premises  night  and  day  the  year  round,  or 
nearly  so.  The  pond,  as  now  flowed,  about  three  acres.  Mill 
very  safe.     Considerable  lumber  in  vicinity. 

Second,  below,  "  Richardson's  Privilege."  Grist,  shingle,  and 
saw  mills/  Now  run  about  half  the  year.  Might  be  made  to  run 
the  whole  year  by  day.  Head  seven  and  a  half  feet,  pond  two 
acres.  Dam  could  be  raised  two  feet,  and  pond  would  flow  three 
acres. 

Third,  below,  "  Little  Falls:"  Not  improved.  Six  feet  fall, 
good  chance  to  flow,  a  fine  little  privilege. 

Fourth,  below,  "  Bowers'  Privilege,"  on  town  road  ;  formerly  a 
saw  mill  and  grist  mill ;  privilege  not  now  occupied.    Fall  eight 
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feet;  chance  for  a  small  pond  with  several  feet  head,  and  for 
another  pond,  above,  of  fifteen  to  twenty  acres.  Well  situated,  a 
good  water-power. 

Fifth,  below,  "  Wetfoot  Privilege."  Not  improved.  Pew  feet 
fall ;  but  high  dam  and  large  flowage  feasible.  A  grist  mill,  or 
other  light  machinery,  could  be  run  the  year  round. 

Sixth,  on  Dug-hill  brook,  "  Clark's  Mills,"  nine  feet  head,  pond 
small,  rake  factory,  saws,  &c. ;  would  run  light  machinery  nearly 
or  quite  the  year  round. 

Seventh,  just  above,  "Harding's  Privilege;"  rake  factory. 
Head  nine  feet,  and  water  sufficient  for  the  business. 

Eighth,  above,  "Harding's  Privilege."  Dam  eight  feet,  five 
feet  water  in  the  flume.  Saw  mill  and  rake  factory ;  operate  two 
or  three  months  in  the  year.  With  help  of  upper  pond,  22  acres, 
can  run  light  machinery  nearly  the  year  round. 

Ninth,  above,  "Flint's  Privilege."  Twenty-four-foot  overshot 
wheel ;  shingle  and  spoke  machine,  saws,  &c.  Runs  nearly  the 
year  round. 

Tenth,  on  Quaker  brook,  "  Dyer's  Water-power."  Fall  and  head 
ten  feet.  Saw  mills.  With  tight  dam  and  good  machinery,  might 
run  an  up-and-down  saw  nine  months.  Good  privilege  and  very 
well  situated. 

Baldwin — Cumberland  County,  and  Hiram — Oxford  County. 
From  (he  Surveys  of  Cyrus  IngaUs^and  George  Wadxworfh,  Civil 

Engineers. 
[See  also  "  Baldwin,"  and  «•  Hiram.*]  * 

Two  Powers. 

First,  "  Great  Falls,"  on  Saco  river,  two  and  a  half  miles  below 
Hiram  bridge.  Total  fall  72  feet  three  and  one-half  inches  in  55 
rods.  The  distance  apd  fall  are  divided  as  follows:  The  first 
30  rods  have  a  fall  of  28  feet  five  and  one-half* inches;  the  next 
15  rods,  a  fall  of  23  feet ;  and  the  last  10  rods,  a  fall  of  20  feet 
10  inches. 

The  river  for  some  distance  above  and  below  the  falls  is  the 
boundary  line  between  Hiram  and  Baldwin.  Its  bed  and  shores 
are  mostly  solid  ledge  the  whole  extent.  The  banks  are  high  and 
bold ;  the  land  upon  the  east  side  rises  to  considerable  height,  but 
upon  the  west  side  is  nearly  level  with  high  water  mark.  The 
river  seldom  overflows  its  banks. 

The  volume  of  water  in  a  drouth  is,  in  the  present  condition  of 
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the  reservoirs  of  the  river,  comparatively  small,  probably  not  over 
12,000  cubic  feet  per  minute,  that  at  Saco  being  18,000  cubic  feet. 
A  dam  of  six  feet  at  the  falls  would  send  the  water  back  for  nearly 
fifteen  miles,  and  form  a  pond  of  at  least  a  thousand  acres,  and 
greatly  increase  the  available  power,  though  at  some  expense  lor 
flowage.  There  are,  as  shown  in  Part  II.,  page  TT,  fifteen  or 
twenty  square  miles  of  lakes,  ponds  and  swamps,  in  Hiram,  Brown- 
field,  Denmark^  and  other  towns  above,  which  could  be  at  small 
expense  turned  into  reservoirs,  and  the  river  made  equal  to  the 
demands  of  very  extensive  manufacturing  at  the  Great  Falls. 

If  12,000  cubic  feet  of  water  per  minute  can  be  realized  in  a 
drouth,  the  power  of  the  whole  fall  is  1,614  horse,  or  64,560  spin- 
dles; or  8,520  horse,  or  140,800  spindles  for  11  hours  a  day. 

The  average  range  from  lowest  to  highest  water  at  the  Great 
Falls  is  about  12  feet. 

Some  years  ago,  the  Water-Power  Company  of  Saco  cut  a 
channel  through  the  head  of  these  falls,  on  the  west  side,  and 
put  in  locks  for  the  purpose  of  letting  down  water  through  the  dry 
season  of  the  year.    There  is  no  dam  or  other  improvement. 

The  land  upon  the  west  bank  is  favorable  for  setting  mills  and 
factories  a  distance  from  the  shore  or  bank,  and  taking  water  from 
the  river.     It  is  also  quite  favorable  on  the  east  side. 

Second,  half  a  mile  below  the  foot  of  the  "  Great  Falls,"  and 
extending  nearly  half  a  mile.  The  river  is  only  six  rods  wide  at 
the  head  of  this  fall  and  is  rock  bound.  It  widens  to  eight  or  tea 
rods  lower  down  and  has  good  banks  on  both  sides.  A  fall  of 
eight  to  ten  feet.  The  Baldwin  side  is  owned  by  the  Saco  Water 
Power  Company  and  the  Hiram  side  by  Benjamin  Goodwin.  This 
fall  has  long  been  known  as  the  "  Great  Falls'  Wife/1  and  offers  a 
capital  privilege  for  heavy  operations.     No  improvement. 

Building  material  of  all  sorts  abundant.    , 

Market,  Portland,  with  which  railroad  connection  will  undoubt- 
edly very  speedily  be  effected.  Stages  now  pass  directly  by  the 
powers. 

Baldwin — Cumberland  County,  and  Limington — York  County. 
From,  the  Beturns  of  Baldwin  and  Limington. 

[See  aUo  "  Baldwin,"  tod  "Limington."] 
One  Power. 

"Highland  Rips,"  on  the  Saco  river,  about  midway  the  north 

line  of  Limington ;  height  15  feet  in  a  horizontal  distance  of  40 

rods.    Width  of  river,  200  feet. 
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If  the  volume  of  the  river  at  this  point  be  assumed  to  be,  in  a 
drouth,  6,000  cubic  feet  per  minute  less  than  at  Saco,  or  13,000 
cubic  feet  per  minute  for  the  24=  hours,  the  power  of  the  fall  is 
about  375  horse-power  gross,  day  and  night,  or  about  800  horse- 
power, 32,000  spindles,  for  11  hours  a  day.  It  can  be  greatly 
increased  by  the  use  of  reservoirs.    See  page  77,  Part  II. 

It  is  unimproved. 

Granite  abundant  and  suitable  for  building  close  at  hand. 

Market,  Portland. 

Bancroft  Plantation — Aroostook  County. 

Front  Assessor*?  Returns. 
Three  Powers. 

First,  "Bancroft  Mills,"  on  Baskahegan  stream,  half  a  mile 
above  its  junction  with  the  Mattawamkeag  river.  Fall  26  feet  in 
75  rods.  Grist  and  various  saw  mills.  Small  part  of  the  available 
power  used.  A  storage  of  four  feet  upon  Baskahegan  lake,  tribu- 
tary to  the  stream,  would  yield  upon  these  falls,  for  the  ordinary 
working  hours  of  the  year,  a  gross  power  of  1,260  horse  or  49,000 
spindles.  To  this  should  be  added  the  natural  low  run  of  the 
stream.  The  storage  could  be  used  in  four  months,  if  desired,  the 
natural  flow  sufficing  for  the  rest  of  the  year. 

Second,  "  Holbrook  Falls/1  on  the  outlet  stream  of  Holbrook 
pond,  which  covers  3.50  square  miles.     Unimproved. 

Third,  "Ledge  Fails,"  on  Mattawamkeag  river,  about  seven 
miles  above  the  mouth  of  the  Baskahegan  stream,  height  fifteen 
feet  in  fifty  rods.  There  are  a  great  number  of  lakes  and  ponds 
above,  that  might  be  or  already  are  used  .for  reservoirs.  See  page 
108,  Part  II.  The  river  drains  several  hundred  square  miles  of 
territory,  so  that  the  volume  of  water  is  large,  and  may  be  made 
comparatively  constant  at  all  seasons.    Unimproved. 

Underlying  rock,  limestone.  The  lay  of  the  land  about  the  falls 
favorable  for  the  location  of  mills. 

Market,  Bangor,  by  military  road,  steamboat  and  railroad. 

Bangor — Penobscot  County. 

From  ike  Mayor's  Returns. 

[See  ftlfo  "Bangor  and  Brewer."] 

Six  Powers 

On  the  Kenduskeag  stream,  viz.,  "Drummond's  MiHs,"  "Mc- 
Question's  Mills/'   "Brace's  Mills,"   "Hatch's   Mills,"    "The 
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Four  Mile  Falls/'  and  "  Six  Mile  Falls/'    These  are  mentioned  in 
their  order,  going  up  the  stream. 

Fall  from  ten  to  fifteen  feet  for  each  power.  The  first  four  flow 
back  the  Kenduskeag  about  one  mile  each ;  the  Six  Mile  fall  flows 
back  over  two  miles. 

The  power  of  the  series  is  indicated  in  the  fact  that  Brace's  mills 
could  saw  from  2,500,000  to  3,000,000  feet  of  lumber  annually. 

There  is  a  dam  at  each  of  the  six  powers  except  at  Four  Mile 
falls.  Four  of  the  powers  are  improved  with  mills,  to  wit :  Drum- 
mond's,  McQuestion's,  Bruce's  and  Hatch's  mills.  One  of  said 
mills  manufactures  lumber  and  plaster,  grinds  grain,  and  has  atrip 
hammer  and  wool  carding  machinery ;  one  manufactures  lumber 
and  salt ;  the  others,  lumber  only. 

'  The  mills  run  about  seven  months  annually  with  full  power ; 
and  for  some  time  longer  with  less  than  full  power. 

Some  of  the  machinery  is  of  .the  best  construction  for  economiz- 
ing power.  The  Bobbins  wheel  is  used;  also  the  old  Steams 
wheel,  and  several  others.  The  centre-vent  turbine  wheels  are 
generally  used  ;  some  reacting. 

The  powers  are  owned  by  Messrs.  Morse  A  Co.,  (two  powers,) 
Stetson  &  Co.,  (one  power,)  Merrill  and  Sons,  (one  power,)  and 
J.  K.  Lumbert,  (two  powers.) 

The  Kenduskeag  stream  is  naturally  connected  with  a  few  small 
ponds ;  and,  artificially,  could  be  readily  connected,  by  an  inex- 
pensive two-mile  canal,  with  the  JPushaw  pond,  distant  about  three 
and  a  half  miles  from  the  stream.  The  Pushaw  pond  now  covers 
an  area  of  about  twelve  square  miles ;  and,  at  little  expense  in  the 
erection  of  dams,  etc.,  could  be  converted  into  a  reservoir  of  much 
greater  area,  wherein  the  water  could  be  raised  and  held,  five  to 
seven  feet  above  its  natural  level,  to  supply  the  Kenduskeag 
stream  during  drouth,  or  low  water  towards  the  end  of  summer. 
The  stream  is  rapid,  rises  from  eight  to  twelve  feet  during  freshets, 
but  is  considered  comparatively  safe.  The  supply  of  water  is  not 
large  during  part  of  the  summer. 

The  out-cropping  and  underlying  rocks  are  slate,  easily  quarried, 
and  much  used  as  rough  building  material. 

The  lay  of  the  land  at  all  the  various  falls  is  suitable,  and  at 
most  of  the  falls  extremely  favorable,  for  convenient  location  of 
mills  and  workshops.  A  small  part  of  the  basin  of  the  stream  is 
wooded. 
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Market.  Lumber  is  shipped  from  Bangor  direct,  to  almost 
every  port  where  there  is  a  sale  for  it ;  but  the  principal  markets 
are  Boston,  New  York  and  the  West  Indies.  The  Penobscot 
river  (when  not  closed  by  ice)  is  the  usual,  as  well  as  best  and 
cheapest,  channel  of  transportation. 

The  soil  is  mostly  clayey  loam,  with  some  small  areas  of  gravel, 
and  has  generally  a  hard  pan  of  clay.  In  most  localities  the  soil 
is  very  retentive  of  water,  and  is  relieved  only  by  thorough 
drainage. 

Bangor  and  Brewer — Penobscot  County. 
From  the  Returns  of  Mayor  Wakefield  of  Bangor,  and  from  (he 
Survey  of  Hiram  F.  Mills,  Engineer  of  the  Eydrographic  Survey 
for  the  Eastern  Division. 

[See  also  " Bangor,"  and  "Brewer."] 

One  Power. 

"  Treat's  Palls,"  on  the  Penobscot  river,  one  mile  above  the 
harbor  proper  of  Bangor,  and  within  one  mile  of  the  city  Post 
Office.  The  falls  are  now  flowed  *by  high  tide,  but  to  what  depth 
is  not  stated.  The  total  range  of  the  ebb  and  flow  in  the  harbor 
one  mile  below,  is  from  twelve  to  eighteen  feet ;  range  from  lowest 
to  highest  water  on  the  river  proper  (above  tide)  about  twelve 
feet.  A  dam  fifteen  feet  above  mean  high  tide  will  pond  the  water 
back  about  four  miles.  The  privilege  is  owned  by  Messrs.  Leavitt, 
Weston,  and  others.  For  further  information  respecting  the  priv- 
ilege, I  subjoin  the  statement  (or  the  essential  portions  of  it)  of 
Hiram  F.  Mills,  C.  E. 

"  The  circumstances  under  which  my  determination  of  the  vol- 
ume of  the  river  was  made  were  these :  In  the  spring  of  1866  I 
examined  the  river  and  made  inquiries  of  the  men  connected  with 
the  mills  from  Milford  to  Bangor,  for  the  purpose  of  determining 
the  least  quantity  that  flowed  in  the  river  in  the  extremely  dry 
seasons  of  1864  and  1865,  and  the  greatest  quantity  in  time  of 
freshet.  The  latter  I  succeeded  in  getting  quite  to  my  satisfac- 
tion, as  one  of  the  greatest  freshets  known  occurred  during  my 
observations,  when  there  was  flowing  96,000  cubic  feet  per  second. 

The  actual  quantity  flowing  in  the  greatest  drouth  could  not  at 
that  time  be  determined  ;  but  I  was  fortunate  in  obtaining  data  by 
which  I  could,  by  measurements  made  at  this  time,  determine  the 
quantity  actually  used  in  that  dryest  time,  and  thus  know  a  quan- 
tity which  could,  with  certainty,  be  relied  upon  in  an  extreme 
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drought,  and  one  upon  which  estimates  could  be  based  with  safety. 
This  quantity  I  found  to  have  been  1,950  cubic  feet  per  second, 
exclusive  of  that  used  at  the  sluice  for  passing  rafts. 

The  quantity  here  excluded  I  could  not  at  the  tune  form  a  judg- 
ment upon,  as  the  quantity  required  was  not  only  that  for  passing 
the  rafts  through  the  sluice  but  over  the  rapids  between  the  sluice 
and  the  race  from  the  mills.  This  was  evidently  in  excess  of  the 
quantity  that  would  be  required  at  a  well  constructed  sluice  at 
Treat's  falls  for  the  passage  of  rafts ;  hence  I  could  report  that  at 
Treat's  falls  there  would  be  supplied  constantly  through,  the  twen- 
ty-four hours,  in  the  greatest  drought,  the  quantity  necessary  for 
the  passage  of  rafts,  together  with  1,950  cubic  feet  per  second, 
that  could  be  applied  to  manufacturing  purposes ;  and  having  to 
report  without  seeing  the  river  in  its  lowest  stage,  I  could  only, 
from  the  data  gathered  and  my  measurements,  express  my  confi- 
dence that  the  quantity  that  can  be  relied  upon  is  in  excess  of 
this,  probably  twenty-five  per  cent.,  possibly  fifty  per  cent. 

This  quantity  was,  however,  the  base  of  my  computation  of  re- 
sults, providing,  of  course,  room  for  the  use  of  any  further  quan- 
tity that  could  be  realized. 

With  a  constant  fall  of  fifteen  feet  and  no  pond,  the  amount  of 
power  that  could  be  derived  from  this  water  would  be,  in  gross, 
3,315  horse-powers. 

With  the  proposed  dam  at  Treat's  falls  to  a  height  of  fifteen  feet 
above  mean  high  tide,  with  flash  boards  two  feet  high  in  time  of 
drought,  the  above  amount  used  in  connection  with  the  pond  and 
so  much  of  the  tide  as  can  be  used  to  advantage,  will  furnish 
during  the  working  hours  of  the  dryest  day  a  power  in  gross  of 
9,000  horse-powers,  leaving  the  surface  of  the  water  at  evening 
level  with  the  top  of  solid  dam. 

During  the  night  the  pond  will  fill  to  top  of  flash  boards,  besides 
allowing  the  constant  use  of  1,473  horse-powers. 

The  advantage  that  can  be  taken  of  the  tide  in  connection  with 
the  large  pond  above  the  dam,  with  the  use  of  turbine  wheels,  is 
shown  in  this  increase  of  power  from  3,315  horse-powers  to  9,000 
horse-powers.  This  result  is  derived  from  calculating  the  expe- 
rience of  the  worst  day  of  a  dry  season  in  which  the  circum- 
stances would  be,  1,950  cubic  feet  of  water  per  second  being 
supplied  by  the  river,  and  high  tide  a  half  hour  after  starting  the 
factories  in  the  morning,  the  pond  being  full  to  top  of  flash  boards. 
This  is  one  of  the  many  cases  in  which  in  an  unimproved  river 
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the  quantity  of  water  flowing  and  the  fall  are  items  by  themselves 
quite  inadequate  to  present  the  capabilities  of  the  river  for  the 
development  of  power. 

The  9,000  horse-powers  that  can  be  derived  from  the  Penobscot 
by  the  construction  of  a  dam  at  Treat's  falls,  can  be  increased  to 
13,500  horse-powers  at  this  point  by  constructions  up  the  river, 
similar  to  those  upon  the  Merrimac. 

The  site  selected  for  the  dam  at  Treat's  falls  is  underlaid  by  a 
continuous  ledge  of  good  quality  throughout,  and  there  is  no 
question  of  the  practicability  of  constructing  a  dam  there  which 
shall  be  permanent,  and  never  require  repairs  that  will  interfere 
with  the  daily  use  of  the  water  of  the  river. 

The  length  of  the  overfall  designed  is  828  feet.  The  total 
length  of  canals  will  be  a  little  less  than  half  that  in  Lowell  to 
supply  the  same  power  to  the  same  area,  and  the  expense  of  con- 
structing them  here  will  be  very  light.  The  wheels  will  deliver 
their  water  directly  into  the  river,  thus  obviating  the  expense  of 
constructing  long  races  at  a  low  level. 

The  area  for  factory  sites  directly  below  the  dam  is  ample  for 
the  use  of  the  power  when  fully  developed,  and  remarkably  well 
adapted  for  this  use.  Entire  safety  in  time  of  freshets  will  be 
secured. 

The  material  for  foundations  is  very  good,  being  qver  the 
greater  part  of  the  area  ledge,  at  a  convenient  depth,  and  where 
not  of  ledge  of  hard  gravel  and  clay. 

Building  stone  of  superior  quality  for  foundations  is  found  in 
available  positions  in  the  immediate  vicinity,  and  the  excellent 
Brewer  bricks  are  manufactured  close  at  hand. 

The  expense  of  constructing  factories  on  these  sites  will  be 
unusually  small,  and  there  will  be  the  great  and  unusual  advan- 
tage of  both  railroad  communication  and  of  free  navigation  in 
deep  tide  water  to  and  from  the  factory  yards." 

Baring — Washington  County. 
From  the  Returns  of  O.  F.  Todd,  Esq.,  of  Calais. 

One  Power. 

"  Baring  Mills,"  on  the  St.  Croix,  three  miles  above  the  mills  at 
Milltown,  (Calais.)  A  dam  extends  across  the  river  at  this  point, 
and  gives  about  10  feet  head  at  a  high  stage  of  the  river.  Im- 
provements are  as  follows : 
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American  side. 


English  side. 

Six  gangs ;  three  single  saws, 
six  lath  machines,  three  shingle 
machines. 

Will  cut  15,000,000  of  long 
lumber,  15,000,000  laths,  2,500,- 
000  shingles. 


One  gang ;  one  lath  machine, 
one  shingle  machine,  one  carding 
machine  (not  in  operation.) 

Will  cut  2,000,000  feet  lum- 
ber, 2,000,000  laths,  1,000,000 
shingles. 


A  building  has  recently  been  erected,  40  by  60  feet,  three  stories 
high,  for  a  woollen*  mill. 

Barnard— Piscataquis  County. 

From  Selectmen9 s  Returns. 
Several  Powers. 

"  Bear  Brook  "  has  fall  sufficient  at  several  points  to  run  a  con- 
siderable amount  of  machinery  the  entire  year,  except  in  an  ex- 
tremely dry  season. 

Saw  and  grist  mill  in  operation  at  one  point.  Saw  and  shingle 
machine  on  the  east  or  main  branch  of  the  stream.  Also  a  saw 
mill  at  Egery  &  Williams'  slate  quarry  on  the  West  branch  of  the 
stream.  This  stream  is  not  half  so  large  as  Bear  brook  proper,  or 
East  branch;  yet  they  expect  to  saw  heavy  lumber  and  run 
•machinery  for  quarrying  purposes. 

Valuable  power  for  quarrying  purposes  on  the  Green  brook,  as 
there  are  several  slate  ledges  and  veins  along  its  banks.  Also  on 
Front  and  Wells  brooks. 

The  best  of  slate  in  this  town.  The  Egery  and  Williams'  quarry 
has  been  in  operation  one  year,  and  so  successfully,  that  it  could 
not  be  purchased  for  ten  times  its  cost  one  year  ago.  The  pro- 
duct is  fully  equal  if  not  superior  to  any  slate  in  this  country. 
There  are  specimens  of  slate  about  five  feet  square,  and  about 
one-fourth  of  an  inch  thick,  as  it  came  from  the  ledge. 

An  immense  amount  of  lumber  of  all  kinds,  especially  spruce, 
hemlock  and  cedar.  Hemlock  is  almost  inexhaustible.  We  do 
not  think  there  is  another  place  in  the  State  where  the  Extract  of 
Hemlock  could  be  manufactured  with  a  greater  certainty  of  suc- 
cess.    Land  is  now  very  cheap  in  this  town. 

Bath — Sagadahoc  County. 
From  the  Returns  of  James  Wakefield,  Esq. 
Three  Powers. 

"  Sewall's  Mill,"  a  tide  power,  fall  13  feet,  twenty  horse-powers, 
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will  grind  10,000  bushels  of  grain,  and  saw  200,000  of  lumber. 
One  saw  operates  eight  months.  Two  wheels,  H.  Blake's  patent, 
thirty  and  thirty-six  inches  in  diameter  each. 

"  Rogers'  Mill,"  a  tide  mill  on  Whiskeag  stream,  sixteen  horse- 
powers, will  saw  300,000  of  lumber.  One  saw,  operates  nine 
months  yearly.     Kendall  wheel. 

"  Winnegance  Mill  Dam  Company's  privilege,"  a  tide  power, 
three  hundred  and  thirty-three  horse-powers,  will  saw  16,000,000 
of  lumber,  operates  nine  months.    Kendall  wheel. 

Market,  Bath,  Portland  and  Boston,  by  rail  and  sea. 

Two-thirds  of  the  above  power  (Winnegance)  is  in  Phipsburg; 
one-third  in  Bath. 


Belfast — Waldo  County. 

Jleturna  of  John  H.  Quimby,  Esq. 
Ten  Powers,  and  More. 

On  "Goose  river,"  which  empties  into  Belfast  bay,  directly 
opposite  the  wharves  of  the  city,  on  the  eastern  side  of  the  harbor. 
Fall  185  feet  in  three-fourths  of  a  mile,  the  river  running  that  dis- 
tance over  a  ledgev  It  flows  from  Goose  pond,  in  Swanville,  six 
miles  from  Belfast,  which  pond  contains  thirteen  hundred  aores, 
"  with  a  great  depth,  and  a  large  water  shed  draining  into  it.  It  is 
also  fed  by  springs  from  its  bottom  which  makes  a  steady  supply 
of  water  during  the  entire  year. 

At  the  outlet  of  this  pond,  there  is  a  solid  stone  dam,  so  that 
there  never  has  been  or  can  be  any  freshet  upon  the  river  to  do 
damage  to  buildings  or  dams,  that  are  or  may  be  erected  thereon. 
About  one-half  of  the  powers  upon  said  river  are  now  occupied. 

First.  At  the  mouth  of  the  river  near  the  bay,  there  is  now  in 
process  of  construction  a  stone  dam,  which,  when  completed,  will 
be,  on  top,  300  feet  long  and  20  feet  wide ;  and  26  feet  wide  at 
the  bottom,  80  feet  in  height,  built  upon  a  ledge.  The  salt  water 
flows  at  full  tide  at  the  face  of  this  dam,  10  feet,  leaving  a  head  of 
water  in  the  pond  at  full  tide  of  20  feet,  and  at  or  near  low  tide  of 
30  feet. 

There  are  also  wharves  being  built  upon  eaoh  side  of  said  stream, 
extending  from  the  dam  325  feet  to  the  bay,  one  of  which  will  be 
140  feet  wide;  they  will  be  of  solid  rock  and  gravel,  and  vessels 
drawing  from  12  to  14  feet  of  water  can  load  or  discharge  at  the 
wharveB  at  the  foot  of  this  dam. 
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The  pond  at  this  dam  will  oontain  15  or  20  acres,  and  the  main 
travelled  road  from  Belfast  to  Searsport  crosses  the  pond  about 
50  rods  above  the  dam.  The  volume  of  water  at  this  dam  will  be 
equal  to  185  horse-power,  (this  power  being  calculated  upon  a 
turbine  wheel  about  five  feet  in  diameter.)  This  privilege  is  not 
occupied. 

Second.  The  next  fall  above  on  said  river  has  48  feet  head, 
equal  to  850  horse-powers,  and  is  not  occupied. 

Third.  The  next  above  this  has  15  feet  head,  equal  to  114  horse- 
powers, with  a  stone  dam,  and  is  occupied  for  a  grist  mill. 

Fourth.  The  next  fall  above  has  14  feet  head,  equal  to  100 
horse-powers,  has  a  stone  dam,  occupied  for  manufacture  of  paper. 

Fifth.  The  next  fall  has  10  feet  head,  equal  to  62  horse-powers, 
has  a  stone  dam,  is  occupied  for  the  manufacture  of  paper. 

Sixth.  The  next  has  18  feet  head,  equal  to  150  horse-powers, 
has  a  nice  stone  dam,  is  occupied  for  the  manufacture  of  paper. 

Seventh.  The  next  has  10  feet  head,  equal  to  62  horse-powers., 
has  a  stone  dam,  is  occupied  for  axe  factory. 

Eighth.  The  next  has  10  feet  head,  equal  to  62  horee-poweis, 
has  a  stone  dam,  is  occupied  for  an  axe  factory,  ("  Whiting's  axe 
factory.")  m 

Ninth.  The  next  has  18  feet  head,  equal  to  92  horse-powere, 
has  stone  dam,  and  is  occupied  for  the  manufacture  of  paper. 

Tenth.  The  next  and  last,  the  "  Mason  dam/'  has  a  fall  of  25 
feet  head,  equal  to  240  horse-powers,  has  a  stone  dam,  and  is 
unoccupied. 

The  powers  on  the  stream  used  for  the  manufacture  of  paper, 
are  occupied  by  the  Messrs.  Russell,  from  the  firm  of  William 
Russell  &  Sons,  Lawrence.  The  axe  factories  by  Messrs.  B. 
Kelley  &  Son,  and  Isaac  L.  Dunton. 

The  power  used  for  a  grist  mill  with  those  below,  including  the 
dam  at  the  outlet,  are  the  property  of  Hiram  E.  Pierce,  Esq. 

There  are  also  several  other  small  water-powers  within  the 
limits  of  the  city,  but  none  that  in  size  or  volume  can  compare 
with  this,  and  they  are  mostly  located  at  such  points,  that  no  heavy 
manufactory  could  be  established  upon  them;  they  are  mostly 
occupied  for  saw,  stave,  shingle,  grist  and  plaster  mills. 
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Bblgradb — Kekkbbbc  County. 

From  Selectmen's  Statement. 
Three  Powers. 

First,  "  Belgrade  Mills ;"  fall  ten  feet ;  saw,  shingle  and  grist 
mills,  which  have  constant  employment;  also  a  factory  for  the 
manufacture  of  thread-spools  and  excelsior,  which  does  a  large 
amount  of  business,  using  annually  5,000  cords  of  birch  and  poplar 
wood. 

The  power  is  very  inadequately  employed,  considering  the  great 
supply  of  water  and  excellence  of  the  location,  it  being  situated  at 
the  outlet  of  Great  pond,  which  is  about  eight  miles  in  length,  acid 
has  an  average  width  of  two  and  a  half  miles,  and  is  supplied  by 
North,  McGraw,  and  other  ponds,  besides  numerous  large  and 
small  streams.  This  power  is  situated  six  miles  from  the  Maine 
Central  Railroad  station  at  Belgrade. 

Second,  at  the  outlet  of  McGrath  pond,  at  the  present  time 
undergoing  improvement,  there  having  been  erected  the  present 
season,  1867,  a  building  forty  by  fifty  feet,  three  stories  high, 
intended  for  machinery  of  various  descriptions ;  already  in  opera- 
tion, various  saw  mills,  and  grist  mill,  with  room  and  power  for 
more  mills  during  a  portion  of  the  season.  Height  of  fall,-  ten 
feet. 

Third,  below  the  above  powers,  on  the  outlet  of  McGrath  pond, 
formerly  saw,  and  shingle  machine ;  at  present  not  used.  A  valua- 
ble power. 

Belmont — Waldo  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  on  "Tilden  Stream,"  the  outlet  of  TClden  pond;  fall 
twenty-four  feet  in  half  a  mile. 

Second,  on  "  Green  Stream ;"  fall  twenty  feet  in  a  half  mile. 

Third,  on  "  Cross  Stream  ;"  ML  fifteen  feet  in  one-fourth  mite. 

The  above  streams  are  connected  each  with  a  pond  two  miles  in 
circumference.  Two  mills  upon  them,  which  operate  about  six 
months.  Capacity  of  the  lakes  can  be  increased  by  dams.  One- 
fourth  of  the  basin  wooded. 

Market,  Belfast,  by  road.  . 

Benedicta  Plantation — Aroostook  County. 
Statement  of  the  Assessors. 
Thfere  is  no  water  power  in  this  plantation. 
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Benton — Kennebec  County. 

From  Selectmen's  Returns, 
Five  Powers. 

The  "  Lower  Falls,"  on  the  Sebasticook  river,  about  half  a  mile 
from  the  south  line  of  the  town.  Height  twelve  feet  in  half  a  mile. 
Works  all  the  year.  Grist  and  various  saw  mills,  and  brush-handle 
factory. 

The  "  Upper  Falls,"  half  a  mile  above  the  Lower  falls.  Height 
ten  feet  in  one  mile.  Works  all  the  year.  Saw  mill  and  match 
factory. 

The  "  Nine  Mile  Rips,"  about  one  mile  above  the  Upper  falls. 
Height  from  eight  to  twelve  feet  in  one  mile.  No  improvements. 
Could  work  all  the  year  if  improved. 

"Hunt's  Mill,"  on  the  Fifteen-Mile  stream.  Fall  nine  feet, 
horizontal  run  one  mile.     No  improvements. 

"Hanscom's  Mills,"  on  Fifteen-Mile  stream.  Height  fifteen 
feet  in  two  miles.  Improvements,  various  saws,  planing,  last, 
and  shingle  machines,  and  tannery. 

The  mills  on  the  Fifteen-Mile  stream  operate  about  three-fourths 
of  the  year ;  the  tannery  all  the  year. 

Machinery  not  of  the  best  sort  for  economizing  power.  Kim- 
ball, Tuttle,  and  Atkins  wheels ;  the  last  regarded  the  best. 

The  power  on  the  Sfebasticook  could  be  greatly  increased  by  the 
improvement  of  the  ponds  for  reservoirs.  An  artificial  reservoir 
of  1,000  acres  could  be  readily  constructed  on  Fifteen-Mile  stream, 
above  Hanscom's  Mills.  This  stream  also  connects  with  Albion 
pond.     See  reservoirs,  Part  II,  pages  96-96. 

No  danger  from  freshets ;  range  of  water  on  the  Sebasticook  a 
little  over  six  feet ;  on  the  Fifteen-Mile  stream  about  six  feet. 

Rocks,  granite  and  slate ;  excellent  for  building  purposes.  Lay 
of  the  land  about  the  falls  convenient  for  the  erection  of  mills. 

Value  of  Aggregate  Products.  At  Hanscom's  mills,  $27,000 : 
Sebasticook  lower  falls,  $10,000 ;  Sebasticook  upper  falls,  $6,000. 

Accessibility. — The  Sebasticook  upper  and  lower  falls  are  about 
two  miles  distant  from  the  depot  of  the  Maine  Central  Railroad  at 
Kendall  Mills.  Hunt's  and  Hanscom's  are  about  four  miles  from 
the  depot  of  the  same  railroad  at  Clinton.  Lumber  goes  to 
Augusta  and  other  points  by  water. 
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Div.  II.]  THE  WATBE  POWERS.  \Q\ 

Berwick — York  County.  ' 

From  (he  Returns  of  the  Selectmen. 
Six  Powers. 

All  on  Salmon  Falls  river,  the  first  four  constituting  the  "  Great 
Falls,"  and  the  last  two  the  "  Salmon  Falls. "    More  definitely — 
No  1,  the  Mast  Point  Privilege, 
No.  2,  Great  Falls  Manufacturing  Co.'s  upper  level, 
No.  3,     "        "  "  "      2d  " 

No.  4,     "        "  "  "      3d  " 

No.  5,  Salmon  Falls,        "  "      upper     " 

No.  6,      "  "  "  "      lower     " 

Total,  148  feet,  of  which  10?  are  obtained  in  two  miles,  and  41 
in  about  50  rods. 

No.  1  is  simply  a  feeder  for  the  next  three.  It  is  filled  by  night 
and  drawn  down  by  day,  and  thus  no  water  runs  to  waste  by 
night.  It  is  supplied  by  the  reservoir  ponds  above,  from  which  is 
drawn  in  twenty-four  hours  what  the  mills  of  the  Great  Falls 
Manufacturing  Company  use  in  eleven.  This  quantity  is  409 
cubic  feet  of  watcfr  per  second,  which  if  used  on  a  fall  of  eight 
feet  would  give  an  absolute  power  of  371  horse-power,  but  the 
great  variation  in  the  head  renders  it  of  little  value  for  operations 
at  dam  No.  1. 

The  above  quantity  flows  to  Nos.  2,  3  and  4,  successively,  and 
would  give  1,530  horse-powers  to  each,  or  4,590  horse-powers  to 
the  three.  It  then  flows  to  Nos.  5  and  6,  and  would  give  respec- 
tively 880  and  973  horse-powers.  As  the  thread  of  the  Salmon 
Falls  river  is  the  boundary  line  between  this  State  and  New 
Hampshire,  only  one-half  this  power,  or  3,221  horse-powers,  is 
in  this  State. 

The  power  on  Nos.  2,  3,  5  and  6,  or  5,913  horse-powers,  is  all 
taken  up  by  cotton  mills,  and  about  a  quarter  of  No.  4  by  a  small 
woollen  mill.  Three-quarters  of  this,  or  1,148  horse-powers,  are 
as  available  in  this  State  as  in  New  Hampshire. 

The  mills  run  all  the  year.  The  wheels  are  turbines  and  breast, 
and  the  useful  effect  is  two-thirds  of  the  power  expended,  i.  e., 
the  power  above  given. 

The  first  three  privileges,  and  the  ponds  mentioned  below,  are 
owned  by  the  Great  Falls  Manufacturing  Company,  and  the  last 
two  by  the  Salmon  Falls  Manufacturing  Company. 

The  stream  is  fed  by  eight  ponds,  all  used  as  reservoirs,  and 
containing  3,759  acres,  mostly  in  this  State.    The  above  are  all  the 
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ponds  connected  with  the  stream.  Dams  are  already  erected  as 
high  as  possible  without  serious  damage  to  rail  and  highways. 

Destructive  freshets  are  unknown.  By  the  exercise  of  its  right 
of  controlling  the  reservoirs,  the  Great  Falls  Manufacturing  Com- 
pany maintains  a  uniform  stream  the  year  round.  In  the  spring 
freshets  a  rise  of  three  feet  is  an  unusual  occurrence. 

Underlying  rocks,  granite  and  trap.  Brick  clay  is  also  abun- 
dant. No  difficulty  in  locating  mills,  Ac.  One-eighth  of  the  basin 
covered  with  woods. 

As  regards  the  effect  of  the  improvement  of  the  power,  there 
was  little  more  than  a  bare  settlement  before  the  building  of  the 
mills.  Estimates  from  the  census  of  1860  show  that  in  Berwick, 
Somersworth  and  Rollinsford,  a  population  of  about  9,000  has 
been  brought  together  by  the  erection  of  mills  on  the  falls  above 
described. 

Annual  production  in  1856,  for  example,  2*7,534,255  yards  cloth, 
valued  at  the  mills  at  $910,571.49. 

Market,  Boston,  by  rail  or  water,  after  four  miles  of  teaming. 

Several  small  powers  in  town,  as  Horn's  saw  mill,  Goodrich's 
saw  mill,  gpenoer's  shingle  mill,  all  on  Little  river ;  Guptill's  saw 
mill  and  shingle  mill  on  Beaver  Dam  brook ;  Mclntire's  sash,  door 
and  blind  factory  on  Salmon  Falls  brook,  etc. 


Bethel — Oxford  County. 
From  the  Statement  of  C.  F.  Walker,  Esq.,  and  of  the  Selectmen. 
Seven  Powers. 

Five  on  "  Alder  Stream,"  which  is  the  outlet  of  ponds  covering 
1,000  acres,  and  has  a  descent  of  70  feet  in  one-fourth  of  a  mile. 

First,  the  upper,  Hodsdon  &  Brown's  saw  and  shingle  mill ;  fall 
12  feet ;  works  about  five  months  in  the  year.  With  improved 
machinery  could  operate  all  the  year. 

Second,  Russell's  Bedstead  and  Furniture  Mill;  fall  11  feet; 
works  all  the  year.  Machinery  not  economical  of  power.  Capa- 
ble of  turning  out  with  best  machinery  10,000  bedsteads  per 
annum.     L.  &  L.  W.  Russell. 

Third,  Walker's  grist  and  flour  mill ;  fall  15  feet ;  three  runs  of 
stones ;  works  all  the  year.  Very  superior  building.  Machinery 
good,  but  not  the  best  for  economizing  power.  Would  grind 
100,000  bushels  per  annum  with  best  wheel.  Owned  by  C.  F. 
Walker. 
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Fourth,  Ripley's  shingle  and  threshing  mill,  fall  six  feet.  Mar 
ohinery  of  poor  construction.  Would  saw  2,400,000  shingles  with 
suitable  wheel. 

Fifth,  unimproved ;  fall  about  six  feet. 

All  the  above  powers  are  situated  within  three  or  four  rods  of 
the  Grand  Trunk  Railway,  which  runs  beside  the  stream  for  some 
distance.  They  are  all  perfectly  safe  against  freshets  or  ice,  the 
stream  being  fed  almost  wholly  by  ponds.  The  largest  pond  could 
be  raised  four  feet  or  more  for  a  reservoir,  at  little  expense. 

Sixth,  Chapman  Brook  power ;  fall  20  feet. 

Seventh,  on  "  Mill  brook,"  in  Bethel  village. 

Granite  abundant. 

Market,  Portland,  by  Grand  Trunk  Railway. 

Biddeford-— Yobk  County. 

Statement  of  J.  G.   Garland,  Esq. 

[See  also  "  Biddeford  and  Saoo."] 

Two  Powers. 

First,  "  Swan-Pond  Falls/'  on  the  outlet  stream  of  Swan  pond, 
a  short  distance  from  Saco  river;  eight  feet  head  and  fall,  20 
horse-power  for  eight  months  of  the  year.     Saw  mill. 

Second,  "  Curtis  Falls,"  on  Little  river,  not  far  from  its  mouth ; 
eight  feet  head  and  fall,  15  horse-power  for  eight  months  of  the 
year.    Saw  mill. 

Biddeford  and  Saco — York  Countt. 

From  the  Returns  of  the  Mayor  of  Saco,  and  from  (he  Statement 

and  Plan  furnished  by  J.  G.  Garland,  Esq.,  of  Biddeford. 

[See  also  "Biddeford,"  and  "Saoo."] 

Two  Powers. 

First  "  Saco  Falls,"  on  the  Saco  river,  four  miles  from  its  mouth 
and  at  the  head  of  tide.  There  are  two  pitches ;  the  upper  eight 
feet ;  the  lower  32  feet ;  about  an  eighth  of  a  mile  apart.  The 
river  is  divided  at  the  lower  falls  into  two  channels ;  the  "  main 
river  "  and  the  "  east  branch." 

Volume  of  water. — In  the  time  of  extreme  low  water,  in  a  drouth, 
18,000  cubic  feet  per  minute  for  the  24  hours  are  commanded,  or 
about  40,000  cubic  feet  for  11  hours  a  day.  The  water  is  so  care- 
fully husbanded  and  the  machinery  is  so  excellent,  that  the  power 
realized  is  160,000  spindles  for  the  class  of  goods  now  manu- 
factured. 

13 
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Numerous  lakes  in  connection  with  the  streams,  all  susceptible 
of  improvement  at  little  cost.  See  last  part  of  the  first  Table, 
Part  II,  page  107.  Freshets  harmless.  Building  stone  abundant 
and  good. 

Market,  Dexter,  twenty  miles  distant. 

Bluehill — Hancock  County. 

From  Selectmen's  Statement. 

Numerous  Powers. 

Several  on  the  outlet  stream  of  the  "  Four  Ponds ;"  ponds,  300 
acres,  can  be  flowed  sufficiently  to  run  two  saws  the  entire  year. 
The  extreme  length  of  stream  and  ponds  three  and  one-half  miles. 
Upper  pond  elevated  about  200  feet  above  the  mouth  of  the  stream. 
Two  falls  occupied  on  the  stream. 

"  Allen's  Mill/'  at  its  mouth,  about  three  and  one-half  miles 
from  Bluehill  village.  An  old-fashioned  fly  wheel.  Can  be  run 
about  four  months  in  the  year,  and  will  cut  about  300,000  feet  of 
lumber. 

About  two  miles  from  Allen's  mill,  and  about  one  and  three- 
fourths  miles  from  the  village,  "  Grindle  &  Stover's  Mills,"  saw 
and  shingle.  Stave  mill  has  a  horizontal  paddle  wheel,  saws  about 
200,000  staves  per  year. 

Several  upon  the  "Head  of  the  Bay  Stream."  Stream  is  about 
six  miles  in  length.  The  "  upper  dam,"  about  one  and  one-fourth 
miles  from  the  mouth  of  the  stream,  flows  100  acres  as  a  reservoir. 
100  or  125  feet  fall  from  dam  to  mouth  of  stream. 

Four  mills  on  this  stream,  on  as  many  different  dams,  all  within 
100  rods  of  its  mouth,  viz :  saw,  grist,  shingle,  and  stave  mills ; 
each  having  a  head  and  fall  of  about  12  feet.  Mills  operate  four 
months  yearly. 

One  or  more  on  Noyes'  pond  stream,  with  a  pond  of  about  50 
acres.  A  saw  mill  at  its  mouth,  old-fashion  fly  wheel.  Abund- 
ance of  water  for  one  saw  in  the  wet  season  of  the  year,  but  fails 
soon. 

Some  are  located  upon  McHeard's  stream,  three  and  a  half  miles 
in  length,  and  connected  with  a  pond  of  about  30  acres,  which 
holds  out  most  of  the  year.  Saw,  shingle,  and  stave  mills.  Old- 
fashion  fly  and  tub  wheels  run  about  half  the  time. 

As  many  more  and  quite  as  eligible  falls  unoccupied  on  the 
above  named  streams. 
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"  Tide  Mill,"  10  acres  of  pond,  grist  mill,  horizontal  paddle 
wheel,  with  ordinary  tides,  has  sufficient  water  to  drive  all  its 
machinery. 

About  200  rods  south  of  the  tide  mill,  are  situated  "  Bluehill 
Falls."  This,  as  a  tide-water  power,  is  probably  unsurpassed  in 
the  State.  The  full  flow  of  the  tide  rushes  through  a  passage 
about  175  feet  in  width  at  high  water  mark,  into  a  basin  or  pond, 
about  two  miles  in  length  and  half  a  mile  in  breadth.  Tributary  to 
the  pond  are  the  Four  Ponds  stream,  above  named,  and  one  other 
stream  nearly  as  large,  besides  several  smaller  ones.  This  fall 
can  be  easily  dammed,  there  being  abundance  of  good  granite 
within  one-fourth  of  a  mile. 

Boothbay — Lincoln  County. 
From  Selectmen's  Returns. 
Three  Powers. 

First,  at  the  outlet  of  Adams'  pond,  a  saw  and  carding  machine. 
Former  operates  four  months. 
Second,  at  the  outlet  of  Reed's  pond. 
Third,  on  Mill-Cove  stream. 

Artificial  reservoirs  of  medium  capacity  are  feasible.  Suitable 
rocks  for  building. 

Bowdoin — Sagadahoc  County. 
From  Selectmen's  Returns. 

Nine  Powers. 

First,  on  Eaton  stream  in  the  east  part  of  the  town,  carding, 
fulling  and  threshing  machines.    Fall  about  15  feet. 

Second,  below,  a  very  good  privilege,  old  grist  mill  not  used, 
fall  of  12  feet.  The  above  would  run  half  of  the  time  throughout 
the  year. 

Third,  in  the  northeast  part  of  the  town,  saw  and  shingle  mill 
on  Dead  river.  Fall  about  eight  feet.  If  the  dam  were  good, 
would  saw  three-fourths  of  the  year.  Large  quantities  of  hemlock, 
spruce  and  all  kinds  of  hard  wood  near  this  mill. 

Fourth,  two  miles  below,  on  the  Cathance  stream,  the  "  Huff 
Mill."    Head  of  10  feet,  and  the  best  mill  privilege  in  town. 

Fifth,  Sixth,  etc.  Two  or  three  good  privileges  for  mills  of  any 
kind  on  this  river,  with  enough  water  to  carry  a  saw  mill  three- 
fourths  of  the  year. 
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Eighth,  a  grist  mill  at  the  outlet  of  Caesar's  pond ;  fall  10  feet. 
Mill  operates  about  half  of  the  time. 

Ninth,  saw,  grist,  shingle,  picket  and  threshing  machines  on 
Purington  stream ;  fall  eight  feet ;  water  enough  to  carry  most  of 
the  machinery  about  one-half  of  the  time. 


Bowdoinham — Sagadahoc  County. 
Selectmen's  Statement. 
The  water-power  in  this  town  is  unimportant. 

BOWBRBANK — PlSOATAQUIS  COUNTY. 

From  Selectmen' 8  Returns. 
Several  Powers. 

On  Mill  brook,  Long-pond  and  Buttermilk  streams.  None  are 
employed. 

Long  pond  covers  1.50  square  miles.  A  20-foot  fall,  in  Howard, 
on  its  outlet. 

The  Buttermilk  stream  is  tributary  to  Long  pond.  There  are 
three  ponds  upon  said  stream.       t 

At  the  foot  of  the  lower  is  a  privilege  upon  which  by  fiuming  a 
fell  of  twenty  feet  can  be  had. 

A  good  site  above,  at  the  foot  of  one  of  the  ponds. 

Ponds  can  be  flowed,  also  swamp  land.  Abundant  stone  for 
building ;  basin  of  streams  nearly  all  forest-covered. 

"  We  are  in  great  need  of  mills,  as  the  nearest  are  six  miles  off." 

Market,  Dover,  by  road. 

Bowtown  Township — Somerset  County. 
Statement  of  Joseph  Clark,  Esq.,  of  Carratunk. 

[See  also  "  Bowtown  Township  and  Forks  Plantation,"  also  "Bowtown  Township  and 

Township  No.  l."J 

Several  Powers. 

Situated  on  the  outlet  stream  of  Pierce  pond.  Stream  is  very 
rapid  throughout,  and  at  several  points  can  be  used  advanta- 
geously for  power.  The  pond  covers  3.50  square  miles,  and  is 
raised  10  feet,  forming  a  large  reservoir.  Storage  now  used  for 
logMiriving. 

Powers  all  unimproved. 
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B0WT0WN  T0WN8HIP  AND   FOBES  PLANTATION — SOMERSET  COUNTY. 

Statement  of  J.  M.  ffaynes,  Esq.,  of  Augusta. 
[See  alto  "  Bowtown  Township,"  and  "  Forks  Plantation." 

One  Power. 

"  Stand-Up  Rips/*  on  the  Kennebec  river,  one  mile  above  the 
Forks,  20  feet  fall  in  100  feet,  ledge  bottom,  good  site  for  dam, 
ready  of  access,  would  operate  heavy  machinery  the  year  through. 

No  improvement. 

Bowtown  Township  and  Township  No.  1— Somerset  County. 

Statement  of  J.  M.  Haynes,  Esq.,  of  4u&u8ia» 

[See  alio  "  Bowtown  Township,"  and  "  Township  No.  1."] 

Several  Powers. 

The  "Dead  River  Rapids,"  on  the  Dead  river,  between  the 
Forks  and  Grand  fells,  a  distance  of  twelve  miles.  The  descent  is 
gradual,  the  current  swift,  with  good  sites  for  dams ;  the  volume 
of  water,  by  the  use  of  the  numerous  ponds  above,  can  be  made 
constant  and  large  at  all  seasons ;  the  ponds  are  already  to  a  con- 
siderable extent  improved  for  storage  for  log-driving.   See  page  95. 

None  of  the  privileges  improved. 

Bbadjorp — Penobscot  Countt. 
From  the  Selectmen's  Returns,  and  a  Plan  of  the  Stream*. 
Vu  Powers,  Small. 

Four  on  the  west  branch  of  Dead  stream,  each  of  which  will  run 
a  saw  for  half  the  year.  One  in  the  north  part  of  the  town.  Three 
in  the  east  part  of  the  town.  Two  on  Farber  brook  in  the  west 
part  of  the  town,  which  will  operate  about  four  months. 

No  lakes  or  ponds  in  the  vicinity.  Total  products,  in  value, 
about  $8,000. 

Market,  Bangor. 

Bradley — Penobscot  County. 

[See  Appendix.] 

Brassua  Township — Somerset  County. 
Statement  of  Neman  Whipple,  Esq.,  of  Solon. 

One  Power,  or  More. 

About  two  miles  above  the  lake,  fall  ten  feet ;  more  may  be  had. 
Good  site  for  dam.    Several  small  falls  above. 
Quite  a  number  of  small  ponds  on  various  streams  for  reservoirs. 
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Bremen — Lincoln  County. 

From  Selectmen's  Returns. 
Four  Powers. 

First  and  Second,  on  the  outlet  of  Muscongus  pond.  Upper 
power  is  about  a  mile  above  the  lower,  and  the  lower  is  at  the 
head  of  tide.  Fall  of  forty  feet  in  a  mile.  The  upper  power  is 
improved  in  a  saw  and  grist  mill.  The  lower  power  is  not  used. 
About  1,500,000  of  lumber  are  cut  annually.  Mills  operate  about 
seven  months. 

Third,  a  tide  power,  "  Keen's  Mill  Pond,"  near  the  centre  of 
the  town.    Not  improved. 

Fourth,  a  tide  power,  "Broadcove  Mill  Stream,"  in  the  northern 
part  of  the  town.    Not  improved. 

The  tide  flows  and  ebbs  about  ten  feet.  Muscongus  pond  is  a 
mile  long  and  half  a  mile  wide ;  can  be  made  a  good  reservoir. 
Artificial  reservoirs  feasible  at  small  expense.  Bock,  mostly 
granite.    Basin  one-half  wooded. 

Market,  all  points  by  water. 

Brewer — Penobscot  County. 

From  Selectmen's  Returns. 
Seven  Powers. 

All  situated  on  Segeunkedunk  stream,  within  a  running  distance 
of  two  and  a  half  miles.  The  height  of  the  falls,  beginning  at  the 
lower,  is  twenty,  fourteen,  four,  twelve,  ten,  fourteen  and  twelve 
feet  respectively. 

One  gang  of  saws,  two  single  saws,  and  a  shingle  mill,  all  upon 
tide  water  at  Brewer  village.  This  power  is  estimated  at  150 
horse ;  an  excellent  site  for  ootton  or  woollen  factory. 

The  shingle  and  grist  mills  operate  all  the  year ;  the  saw  mills 
about  eight  months.     Breast  wheel. 

Stream  connected  with  two  ponds,  one  three  and  five-tenths  by 
one  mile,  the  other  one  by  one  mile ;  it  has  also  the  flowage  of  2,200 
acres  of  meadow.  The  large  pond  has  a  dam  ten  feet  high  ;  could 
have  four  feet  more  head. 

Freshets  harmless ;  stream  very  constant ;  in  full  working  con- 
dition  even  when  the  mills  on  the  Penobscot  are  stopped  for  want 
of  water. 

The  saw  mills  cut  about  4,000,000  feet  of  lumber  annually. 
Small  part  of  the  power  used. 

Market,  all  points  by  sea ;  vessels  load  at  wharves  close  by  the 
mills. 
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Bridgton — Cumberland  County. 

Selectmen's  Statement. 

Twenty-Two  Powers* 

First  to  Twelfth,  inclusive.  On  Stevens'  brook,  the  outlet  of 
Crotched  pond ;  capable  of  working  machinery  from  that  of  a  saw 
and  grist  mill  to  a  large  woollen  factory.  Dam  at  outlet  of  pond 
will  reserve  five  feet  of. water.  First,  "Cumberland  Mills,"  12i 
feet  fall.  Second,  four  feet  fall;  sash  and  blind  factory,  both 
owned  by  R.  Gibbs.  Third,  saw  mill,  carriage  factory,  and 
foundry;  B.  Walker.  Fourth,  12  feet  fall,  "Pondicherry  Mills," 
machine  shop,  and  grist  mill ;  Storer  Bros.,  Davis  &  Littlefield. 
Fifth,  "Johnson's  Falls,"  12  feet;  saw  mill.  Sixth  and  Seventh, 
sites  for  two  dams,  fall  28  feet ;  unimproved.  Eighth,  12  feet  fall, 
"  Forest  Mill,  No.  1."  Ninth,  12  feet  fall,  "  Forest  Mill,  No.  2," 
all  owned  by  Taylor  &  Perry.  Tenth  and  Eleventh,  sites,  fall  25 
feet ;  unimproved ;  owned  by  S.  F.  Periey,  Esq.  Twelfth ;  site, 
20  feet  fall ;  owned  by  H.  Little ;  unimproved.  Total  fall  about 
150  feet  in  one  and  one-half  miles. 

Thirteenth  and  Fourteenth.  On  Wood's  pond  outlet.  First,  10 
feet  fall;  saw  and  grist  mill,  Berry  Bros.  Second,  10  feet  fall ; 
grist  mill. 

Fifteenth  and  Sixteenth.  At  North  Bridgton.  First,  20  feet, 
bedstead  and  furniture  factory,  saw  and  grist  mill,  Hon.  L.  Brown. 
Second,  16  feet  fall ;  tannery  and  shingle  mill,  F.  W.  Tarr. 

Seventeenth  and  Eighteenth.  On  Bear  brook.  First,  12  feet 
fall;  saw  and  grist  mill,  A.  Sampson.  Second,  site,  fall  not 
reported ;  unimproved  ;  E.  Adams. 

Nineteenth.  On  Adams'  pond  outlet,  South  Bridgton  ;  12  feet ; 
carriage  factory,  O.  J.  Libby. 

Twentieth,  Twenty-First  and  Twenty-Second.  On  Ingalls  pond 
outlet,  three  dams.  First,  20  feet  fall ;  saw  mill.  Second,  eight 
feet  fall ;  grist  mill,  by  Fosters.  Third,  10  feet ;  machine  shop, 
by  Knapps. 

The  dams  on  Stevens'  brook  are  chiefly  of  granite  laid  in  cement ; 
those  on  the  other  streams  with  very  few  exceptions  are  perma- 
nently made  of  stone  and  gravel.  Generally  the  best  of  machinery 
is  employed. 

Annual  production  of  the  various  mills,  $600,000. 

Amount  of  water  in  Stevens'  brook,  from  Crotched  pond  to  Ponr 
dicherry  mills,  300  square  inches,  under  12  feet  fall ;  including 
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said  mills  to  Long  pond,  450  square  indies,  under  12  feet  fall. 
The  Woods  pond  outlet  falls  into  Stevens'  brook  above  Pondi- 
cherry  mills.  Power  of  the  other  streams  is  sufficient  to  drive  all 
the  machinery  that  is  employed,  daring  ordinary  seasons. 

Stevens'  brook  is  supplied  by  Crotched  pond,  area  of  about  three 
square  miles,  and  that  by  Stevens'  pond,  of  one  square  mile.  Also 
by  Woods  pond,  of  one  and  a  half  square  miles,  and  that  by  an- 
other of  50  acres.  Brown's  is  supplied  by  Moose  pond,  area  one 
and  a  half  square  miles.  Sampson's  by  Bear  pond,  of  one  square 
mile.  Libby's  by  Adams'  pond,  three  fourths  square  mile.  Res- 
ervoirs of  100  to  500  acres  could  be  made,  and  at  trifling  cost 
Several  of  said  ponds  could  be  raised.  Perhaps  50  per  cent,  of  the 
above  power  is  in  use.  There  is  a  constant  supply  of  water,  with 
one  or  two  exceptions,  for  all  the  powers  named  in  the  foregoing 
list. 

Granite  in  ledge  and  boulders  sufficient  for  all  building  purposes. 
Buildings  principally  of  wood  above  the  basement.  Clay  in 
abundance  for  making  the  best  of  brick. 

Fifty  per  cent,  of  the  basin  of  the  streams  covered  with  forest. 
Lay  of  land  for  building,  above  the  average. 

Market,  Bridgton  and  adjoining  towns ;  Portland  and  Boston  ; 
conveyance,  canal  in  summer,  team  and  railroad  in  winter. 


Bmdgewater — Aroostook  County. 

From  Selectmen's  Returns. 
Rve  Powers. 

First,  the  "  Bond  Power,"  on  the  Presque  Isle  stream  of  tie  St. 
John,  forty  rods  from  Maine  State  line.  The  dam  is  chiefly  natu- 
ral, and  the  artificial  part  rests  on  solid  rock.  Grist,  saw  and  two 
shingle  mills.  Properly  managed,  this  power  would  run  twelve 
months  in  the  year  a  grist  mill,  a  gang  saw  mill,  two  shingle 
machines,  a  machine  shop,  and  a  large  woollen  and  cotton  factory. 
Immediately  above  the  mill  the  Whitney  brook  connects  with  the 
stream  forming  a  part  of  the  mill  pond.  There  are  no  lakes  of 
any  account  on  the  Presque  Isle  stream.  Small  proportion  of  this 
power  used. 

Second,  "Whitney  Brook  Power,"  a  natural  privilege  just 
across  the  point  made  by  the  Presque  Isle  stream  and  Whitney 
brook.  A  good  site  for  dam  (which  would  be  very  short)  on  a 
rock.    Large  flowage  and  plenty  of  reservoirs  at  the  head  of  the 
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brook.    This  would  drive  the  machinery  of  a  large  woollen  factory, 
machine  shop,  Ac,  all  the  year. 

Third,  Fourth,  and  Fifth,  good  privileges  on  the  Presque  Isle 
stream,  from  one  to  four  miles  above.  All  are  capable  of  supply- 
ing water  for  a  small  amount  of  machinery  nearly  all  the  year,  if 
properly  managed.  Lumber  of  the  best  quality  on  the  streams, 
which  would  furnish  work  for  two  saw  mills  twenty  years. 

Brighton — Sqxebsvt  County. 

From  Selectmen's  Returns. 
Four  Powers. 

First  and  Second,  upper  and  lower  "Weeks'  Falls/'  on  the 
Wesserunsett  river.  The  lower  fill  has  thirty  feet  descent  in  four 
rods,  with  a  stone  dam  at  the  head ;  no  mills.  Upper  fall  has  saw, 
grist  and  shingle  mills. 

.  Power  sufficient  to  carry  all  the  machinery  the  year  round.  On 
the  lower  fall  a  breast  wheel,  34  feet,  may  be  used. 

Third,  the  Cooly  falls,  on  the  same  stream. 

Fourth,  on  the  Wyman  brook.    Unimproved. 

The  Wesserunsett  is  fed  by  Weeks'  pond,  which  has  a  dam  six 
feet  high  at  its  outlet,  and  has  an  area  of  over  a  square  mile ;  range 
of  the  stream,  from  lowest  to  highest,  four  feet.  Sites  for  mills 
most  excellent.    Basin  thickly  covered  with  woods. 

Not  ten  per  cent,  of  the  power  used. 

Market,  Skowhegan,  by  road. 

Bbistol — Lincoln  County. 
From  the  Returns  of  O.  «.  C.  O'Brien,  M.  D. 
Seven  Powers. 

The  Pemaquid  river  falls  50  feet  in  the  first  500  of  distance  from 
tide  water,  and  100  feet  in  the  first  two  miles,  or  from  ''Bristol 
Mills  "  to  the  salt  water. 

First,  the  50  feet  constitute  the  "  Pemaquid  Falls."  The  privi- 
lege can  be  advantageously  divided  into  four  or  more  sites.  The 
only  improvement  at  present  is  a  grist  mill  and  carding  machine, 
using  an  insignificant  portion  of  the  power.  The  remnants  of  two 
ancient  dams  are  found  here,  of  the  history  of  which  no  one  in  the 
vicinity  has  knowledge.  Privilege  is  regarded  an  excellent  site 
for  a  manufacturing  enterprise  of  considerable  magnitude.  The 
lower  privilege  discharges  its  waters  directly  into  tide.  Vessels 
load  and  unload  within  50  rods  of  the  present  mill.    Excellent 
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opportunities  for  locating  mills  and  dams,  on  a  coarse  granite 
which  underlies  the  stream  and  banks  for  two  miles  back. 

Second,  a  mile  and  a  half  above,  "  Hatch's  Saw  Mill/' 

Third,  "Bristol  Mills,"  half  a  mile  above,  grist  and  two  saw 
mills;  dam  and  grist  mill  are  stone;  considerable  expenditure 
making  by  the  proprietors,  in  various  improvements,  and  the 
power  is  quite  fully  used. 

Fourth,  "  Upper  Saw  Mill,"  near  the  outlet  of  Biscay  pond. 

Forty  years  ago  a  dam  at  the  outlet  of  Pemaquid  pond  secured 
abundant  water  at  Bristol  mills  for  two  saw  mills,  a  grist  mill  and 
woollen  factory,  all  summer,  with  old-fashioned  wheels.  For  reser- 
voirs, see  page  140,  Part  II. 

Artificial  reservoirs  feasible,  but  would  be  expensive  on  account 
of  flowage.  The  stream  is  naturally  constant,  the  moderately 
undulating  character  of  the  country,  and  the  capacity  of  the  surface 
soil  for  water,  favoring  the  retention  of  water. 

Sixth,  "Call's  Tide  Power." 

Seventh,  "Paul's  Tide  Power." 

Considerable  oak  and  Norway  pine  in  the  vicinity  of  the  powere. 
Abundant  granite  in  boulders,  and  excellent  quarries  within  five 
miles. 

Pemaquid  stream  strongly  resembles  in  volume,  location,  etc., 
Pemaquan  stream,  on  which  the  Pembroke  Iron  Works  are  located, 
and  the  Pemaquid  falls  are  judged  well  adapted  to  a  similar  use, 
on  account  of  remarkably  easy  access. 

Brooklin — Hancock  County. 
Selectmen9 8  Statement. 
No  water-power  in  this  town.    Fisheries  and  porgy  oil  manu- 
facture, the  leading  industries. 

Brooks — Waldo  County. 

From  Selectmen's  Returns. 
Eight  Powers. 

Four  on  Marsh  stream,  two  on  Sawyer  stream,  and  two  on  Ellis 
stream. 

Average  height  of  the  falls  15  feet.  Power  not  all  improved. 
Rose  wheel.  Mills  operate  about  seven  months.  Six  or  more 
saw,  one  grist,  with  several  shingle  mills,  etc. 

Ellis  stream  is  connected  with  a  pond  and  affords  water  most  of 
the  year.  The  pond  might  be  raised  considerably  more  by  a  dam. 
An  artificial  reservoir  of  large  extent  might  be  constructed  on  the 
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"Sawyer  Stream/'  which  would  also  benefit  all  the  powers,  but 
one,  on  the  Marsh  stream. 

Streams  rise  and  fall  suddenly  except  the  Ellis.  Not  much 
forest. 

Market,  Belfast,  seven  miles,  by  road. 

Brooksvillb — Hancock  County. 

From  Returns  of  Selectmen  and  of  J.  B.  Goodwin,  Esq. 

[S«e  afao  "  Brooksville  and  Penobwot."] 

Seven  Powers. 

First,  at  the  outlet  of  Walker's  pond,  which  covers  2,000  acres ; 
a  woollen  factory  with  six  looms.  A  grist  and  shingle  mill  oper- 
ated there  several  years  until  they  were  burned.  Now  carding, 
shingle  and  stave  machines.  Two  dams ;  at  the  upper,  a  head  of 
four  feet,  which  can  be  increased  to  six  feet.  Head  and  fall  at  the 
lower  dam  18  feet,  which  can  be  increased  to  20  feet.  Power 
only  partially  used. 

Second,  "  Parker's  Privilege,"  at  the  outlet  of  a  pond,  operates 
saw,  grist  and  shingle  mills.  Operates  only  half  the  year  when 
the  water  is  drawn  off  the  surrounding  meadows. 

Third,  Fourth  and  fifth,  "Blodgett's  Privileges,"  at  the  outlet 
of  two  ponds.  Ponds  so  much  elevated  above  tide  that  the  water 
can  be  used  three  times.    Now  entirely  idle,  dams  all  gone. 

Sixth,  "  Smith's  Gove,"  a  tide  mill.  Formerly  a  saw  mill  and  a 
grist  mill  that  could  grind  100  bushels  a  day.  Mill  now  idle. 
Can  operate  16  hours  out  of  the  24. 

Seventh,  "Bakeman's  Privilege,"  a  tide  mill,  capable  of  doing 
a  large  amount,  but  now  idle.  Nature  almost  completed  the  dam. 
Good  building  and  machinery  upon  it.  Can  operate  16  hours  out 
of  the  24. 

The  capacity  of  the  ponds  can  readily  be  inoreased  by  the  use  of 
suitable  dams,  except  Walker's  which  would  not  rise  much. 
Machinery  all  very  inferior.  Freshets  harmless.  Lay  of  the  land 
favorable. 

Market,  any  point  accessible  by  sea. 

Brooksvillb  and  Penobscot — Hancock  County. 

From  (he  Statement  of  the  Boards  of  Selectmen. 

[See  aim  "  BrookiriUe,"  and  "  Penobeoot."] 

One  Power. 

"  Davis's  Narrows  "  or  "  South  Bay  Meadow  Dam,"  on  the  Bag- 
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aduce  river,  an  inlet  of  Penobscot  bay,  five  miles  above  Castine, 
and  four  miles  below  Walker's  mills  in  Brooksville.  A  company 
was  some  years  ago  incorporated  under  the  name  of  the  South 
Bay  Meadow  Dam  Company,  with  power  to  build  a  dam  across 
the  river  for  the  purpose  of  draining  the  channel  above  the  dam  to 
make  meadow  for  the  cultivation  of  hay.  The  river  extends  five 
miles  above  the  dam  with  an  average  width  of  80  rods.  The 
company  built  a  stone  dam  across  the  river  on  the  head  of  a  fall 
where  the  river  is  about  15  rods  wide  with  a  fall  of  10  feet  in  five 
rods  horizontal  distance.  The  dam  has  a  passage  through  it  26 
feet  long,  closed  by  gates  that  open  on  the  ebb  tide  and  shut  on 
the  flood.  The  company  succeeded  in  draining  the  river  of  the 
tide  water,  but  the  numerous  streams  flowing  into  it  prevented 
further  operation  in  that  direction.  They  then  obtained  a  charter 
for  a  toll  bridge  on  said  dam,  and  at  present  it  is  used  only  for  the 
bridge.  It  is  said  by  skilful  millwrights  that  if  another  dam  were 
erected  on  a  similar  fall  one  mile  below  on  said  river,  with  gates 
as  before  described,  so  as  to  drain  the  river  between  the  dams  for 
a  reservoir  to  receive  the  water  received  by  the  mills  on  the  upper 
dam,  so  that  what  accumulated  on  the  flood  would  run  out  on  the 
ebb  tide,  there  would  be  a  never  failing  supply  of  water.  If  the 
fresh  water  streams  should  fail  at  any  time,  die  flood  gates  could 
be  set  open  and  the  river  above  filled  in  24  hours.  It  has  been 
estimated  that  the  river  when  full  above  would  last  one  week 
without  the  help  of  any  of  the  streams.  The  river  above  could  be 
filled  while  the  mills  are  shut  down  on  the  Sabbath.  The  Meadow 
dam  is  now  the  head  of  navigation  on  the  river;  vessels  drawing 
12  feet  of  water  can  come  up  to  the  dam. 

Brownfield — Oxford  County. 

From  Selectmen's  Returns. 
Ten  Powers. 

First,  "Tyler's  Mill,"  in  the  village  on  Shepard's  river.  Can 
grind  75  bushels  of  grain  daily,  and  for  four  months  of  the  year 
saws  2,000  feet  of  boards,  and  cards  into  "  rolls "  about  7,000 
pounds  of  wool. 

Second,  the  "  Tannery  Mill/'  40  rods  below.  Three  tons  of 
leather  per  week. 

Third,  "Thorn  &  Seavey  Mills/'  half  a  mile  from  No.  1,  on 
same  stream,  8,000  shingles  per  day  for  six  months,  3,000  feet 
boards  daily  for  four  months,  and  50  bushels  grain  ground  daily 
through  the  year. 
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Fourth,  at  outlet  of  Ten-Mile  pond,  100,000  boards  and  staves 
yearly,  valuable  power,  only  partially  improved. 

Fifth,  "  Marston  Mills,"  on  the  Little  Saco  river ;  same  amount 
of  business  as  No.  4,  though  a  much  smaller  power. 

Sixth,  "Linscott's  Mill,"  on  south  branch  of  Shepard's  river; 
does  about  the  same  as  No.  4. 

Seventh,  "  Cram  &  Whitney  Mill,"  on  Shepard's  river;  grinds 
2,000  bushels,  saws  200,000  shingles. 

Eighth,  "Hurd  &  filake's  Mill,"  on  south  branch  Shepard's 
river ;  not  employed,  formerly  sawed  50,000  feet  yearly. 

Ninth,  "Bradeen's  Mill,"  southeast  branch  Shepard's  river; 
cabinet  and  furniture  manufactory. 

Tenth,  "  Brown's  Mill,"  tub  and  kit  factory. 

The  Ten-Mile  pond  is  one  mile  long  and  half  a  mile  wide ;  the 
storage  can  be  increased  greatly.  Artificial  reservoirs  feasible. 
Shepard's  river  is  variable,  but  no  damage  need  occur.  The 
powers  can  be  doubled  by  employment  of  the  best  machinery  and 
proper  use  of  the  water.  There  are  no  considerable  falls,  only 
rapids;  the  dams  vary  from  six  to  fifteen  feet.  Rock  granite, 
good  for  rough  work.  Lay  of  the  land  excellent  for  all  purposes. 
Basin  one-eighth  wooded. 

Market,  Portland,  40  miles,  by  road ;  railroad  looked  for. 


Brownvillb — Piscataquis  County. 
From  Selectmen's  Returns. 
Three  Powers. 

First,  at  the  village  on  Pleasant  river.  Head  and  fall  12  feet. 
Saw,  shingle,  clapboard  and  grist  mills.    Work  all  the  year. 

Second,  below,  and  near  the  south  line  of  the  town.  Not  im- 
proved. 

Third,  on  Pleasant  river,  about  four  miles  above  the  village. 

The  river  connects  with  a  number  of  large  ponds,  Lower  and 
Upper  Ebeeme,  Houston,  Furnace,  and  others,  and  its  manu- 
facturing capacity  can  be  very  greatly  increased  and  at  little 
expense  by  the  use  of  these  for  reservoirs.  "There  is  water 
enough  to  carry  a  great  many  wheels." 

The  well-known  slate  quarries  are  about  half  a  mile  distant  from 
the  village,  and  building  stone  of  all  dimensions  can  be  procured 
thereat  in  any  quantity. 

Market,  Bangor. 
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Brunswick — Cumberland  County. 

From  Selectmen's  Returns. 

[See  also  "  Brunswick  and  Topeham."] 

One  Power. 

"  Gatchell's  Mills/'  a  small  carding  mill. 

Brunswick — Cumberland  County  ;  Topsham — Sagadahoc  County. 

From  the  Returns  of  the  Selectmen  of  the  Towns,  from  Col.  Loam- 
mi  Baldwin's  Report  of  Survey,  and  from  various  other  sources. 
[See  alio  "  Bruniwiok,"  and  "  Topsham.0] 

Two  Powers. 

First,  the  "  Pejepscot  Falls,"  on  the  Androscoggin  river,  at  the 
head  of  tide ;  total  height  of  fall  about  41  (40.83)  feet  above  com- 
mon high  tide ;  whole  horizontal  distance,  1,980  feet.  The  fail  can 
be  increased  to  55  feet  by  raising  the  upper  dam,  and  the  damage 
from  flowage  would  be  comparatively  inconsiderable,  the  land  on 
both  sides  of  the  river  for  eight  miles  to  Little  River  village  being 
mostly  high. 

Formation  of  (he  Falls. — The  natural  falls  consist  of  coarse 
graphic  granite  and  gneiss.  The  rock  upon  the  middle  fall  pro- 
jects above  the  water  at  several  points,  serving  as  natural  abut- 
ments to  the  several  sections  of  the  dam.  Shad  Island,  the  former 
site  of  mills,  divides  the  lower  fall  about  midway.  There  are 
three  pitches.  The  lowest  has  a  vertical  descent  of  about  15.49 
feet,  the  middle  of  14.04,  the  upper  11.30. 

The  view  accompanying  this  statement  is  of  the  middle  pitch 
alone. 

Volume  of  Water. — The  amount  of  water  commanded  at  Lewis- 
ton  at  low  run  is  94,000  cubic  feet  per  minute  for  11  hours  a  day. 
The  Little  Androscoggin  is  estimated  on  the  basis  of  returns  from 
Mechanic  falls,  to  yield  at  its  low  stage  the  truly  remarkable 
^volume  of  22,000  cubic  feet  per  minute  to  the  Androscoggin,  so  at 
least  for  the  average  per-diem  working  hours.  If  the  estimate  for 
the  powers  on  the  Sabattus  river,  in  the  report  for  Lisbon,  is  to  be 
relied  upon,  that  stream  yields  6,000  to  8,000  cubic  feet  per 
minute  for  the  ordinary  working  hours.  So  that  with  the  addl 
tional  contributions  of  the  Little  river  and  other  smaller  streams, 
the  volume  of  water  available  for  manufacturing  at  Brunswick 
must  be  estimated  at  125,000  cubic  feet  per  minute  for  11  hours  a 
day,  at  extreme  low  summer  run,  in  a  dry  season. 
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Amount  of  power. — The  amount  of  power  due  to  125,000  cubic 
feet  per  minute  on  41  feet  of  fall  is  in  gross  9,676  horse  power,  or 
397,000  spindles.  A  dam  securing  55  feet  head  would  give  a  gross 
power  of  12,980  horse,  or  519,200  spindles.  . 

The  above  estimate  is  based  upon  the  present  volume  of  the 
river,  the  great  lakes  remaining  unimproved  for  summer  storage. 
The  enormous  increase  of  the  power  attainable,  may  be  seen  upon 
reference  to  pages  83-86,  Part  II.  It  will  be  borne  in  mind  that 
the  storage  of  the  lakes  is,  with  a  few  unimportant  exceptions, 
now  used  for  only  log-driving  purposes. 

Lay  of  the  land. — Unsurpassed  upon  both  sides  of  the  river. 
Ample  accommodations  for  a  great  manufacturing  city,  with  all  of 
the  appurtenant  mills,  workshops,  boarding-houses,  yards  and 
dwellings  are  found  upon  either  bank.  On  the  Brunswick  side, 
below  the  village,  the  ground  lies  in  three  extensive  levels  of 
such  height  and  form  as  to  admit  of  improvement  without  grading. 
A  natural  "  run  "  leads  from  the  required  site  of  the  upper  dam  to 
these  levels,  and  could  be  converted  into  a  grand  canal  at  very 
small  expense,  it  already  serving  for  a  water  course  for  considera- 
ble part  of  the  distance.  There  would  be  little  or  no  rock  exca- 
vation. 

The  stone  in  the  immediate  vicinity  of  the  falls  is  suitable  for 
foundations,  and  other  coarse  work.  Building  granite  of  excellent 
quality  within  two  miles,  and  excellent  clay  for  bricks  close  at 
hand.    Lime  burned  in  town. 

The  privilege  is  owned  by  about  fifteen  different  proprietors, 
resident  in  the  vicinity. 

Improvements. — Two  dams  constructed  of  wood,  leaky  at  pres- 
ent, as  indeed  they  always  have  been.  The  power  has  been  so 
much  in  surplus  that  the  leakage  has  been  of  no  importance.  The 
upper  or  third  dam  rotted  down  and  was  carried  away  a  few  years 
ago.  The  machinery  employed  is  by  no  means  of  the  best  con- 
struction for  economizing  power  or  in  other  respects.  This  state- 
ment does  not  apply,  however,  to  the  cotton  mill.  This  is  located 
on  the  middle  dam  on  the  Brunswick  side,  a  natural  site  for  a  mill 
of  50,000  spindles  being  close  by  it  on  the  same  dam,  and  is  the 
property  of  the  Cabot  Manufacturing  Company,  organized  1857, 
capital  $400,000 ;  mill  recently  enlarged,  best  of  machinery  put  in, 
25,000  spindles,  employs  about  500  hands,  manufactures  fine  and 
coarse  sheetings  and  drills.  The  company  own  30  acres  of  land 
on  the  two  sides  of  the  river,  and  75  tenements.  Agent,  Benjamin 
14 
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Greene,  Brunswick.  There  are  also  on  the  Brunswick  side  two 
flour  mills  and  two  saw  mills.  Upon  the  Topsham  side  the  Topsham 
Paper  Company  are  just  completing  a  first-class  paper  mill,  of 
brick  with  slated  roof,  232  X  68  feet,  three  stories ;  heated  with 
steam,  equipment  for  which  is  already  in;  $68,000  has  already 
been  spent ;  just  getting  into  operatic* ;  estimated  capacity  six 
tons  of  paper  per  day.  There  are  also  two  saw  milk,  a  floor  mil, 
and  other  small  machinery. 

The  proportion  of  the  power  now  used  is  insignificant.  Thirty 
saws  formerly  were  run,  now  only  four  single  saws  and  a  gang. 

Second  power,  "  Quaker  Mill  pond/7  on  the  Androscoggin,  three 
miles  above  the  Pejepscot  falls,  will  furnish  power  for  a  number  of 
saws.  It  may  in  time  serve  a  purpose  of  great  importance  as  a 
reservoir  against  the  day  drouth*  at  Brunswick,  caused  by  the  stop- 
page of  the  run  at  Lewiston  by  night  in  the  low-water  season. 

Accessibility. — Brunswick  and  Topsham  are  connected  by  nil- 
roads  with  Portland,  Bath  and  the  interior.  Vessels  of  1,000  tons 
can  come  within  five  miles  of  the  falls,  but  from  that  point  would 
be  obliged  to  "lighter  up/7  the  channel  being  obstructed  with 
shifting  sands.  The  river  is  "  frozen  for  four  and  a  half  to  fire 
months  yearly."  From  the  falls  to  Casco  bay  is  three  miles,  the 
country  a  dead  level ;  a  railroad  could  be  built  at  small  expense, 
opening  upon  excellent  harborage. 

"Any  parties  who  come  amongst  us  with  a  view  to  the  improve- 
ment of  our  water-power,  will  meet  a  cordial  reception  and  sub- 
stantial cooperation  on  both  sides  of  the  river." 

Buckfikld— Oxford  County. 
From,  the  Statement  of  Virgil  Z>.  Parria,  Esq. 
Ten  Powers. 

Four  on  the  Nerinscot  or  Twenty-mile  river,  at  Buckfield  vilkge. 
Fall  64  feet  in  100  rods.  Three  dams,  on  which  are  "Harlow's 
Flour  Mill,"  75  barrels  capacity  per  day  besides  custom  grinding; 
also  plaster,  carding,  saw,  and  two  shingle  mills,  tannery,  shovel- 
handle  factory,  carriage  factory,  etc. 

The  power  is  wastefully  employed ;  the  dams  ave  old  and  leaky; 
the  machinery  not  economical  of  power. 

The  stream  is  fed  by  Abbot,  Washburn,  Half-Moon,  Shag, 
Pleasant,  Tantrabagus,  North  and  South  ponds.  Three  only  im- 
proved for  reservoirs,  and  they  but  partially,  A  thousand  dollar* 
outlay  in  dams  on  the  ponds  would  quadruple  the  power  at  Buek- 
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field  hi  a  drouth,  and  make  it  unfailing  and  ample  for  the  demands 
of  a  large  manufacturing  business. 

Fifth  and  Sixth,  at  North  Buckfield,  on  the  same  river,  26  feet 
fall  in  40  rods  horizontal.  On  the  upper,  Col.  W.  Heald,  flour, 
saw,  and  shingle  mills,  powder-keg  machinery,  etc.,  etc.  On  the 
lower,  Messrs.  Keen,  large  carriage  and  sled  factory,  not  yet  in 
full  operation. 

Seventh,  half  a  mile  above,  "  Marble's  Powder  Mill/9  90  tons, 
or  6,000  kegs  powder  per  annum ;  capacity  for  double  the  amount. 

The  above  powers  are  all  within  two  and  a  half  miles  of  Buck- 
field  depot,  and  have  therefore  facilities  of  access  to  market  for 
products.  They  are  alike  and  equally  with  the  village  powers 
susceptible  of  increase  by  the  use  of  the  ponds  above  referred  to. 

Eighth  and  Ninth,  on  the  east  branch  of  Nerinscot  river,  half  a 
mile  from  Buckfield  village,  fed  by  the  outlet  streams  of  Bunga- 
muck,  Northeast,  Swan,  Great  and  Little  Labrador  ponds ;  power 
not  heavy,  but  can  be  made  constant  by  the  use  of  the  reservoirs, 
and  indeed  is  already  comparatively  free  from  variation. 

Tenth,  half  a  mile  below  Buckfield  village,  at  the  junction  of 
the  East  and  West  branches  of  the  Twenty-mile  river,  four  feet 
perpendicular  fall,  ledge  bottom  and  banks,  river  not  over  65  feet 
wide,  banks  bold  and  high ;  inexhaustible  quarry  of  the  best  of 
granite  within  150  rods  of  the  site,  with  descending  grade.  No 
better  possible  location  could  be  found  for  a  large  factory,  as 
power,  building  material,  accessibility  to  market,  and  unusual 
facilities  for  economical  improvement  are  combined. 

Market,  all  points,  by  rail. 

Bucksport — Hancock  County. 

From  the  Statement,  and  from  a  Plan  of  the  Waiter-Power,  Pre- 
sented fry  W.  H.  Pilsbury,  Esq.,  at  the  Bequest  and  with  the  En- 
dorsement of  the  Selectmen. 
JHike  PowBva* 

A  valuable  stream  of  water  runs  through  the  eastern  part  of 
Buoksport  village  to  tide  water,  (see  plan  accompanying  this 
paper,)  It  is  valuable  because,  first,  of  the  number  of  times  the 
water  can  be  used  over — the  banks  being  high  and  formed  of 
rocks ;  because,  secondly,  of  its  immediate  contiguity  to  naviga- 
ble tide  water ;  because,  thirdly,  of  the  supply  of  water ;  because, 
fourthly,  of  the  readiness  and  ease  with  which  all  the  requisite 
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building  material  may  be  obtained — the  wood  being  at  hand,  the 
brick  within  a  few  miles,  and  plenty  of  granite  by  water  about 
five  miles  distant,  from  quarries  which  supply  the  material  for 
Fort  Knox  and  for  other  government  works  both  in  and  out  of 
the  State ;  and  because,  fifthly,  of  the  opportunity  for  building, 
especially  on  the  eastern  side  of  the  stream,  from  dam  No.  8  to 
tide  water  in  the  harbor. 

First,  No  1  dams  the  pond  making  the  head  water.  The  dam 
may  be  raised  three  feet  with  but  very  little  expense,  and  with 
little  damage ;  then  the  head  will  be  ten  feet,  and  the  pond  will 
cover,  at  low  water,  about  150  acres,  and  at  high  water  at  least 
350  acres,  with  a  very  short  dam. 

The  accompanying  plan  will  show  the  number  of  dams  that  may 
be  erected,  with  the  distance  said  fall  from  dam  to  dam  and  to  tide 
water.  The  dams,  less  one,  have  all  been  erected,  though  two  are 
now  in  a  state  of  decay  and  have  been  abandoned. 

From  the  plan  referred  to  I  digest  as  follows : 

Second,  230  rods  below  the  first,  and  just  below  Centre  street 
in  the  village,  fall  19  feet. 

Third,  18  rods  below  the  second,  11  feet  fall.  A  small  building 
upon  it,  which  has  been  used  as  an  edge  tool  factory. 

Fourth,  82  rods  below  the  third,  fall  eight  feet.  Used  for  a 
tannery. 

Fifth,  15  and  three-fourths  rods  below,  fall  15  feet.  Dam  in 
contemplation. 

Sixth,  eight  rods  below,  fall  12  feet.     Dam  in  contemplation. 

Seventh,  four  and  one-third  rods  below,  fall  13  feet.  Grist  mill, 
with  a  16-foot  overshot  wheel. 

Eighth,  eight  rods  below,  eight  feet  fall.  Clothing  mill  and 
carding  machine,  ten-foot  breast  wheel  taking  the  water  on  the  top. 

Ninth,  eight  rods  below,  nine  feet  fall.  A  saw  mill  that  takes 
up  logs  from  tide  water.  From  the  Ninth  to  the  tide,  ten  rods  and 
sixteen  feet  fall. 

With  very  small  expense  the  water  of  another  pond  in  Bucks- 
port  can  be  turned  into  pond  made  by  dam  No.  1,  and  by  damming 
the  pond  referred  to  (a  very  short  dam)  this  water  can  be  held  in 
reserve.  This  addition  will  make  the  stream  a  souroe  of  constant 
and  valuable  manufacturing  power. 
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Burlington — Penobscot  County. 

Selectmen's  Returns. 

In  the  town  of  Burlington  there  is  but  very  little  water-power, 
and  no  mills  of  any  description.  The  Madagascal  lake,  which 
covers  1,000  acres,  has  a  head  of  seven  feet  raised  upon  it  by  a 
dam,  the  storage  being  used  for  log-driving  purposes. 

Burnham — Waldo  County. 

From  Selectmen's  Returns. 

[See  also  "  Burnham  and  Clinton  Gore,"  abo  "  Burnham  and  Pittafleld."] 

Three  Powers. 

First,  on  the  Twenty-Five-Mile  stream,  one-fourth  of  a  mile  from 
the  Sebasticook  river,  in  the  northwesterly  part  of  the  town.  The 
falls  were  formerly  known  as  the  Ferguson  falls,  (not  to  be  con- 
founded with  the  Ferguson  rips  on  the  Sebasticook  between 
Burnham  and  Clinton  Gore,)  and  have  a  twelve-foot  head  and  fall 
in  ten  rods  at  a  medium  stage  of  water.  Tannery,  grinding  from 
3,000  to  4,000  cords  of  bark,  and  tanning  about  35,000  sides  of 
leather  per  year ;  two  shingle  machines,  sawing  from  400,000  to 
500,000  shingles,  running  from  eight  to  ten  months ;  also  a  saw 
mill,  sawing  from  800,000  to  1,000,000  feet  of  lumber,  running 
from  four  to  six  months. 

The  machinery  is  of  good  construction.  Stearns  and  Rose 
wheels.  The  stream  is  fed  by  the  Twenty-Five-Mile  pond,  which 
is  four  by  two  miles  in  extent.  There  are  now  two  feet  head  of 
storage  on  the  pond ;  two  feet  more  might  be  had  by  channeling 
the  outlet,  which  could  be  done  at  small  expense.  No  destruction 
by  freshet.  Total  range  from  low  to  high  water,  twelve  feet.  The 
rock  about  the  falls  is  granite,  suitable  for  building  purposes.  The 
land  very  convenient  for  shops  and  more  mills.  About  half  the 
basin  of  the  stream  covered  with  forest. 

Second,  in  southeasterly  part  of  the  town,  on  Bog  brook,  three 
feet  fall  in  four  rods ;  200,000  to  400,000  feet  of  lumber,  and  from 
200,000  to  300,000  shingles ;  Rose  wheel.  Works  four  months  in 
the  year.  Power  could  be  greatly  improved  by  buying  flowage, 
so  as  to  hold  the  water  in  the  summer. 

Third,  in  the  northerly  part  of  the  town,  on  the  Meadow  brook ; 
three  feet  fall  in  six  rods ;  from  400,000  to  600,000  shingles ; 
operates  three  to  four  months  in  the  year. 

Market,  all  points,  by  rail. 
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Burnham — Waldo  County;  Clinton  Gobi — Rknnkbkc  County. 
From  the  Return*  of  Clinton  Gore. 
[8c*  also  "  Bantam,"  and  "  Clinton  Gore."] 
One  Power. 

The  "Ferguson  Rips,"  on  Sebasticook  river;  ten  feet  fall  in 
fifteen  rods  distance ;  half  a  mile  from  the  Maine  Central  Railroad, 
one  and  one-half  miles  from  the  village  of  Burnham. 

The  banks  are  favorable  for  the  location  of  mills.  The  bottom 
and  sides  of  the  stream  are  excellent  for  dams. 

For  reservoirs  tributary  to  this  power,  see  Part  II,  pages  95-96. 

No  part  of  this  privilege  is  employed. 

Burnham — Waldo  County  ;  PrrrsFiKLD — Somerset  County. 
From  the  Returns  of  Burnham  and  Pittsfield. 

[See  also  "Bnrnham,"  and  "  Pittsfield."] 

Two  Powers. 

First  "  Eel  Weir  Rips,"  on  the  Sebasticook  river ;  fall  eight  feet 
in  eighty  rods ;  unimproved. 

Second,  "Thirty  Mile  Rips,"  on  the  same  river;  fall  35  feet  in 
480  rods.  This  is  a  most  valuable  power.  The  banks  are  in  all 
respects  favorable  for  the  location  of  manufacturing  establish- 
ments ;  the  bottom  and  sides  of  the  river  will  admit  of  the  building 
of  dams  first-class  in  all  particulars  at  small  expense.  No  part  of 
it  is  improved. 

For  reservoirs,  see  last  table,  page  95,  Part  II. 

Market,  all  points,  by  rail. 

Buxton — York  County. 

Statement  of  the  Selectmen,   based  upon  the    Survey   of  Daniel 

Dennett,  Esq. 

[See  also  "  Buxton  and  Dayton/1  "  Buxton  and  Hollis,"  also  "  Buxton,  Hollii  and 

Standish."] 

Four  Powers. 

Two  on  the  outlet  of  Bonny  Eagle  pond.  Volume  of  water  at 
ordinary  low  stage,  nearly  two  square  feet.  The  quantity  for  use 
might  be  considerably  increased  by  a  dam  three  or  four  feet  in 
height  at  the  outlet  of  the  pond,  which  could  be  constructed  at 
inconsiderable  cost,  and  with  little  or  no  expense  for  additional 
fiowage.     The  pond  contains  about  one  hundred  and  ninety  acres. 

First,  "  Bog  Mills,"  about  half  a  mile  from  the  pond.  Fall 
about  15  feet  in  six  rods.    At  the  head  a  dam  of  stone  about  11 
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feet  high.  Grist,  shingle,  lath,  and  heading  mills.  Situated  one 
mile  from  West  Buxton  village  and  Bonny  Eagle  village. 

Second,  half  a  mile  below.  Fall  15  feet  in  three  rods.  Formerly 
occupied  for  a  chair  and  furniture  factory,  now  unoccupied. 
Situated  on  the  road  about  half  a  mile  below  Bonny  Eagle  village 
and  one  mile  above  West  Buxton  village. 

Small  powers  on  Little  river,  as  follows : 

Third,  near  Buxton  Centre,  "  Leavitt's  Mills/'  grist,  stave  and 
shingle.  Stone  dam  10  feet  high ;  head  and  fall  11  feet.  Water- 
wheel,  Howd  patent.  At  lowest  run  not  sufficient  power  to  operate. 

Fourth,  about  50  rods  below,  "  Ward's  Carriage  Shop ;"  fall  14 
feet.  "  Tuttle  centre  vent  wheel."  Not  sufficient  water  to  carry 
the  machinery  at  lowest  water. 


Buxton  and  Dattok — York  County. 

From  the  Joint  Statement  of  the  Selectmen  of  Buxton  and  HolKs, 

based  upon  the  Survey  of  Daniel  Dennett,  Esq, 

[See  alao  "  Buxton,"  and  "  Dayton."] 

Two  Powers. 

First  "  Union  Falls,"  on  Saco  river,  12  miles,  following  the 
course  of  the  river,  and  eight  miles  by  the  most  direct  road,  above 
Saco  falls,  in  Saco.  A  good  stone  dam  here  was  built  by  the  Saco 
Water-Power  Company  in  1856,  with  15  feet  fail  in  low  water. 
A  good  bridge  200  feet  below  the  dam.  This  power  is  entirely 
unoccupied,  with  the  exception  of  a  small  grist  and  shingle  mill. 

If  the  volume  of  water  at  this  point  in  a  severe  drouth,  be 
assumed  to  be  1,500  cubic  feet  per  minute  less  than  at  Saco,  or 
16,500  cubic  feet  per  minute,  the  gross  power  of  the  fall  is  465 
horse-powers  for  24  hours,  or  over  1,000  horse-powers  for  11  hours 
a  day,  or  over  40,000  spindles. 

Granite,  in  convenient  localities  for  use,  abounds  within  a  mile 
or  two  of  the  falls. 

On  the  west  side  there  is  below  the  dam  an  intervale  of  sixty 
acres,  convenient  for  building  mills ;  the  back  lands  are  high,  of 
granite  soil,  and  are  productive.  On  the  east  side  the  soil  is  more 
clayey,  but  not  less  productive  than  that  on  the  west.  Abundance 
of  good  clay  for  bricks  in  the  immediate  vicinity. 

The  land  in  the  vicinity  is  to  a  great  extent  under  cultivation, 
though  there  is  an  abundance  of  wood,  and  of  pine  and  oak  timber. 
There  are  also  in  the  neighborhood  large  peat  beds  of  good  quality. 
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This  power  is  now  held  by  the  Biddeford  and  Saco  Water-Power 
Company. 

Second,  "Union  Rapids,"  extending  half  a  mile  below  Union 
falls,  the  descent  in  that  distance  being  eight  or  nine  feet.  Power 
in  proportion  as  above. 

The  capacity  of  these  powers  can  be  immensely  increased  by  the 
use  of  reservoirs  on  the  river.     See  page  11,  Part  II. 

« 
Buxton  and  Hollis — York  County. 

Joint  Statement  of  the  Boards  of  Selectmen,  Based  upon  the  Survey 

of  Daniel  Dennett,  Esq. 

[See  also  "Buxton,"  and  "Hollii."] 

Three  Powers. 

"  Salmon  Falls,"  on  Saco  river.  The  head  of  these  falls  is  two 
miles,  by  the  course  of  the  river,  above  Union  falls.  A  log  dam 
has  been  erected  here  about  20  feet  high.  From  this  dam  the 
water  dashes  through  a  narrow  rock-bound  channel  for  a  distance 
of  something  above  200  rods  to  the  foot  of  the  falls.  The  whole 
fall  is  62  feet.  < 

If  the  extreme  low-run  volume  of  water  at  this  point  be  assumed 
to  be  2,000  cubic  feet  per  minute  less  than  at  Saco  for  the  24 
hours,  the  gross  power  of  the  fall,  day  and  night,  is  1,860  horse- 
power, 74,400  spindles ;  or  4,050  horse-power  for  11  hours  a  day, 
162,000  spindles. 

The  east  bank  is  high  and  precipitous,  except  near  the  dam, 
where  is  a  favorable  mill  site  which  is  now  partially  occupied  by 
saw  mills,  containing  in  all  four  saws,  capable  of  cutting  4,000,000 
feet  of  lumber  per  annum.  On  the  west  side  of  the  river  in  Hollis, 
the  bank  of  primitive  rock  is  not  so  high  or  precipitous,  and  has 
convenient  sites  for  mills  and  manufactories,  now  only  occupied 
for  a  grist  mill  and  one  shingle  and  heading  machine.  At  the  foot 
of  the  falls,  both  in  Buxton  and  Hollis,  are  good  sites  for  mills, 
and  in  the  immediate  vicinity  an  abundance  of  good  clay  for 
bricks.  About  two  miles  west  of  these  falls  there  is  a  large  sup- 
ply of  granite,  easily  accessible,  suitable  for  building  purposes. 
Salmon  Falls  village,  situated  at  the  head  of  these  falls,  is  upon  a 
direct  road  from  Alfred  to  Portland.  The  surrounding  country 
furnishes  a  large  supply  of  agricultural  productions.  The  soil, 
like  other  localities  by  the  river  in  these  towns,  is  of  various 
qualities,  principally,  however,  a  clay  or  sand  loam,  and  quite 
productive.    The  head  of  these  falls  is  situated  fifteen  miles,  road 
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distance,  from  Portland,  and  nine  miles  from  Saco  and  Biddeford. 
The  Portland  and  Rochester  Railroad  passes  within  one  and  one- 
fourth  miles.  Power  is  owned  by  the  Biddeford  and  Saco  Water- 
Power  Company. 

Second,  "  Bar  Mills  Falls/'  situated  at  the  village  of  Bar  Mills, 
420  rods,  by  the  river,  above  Salmon  falls.  The  fall  here  is  18 
feet  in  a  running  distance  of  60  rods. 

The  total  power  of  the  fall  in  a  drouth,  with  water  as  above,  is 
640  horse-power,  gross,  or  1,118  horse-power,  gross,  for  11  hours 
a  day,  or  47,120  spindles. 

The  banks  are  low  on  either  side,  furnishing  excellent  sites  for 
the  erection  of  manufactories  and  mills.  There  is  an  old  wooden 
dam  at  the  head  of  the  falls,  which  allows  a  great  waste  of  water, 
while  the  power  now  available  is  only  partially  used.  There  are 
here  11  saws,  capable  of  sawing  at  least  11,000,000  feet  of  lum- 
ber. In  connection  with  the  saw  mills,  there  are  several  heading 
machines,  and  machines  for  manufacturing  sugar-box  shooks.  In 
addition  to  the  foregoing  there  are  a  grist  mill  and  plaster  mill. 
The  water-wheels  are  the  spiral  vent,  excepting  four  of  the  old 
style  under-shot  wheel.  A  county  road  crosses  the  river  here 
over  a  bridge  250  feet  long,  and  the  Portland  and  Rochester  Rail- 
road crosses  the  river  near  the  falls.  Good  granite  quarries  are 
open  within  two  miles  of  these  falls,  with  an  abundant  supply. 
The  falls  are  15  miles  from  Portland,  and  10  from  Saco. 

Third  "  Moderation  Falls,"  at  West  Buxton  village,  five  miles 
by  the  course  of  the  river  above  Bar  Mills  falls.  Fall  14  feet  in  36 
rods  running  distance. 

If  the  lowest  volume  of  water  at  this  point  be  assumed  to  be 
2,300  cubic  feet  less  per  minute  for  the  24  hours  than  at  Saco,  the 
constant  gross  power  at  minimum  run  is  about  420  horse-power, 
or  16,800  spindles.  This  is  but  a  small  part  of  the  power  that  can 
be  realized  upon  use  of  the  reservoirs  above  for  storage.  See 
page  1*1,  Part  II.  The  storage  is  equally  available  upon  the  other 
powers. 

At  the  head  is  an  old  log  dam,  through  which  at  lowest  water 
more  than  one-half  of  the  water  of  the  river  escapes.  The  river 
here  has  a  rock  bed,  and  the  banks  on  either  side  furnish  excellent 
sites  for  building  mills  for  a  considerable  distance  below  the  falls, 
to  which  the  water  might  be  carried  with  slight  expense  and  labor, 
by  means  of  canals,  penstocks,  or  flumes.  Within  two  miles  are 
now  two  brick-yards,  where  a  large  number  of  bricks  of  superior 
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quality  are  annually  manufactured.  Good  granite  for  building 
purposes  may  be  obtained  on  the  banks  of  the  river  about  one 
mile  above.  The  soil  in  the  immediate  vicinity  of  the  falls  is  a 
clay  loam,  while  further  from  the  river  a  sandy  loam  prevails. 
The  out-cropping  rocks  on  the  west  or  Hollis  side  of  the  river  are 
granite ;  on  the  east  or  Buxton  side  the  rocks  are  chiefly  mica 
schist.  No  granite  except  detached  rocks  or  boulders.  Wood 
and  timber  are  abundknt  for  fire  and  for  building  purposes. 

This  power  is  now  partly  improved  by  two  woollen  manufac- 
tories ;  two  double  saw  mills,  containing  three  single  saws  and 
one  gang,  capable  together  of  sawing  annually  11,000,000  feet 
of  lumber.  There  are  besides,  four  machines  for  manufacturing 
sugar-box  shooks,  two  shingle  mills,  several  heading  machines, 
one  grist  mill  and  one  plaster  mill.  Water-wheels,  spiral  vent 
and  turbine.  A  county  road  here  crosses  the  river  over  a  good 
bridge  240  feet  in  length. 

The  market  of  this  place,  as  well  as  the  principal  market  of 
those  doing  business  at  either  of  the  falls  in  these  towns,  is  Port- 
land, and  is  reached  by  way  of  the  Portland  &  Rochester  Railroad. 

These  falls  are  situated  18  miles  from  Portland,  14  miles  from 
Saco,  and  five  miles  from  the  nearest  station  on  the  Portland  & 
Rochester  Railroad. 

Buxton  and  Hollis — York  County  ;  Standish — Cumberland  Couxtt. 

Statements  of  the  Boards  of  Selectmen,  based  for  Buxton  and  Hollis 

upon  the  Survey  of  Daniel  Dennett,  Esq. 

£Sw  aUo  "  Buxton,"  "  HoUia,"  and  "  Standiah."] 

One  Power. 

"Bonny  Eagle  Falls/'  in  Hollis  on  the  west  and  Standish  and 
Buxton  on  the  east  side,  situated  at  Bonny  Eagle  village,  one  and 
one-fourth  miles  by  the  river  above  "  Moderation  Falls."  Their 
total  height  is  forty-eight  and  one-half  feet.  That  descent  is 
attained  within  a  running  distance  of  160  rods.  Twenty-five  feet 
of  fall  are  obtained  in  50  rods.  The  water  of  the  river  divides  at 
the  head  of  the  falls  and  runs  in  two  channels  to  the  foot  of  the 
falls,  forming  an  island  containing  about  60  acres.  By  the  main 
or  western  channel,  the  water  descends  through  a  narrow  passage 
bounded  by  rocks,  in  a  succession  of  falls  and  rapids,  while  by  the 
other  or  eastern  channel,  the  descent,  though  rapid,  is  continuous. 
The  banks  of  the  western  channel,  though  not  rising  to  a  great 


w 

o 

3 

v- 
5T 


Q- 

2 


Bit.  II.]  THE  WATEB  POWBBS.  219 

height,  are  precipitous  through  a  part  of  the  distance,  though  fur- 
nishing in  some  places  eligible  sites  for  mills  and  reservoirs.  The 
bed  of  the  eastern  channel  or  "  New  River,"  so  called,  is  of  rock, 
with  low  banks,  sufficiently  high  however  to  serve  as  a  protection 
from  freshets.  The  banks  and  the  lands  extending  back  from  them, 
furnish  excellent  sites  for  building  mills,  and  seem  to  be  especially 
fitted  for  the  easy  and  cheap  construction  of  aqueducts  and  reser- 
voirs, particularly  upon  the  island  above  named. 

At  the  head  of  the  main  channel  the  power  is  partially  improved. 
On  the  Standish  side  there  is  one  double  saw  mill,  containing  two 
single  saws,  with  other  machines  sufficient  to  manufacture  into 
headings  and  sugar-box  shooks  the  boards  sawed  at  the  mills. 
This  machinery  is  capable  of  manufacturing  2,000,000  of  lumber 
annually.  On  the  Hollis  side  of  the  falls  are  two  saw  mills,  owned 
by  Messrs.  Abijah  Usher  and  M.  M.  Came,  with  other  machinery 
capable  of  manufacturing  into  headings  and  box  shooks  2,000,000 
feet  of  lumber.  Standish  report  says,  "Three  million  feet  of 
lumber  manufactured  annually."  Total  range  of  water  from 
lowest  to  highest  on  the  dam,  six  feet. 

If  the  volume  of  water  at  this  point,  in  extreme  summer  drouth, 
be  assumed  to  be  2,500  cubic  feet  per  minute  less  than  at  Saco,  or 
16,500  cubic  feet  per  minute  for  the  24  hours,  the  gross  power  of 
the  fall  is  1,504  horse-power,  60,160  spindles;  or  3,263  horse- 
power, 130,520  spindles,  for  11  hours  a  day.  See  page  7?,  Part 
II,  for  a  list  of  the  reservoirs  that  may  be  improved  for  the  further 
development  of  this  power. 

The  out-cropping  rocks  at  the  falls  and  in  their  neighborhood, 
are  chiefly  granite  of  good  quality  for  building  purposes,  and  easily 
accessible.  The  soil  in  the  vicinity  is  of  various  qualities  and  gen- 
erally of  good  quality  for  agricultural  purposes.  Wood  and  timber 
are  abundant.  There  is  also  good  clay  for  bricks  in  the  vicinity, 
and  a  brick-yard  now  being  worked  within  a  half  mile  of  the  falls. 

Bonny  Eagle  village,  at  the  head  of  the  falls,  is  upon  the  county 
-road  which  formerly  was  the  great  thoroughfare  from  Dover,  N.  H., 
and  Alfred,  Me.,  to  Augusta  and  the  east.  Bonny  Eagle  is  dis- 
tant from  Portland  18  miles;  from  Saco  byroad  16  miles;  from 
the  nearest  station  on  the  Portland  &  Rochester  Railroad,  six 
miles. 
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•  Btbon — Oxford  County. 

From  a  Statement,  and  Plan  of  (he  Streams,  furnished  by  Stephen 

Taylor,  Esq, 

Twelve  Powers,  and  More. 

It  is  hardly  practicable  to  enumerate  all  the  powers  in  this  town 
as  Swift  river,  the  most  important  stream,  is  so  steep  in  its  de- 
scent, that  a  mill  could  be  run  upon  every  ten  rods  of  its  length 
in  this  town.     The  twelve  enumerated  are  the  most  important. 

First  and  Second,  on  Mill  brook,  formerly  grist  and  saw  mills, 
now  out  of  use ;  quite  a  large  pond  can  be  had  at  No.  1.  At  No.  2 
10  feet  fall,  rocky  bottom,  and  four  square  feet  of  water  at  average 
run,  and  one  and  one-half  to  two  square  feet  at  low-water. 

Third,  on  Mott  branch,  saw  mill,  more  machinery  going  in. 

Fourth,  on  Swift  river  below  the  west  branch ;  cuts  out  over 
3,000  clapboards  in  24  hours  at  a  good  pitch  of  water;  about  four 
square  feet  water  at  low  run,  and  at  high  water,  the  river  roll, 
which  is  from  40  to  60  feet  wide. 

Fifth,  on  the  same,  a  saw  mill  forty  years  ago  ;  not  now  used. 

Sixth,  below,  one-third  of  a  mile  above  the  bridge,  formerly  a 
saw  and  grist  mill ;  now  unimproved. 

Seventh,  a  few  rods  below,  grist  and  saw  mill  in  construction. 
River  is  about  60  or  ?5  feet  wide,  ledgy  bottom,  with  a  natural 
canal  on  the  left  bank ;  12  to  14  feet  fall ;  about  six  square  feet 
water  at  low  run. 

Eighth,  below,  at  the  bridge,  natural  ledge  fall  10  to  14  feet 
high ;  a  deep  cut  in  the  ledge  just  below  the  fall,  with  a  bridge 
resting  upon  it  at  either  end,  perhaps  100  feet  from  the  water. 

Tenth,  below,  saw  mill  30  or  40  years  ago.     Not  now  used. 

Eleventh,  below,  a  very  good  power,  ledge  on  one  side,  rocky 
bottom. 

Twelfth,  on  East  branch,  a  good  power,  ledge  falls,  a  dam  would 
give  10  or  12  feet  head ;  about  two  and  a  half  feet  water  at  low 
pitch. 

C  Township^-Aroostook  County. 
Statement  of  H.  O.  Bussey,  Esq.,  of  Monticello. 
There  are  water  powers  in  this  township  on  the  Meduxnakeag 
river.    Enormous  amounts  of  lumber  close  about  them. 
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0  Township — Oxford  County. 
One  Power. 

A  dam  on  the  outlet  of  Richardson  lake  gives  a  head  of  12  feet 
over  the  entire  surface  of  about  20  square  miles.  Storage  now 
used  for  only  log-driving  purposes.  Lake  fed  by  35  or  more  square 
miles  of  lakes  above,  which  are  dammed. 

Calais — Washington  County. 

From  the  Statement  of  Levi  L.  LoweU,  and  William  H.  Boardman, 

Esqs. ;  and  of  G.  F.  Todd,  Esq.,  of  MiWovm. 
Sight  Powers. 

First,  the  "  Salt  Water  Falls,"  on  the  St.  Croix  river  just  above 
the  bridge ;  fall  ten  feet ;  the  power  is  now  used  to  propel  only  a 
grist  mill ;  formerly  a  saw  mill  was  situated  on  the  dam,  but  this 
is  discontinued,  owing  to  the  rise  of  tide  which  suspends  opera- 
tions about  half  the  time. 

Second,  about  a  half  mile  above,  the  "  Union  Falls ;"  seldom 
obliged  to  stop  on  account  of  rise  of  tide.  At  this  point  a  dam 
extends  across  the  river,  on  which  dam  are  situated  improvements 
as  follows : 

English  side. 
Five   gangs;  five    lath    ma- 
chines. 

Will  cut  twelve  million  feet  of 
long  lumber  and  twelve  million 
laths. 


American  side. 
Two  gangs ;  one  shingle  ma- 
chine ;  two  lath  machines. 

Will  cut  five  million  long  lum- 
ber ;  five  million  laths ;  five  hun- 
dred thousand  shingles. 
Third,  "  Salmon  Falls,"  about  one  mile  further  up,  on  which  are 
improvements  as  follows : 

Very  fine  power  unimproved.       A  machine  shop  and  grist  mill. 
Fourth,  "Lower  Dam  at  Motown,"  one-fourth  mile  above  Sal- 
mon falls,  with  improvements  as  follows : 


Three  gangs;  two  single  saws, 
three  lath  machines,  one  sash 
and  blind  factory,  one  shingle 
machine,  a  planing  machine,  one 
saw  factory,  two  axe  factories, 
two  grist  mills. 

Will  cut  eight  million  long 
lumber,  two  million  laths,  and 
manufacture  600  dozen  axes. 


Two  gangs ;  one  single  saw. 
Will  cut  six  million  feet  lum- 
ber and  six  million  laths. 


wAim  rowan  or  maute.  [pabt  m. 

Fifth,  "  Upper  Dam  at  MiUtown,"  forty  rods  above  Lower  dam, 
with  improvements  as  follows : 


Six  gangs ;  six  lath  machines. 

Will  cut  fifteen  million  long 

lumber  and  fifteen  million  laths. 


Three  gangs,  three  single  saws, 
three  lath  machines,  two  shingle 
machines,  one  planing  factory, 
on£  grist  mill. 

Will  cut  nine  million  long  lum- 
ber, nine  million  laths,  one  million 
five  hundred  thousand  shingles. 

Aggregate  annual  production,  about  100,000,000  of  lumber 
sawed,  and  10,000  bushels  of  grain  ground.  The  power  is  ample 
to  double  or  treble  the  amount.  Not  more  than  half  of  the  power 
is  improved,  if  so  much.  Value  of  annual  products  about  $2,000,- 
000.  The  saw  mills  operate  from  April  1st  to  November  25th, 
they  however  do  partial  work  for  a  larger  proportion  of  the  year. 
The  grist  mills  operate  all  the  year.  Various  forms  of  wheels 
used ;  centre  vent  reputed  the  best.  Machinery  in  general  excel- 
lent. The  power  is  owned  chiefly  by  manufacturers  of  lumber 
resident  in  the  vicinity. 

The  great  lakes  at  the  source  of  the  river  on  both  its  brandies 
can  be  flowed  to  almost  any  extent,  securing  an  indefinite  in- 
crease of  power.  Artificial  reservoirs  also  are  peculiarly  feasible, 
there  being  a  large  amount  of  low  land  upon  the  river  susceptible 
of  ready  conversion  into  storage  basins  at  moderate  expense.  The 
delivery  of  wain*  can  be  made  practically  constant.  For  table  of 
reservoirs,  with  the  storage  thereon,  see  page  119,  Part  II.  The 
storage  is  now  used  for  driving  lumber.  A  storage  of  only  four 
feet  upon  100  square  miles  of  lakes  connected  with  this  river, 
would  yield  for  10  hours  a  day,  312  days  per  year,  on  the  Calais 
falls  alone,  12  feet,  a  gross  power  of  over  8,000  horse,  or  320,000 
spindles. 

Freshets  can  be  controlled  readily,  the  low  banks  further  up  the 
stream  overflowing  after  a  certain  rise  is  attained,  and  relieving 
the  pressure.  No  logs  have  ever  been  lost  on  the  St.  Croix.  The 
extreme  total  range  from  lowest  to  highest  water  is  about  nine 
feet. 

Underlying  and  surrounding  rock,  granite  and  slate,  adapted  to 
building  uses.  The  lay  of  the  land  upon  the  privileges  is  most 
excellent  for  the  accommodations  of  mills  and  workshops,  the  nat- 
ural surface  being  about  on  a  level  with  the  highest  run  of  water 
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in  freshets.  Probably  five-sixths  of  the  basin  of  the  stream  is 
forest-covered,  much  of  it  being  timber  land. 

Inadequately  as  the  power  has  been  improved,  it  has  been  suffi- 
cient to  draw  about  it  and  settle  a  population  of  20,000  souls 
within  a  radius  of  five  miles. 

Being  situated  at  the  head  of  tide  upon  navigable  waters,  mar- 
kets are  at  all  points  accessible  by  sea  where  lumber  is  wanted ; 
in  particular  the  ports  of  the  United  States,  the  West  Indies  and 
Europe.  Records  from  1881  to  186*7  in  possession  of  L.  L.  Lowell, 
Esq.,  show  that  the  river  closes  with  ice  on  the  average  the  25th 
of  December,  and  opens  the  20th  of  March. 

Sixth,  on  Beaver  lake  stream.  No  specifications.  The  lake 
covers  about  a  square  mile  according  to  the  State  map. 

Seventh  and  Eighth,  on  Magurrewock  stream,  the  outlet  of  the 
Magurrewock  lakes.  No  details.  The  lakes  eover  an  aggregate 
of  three  or  four  square  miles  according  to  the  State  map. 

CaMBBIDGJB — SoMBKSBT   COUNTY. 

From  Selectmen's  Returns. 
Several  Powers, 

First,  at  the  village,  on  Ferguson  stream,  which  rises  in  large 
bogs;  head  and  fall  thirteen  feet;  saw  and  flour  mill;  former 
operates  about  half  of  the  time,  the  latter  all  the  year. 

Other  small  powers  not  occupied. 

Camden — Knox  County. 
From  the  Statement  of  T.  E.  Simonton,  Bsq.,  and  from  a  Plan  of  the 

Water*Power,  bothhuedupontkSurveytyNdiha^ 
Twenty-One  Powers* 

The  most  important. ate  on  the  Megunticook  stream,  which  flows 
from  Canaan  or  Megunticook  pond  into  Penobscot  bay.  The 
length  of  the  stream,  following  its  course,  is  about  three  miles 
and  a  half;  but  the  distance  on  a  straight  line  from  the  pond  to 
tide  waters  at  Camden  harbor  is  about  two  and  one-half  miles. 
By  means  of  the  dams  at  the  source  of  the  stream  a  full  and  abun- 
dant supply  of  water  is  reserved  for  the  dry  months  of  summer. 

The  number  of  falls  available  for  manufacturing  purposes  on  the 
stream  is  14,  and  the  amount  of  head  of  all  the  falls  is  about  150 
feet. 

First,  three  rods  from  tide  waters  at  Camden  village  is  located 
the  large  anchor  factory  owned  and  operated  by  H.  E.  &  W.  O. 
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Alden.  Nine  feet  head  at  high  tide  and  15  feet  at  low  tide.  Two 
buildings,  50  by  90  feet,  and  35  by  60  feet.  Wheel,  Reynolds' 
turbine.  Three  thousand  pounds  of  anchors  per  day,  or  350  tons 
per  year,  can  be  made  by  the  machinery  now  used. 

Second,  six  rods  from  tide  waters,  grist  mill,  Messrs.  Carleton 
and  others.  Twelve  feet  head  and  50  horse-power.  Twenty 
thousand  bushels  ground  per  annum. 

Third,  41  rods  from  tide  waters,  Moody's  cracker  bakery ;  four 
feet  head,  $12,000  annual  manufacture.  Kneading,  etc.,  done  by 
water-power.  The  surplus  water  is  conducted  by  a  flume  to  the 
carriage  factory  of  William  J.  Farrar,  and  there  used  in  driving 
machinery  for  sawing  and  turning  materials  employed  in  repairing 
and  manufacturing  carriages. 

Fourth,  59  rods  from  tide  waters,  "  Bryant's  Marble  Works  ;'* 
four  feet  head.  Nearly  all  the  gravestones  sold  in  Belfast,  Gam- 
den  and  Rockland,  are  polished  at  this  establishment.  Shafting 
is  connecting  with  an  adjoining  luiilding,  where  the  manufacture 
of  Collins'  glass  cylinder  pumps  is  carried  on. 

Fifth,  66  rods  from  tide  waters  is  the  large  factory  for  manufac- 
ture of  felting  used  in  the  manufacture  of  paper,  carried  on  by 
Johnson,  Fuller  &  Company,  being  the  only  establishment  of  the 
kind  in  the  United  States.  Factory  building  40  by  100  feet,  has 
two  stories  and  two  basements ;  operatives  employed,  35 ;  sales, 
$60,000 ;  head,  13  feet  and  55  horse-power ;  two  sets  of  machinery 
with  800  spindles ;  Reynolds'  turbine.  The  surplus  water  is  con- 
ducted by  a  canal  to  the  tannery  some  40  rods  below,  owned  and 
carried  on  by  Thorndike  &  Scott.  ThiB  power  has  eight  feet  head. 
Three  large  buildings ;  34  tan  vats.     Sales  yearly,  $25,000. 

Sixth,  86  rods  from  tide  waters,  "  Alden's  Oakum  Factory/1 
Eight  feet  head  and  34  horse-power.  Reynolds'  turbine.  Two 
large  buildings.     Sales  $25,000  per  year.     A  carding  machine. 

Seventh,  98  rods  from  tide  waters,  "  Knowlton  &  Co.'s  Machine 
Shop ;"  12  feet  head  and  50  horse-power  in  drouth.  Reynolds' 
turbine.  Five  buildings  averaging  40  by  60  feet.  Manufactures 
are  ships'  iron  pumps,  capstans,  steering  wheels  with  iron  rime 
and  locust  spokes,  force  pumps,  windlass  purchases,  geared  and 
gipsy  winches,  composition  work,  iron  spikes,  galvanized  spikes, 
vessels'  blocks ;  also  Reynolds'  turbine  water  wheels  with  gear- 
ing, shaftings,  iron  pullies,  &c.  One  of  these  power  capstans,  the 
vessel  pumps  and  a  windlass  purchase,  were  invented  by  David 
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Knowlton,  one  oftthe  firm.  Sales,  $75,000  to  $100,000  per  year. 
Operatives,  35  to  45. 

Eighth,  239  rods  from  tidewaters,  '*  Hemingway  Falls,"  head 
about  10  feet.  Hare  never  been  used,  bat  are  available  for  manu- 
facturing purposes. 

Ninth/340  rods  from  tide  waters  is  "  Gould's  Plug  and  Wedge 
Factory/'  head  13  feet.  Two  buildings,  25  by  30  feet,  and  81 
by  50.    Sales,  $5,000  per  year. 

Tenth  and  Eleventh,  at  the  distance  of  412  and  482  rods  from 
tide  waters,  occupied  by  D.  H.  Bisbee  &  Co.,  in  the  manufacture 
of  powder.  Two  dams,  head  20  feet ;  at  the  lower  dam  eight,  at 
the  upper  dam  12  feet.  The  buildings,  eleven  in  number,  one 
story,  vary  in  size  from  28  by  38  to  12  by  12.  Powder  manufac- 
tured yearly,  8,000  kegs,  $30,000  to  $40,000. 

Twelfth,  544  rods  from  tide  watera  are  the  fells  on  the  Oonant 
farm,  having  a  head  of  10  feet.    Unoccupied. 

Thirteenth,  707  rods  from  t|de  waters,  with  11  feet  head,  also 
unoccupied. 

*  Fourteenth  and  Fifteenth,  at  the  source  of  the  stream,  1,107 
rods  from  tide  waters,  the  "Molineaux  Mills."  Two  privileges 
as  now  occupied,  one  for  a  grist  and  one  for  a  saw  mill.  Head  of 
12  feet.  Should  a  dam  be  built,  say  12  rods  below  these  priv- 
ileges, and  they  united,  a  bead  of  water  could  be  obtained  of  20 
feet  or  85  horse-power.  This  privilege  would  be  an  excellent  one 
for  a  paper  factory,  the  water  being  pure  and  well  adapted  for  the 
manufacture  of  a  superior  quality  of  paper.  A  number  of  enter- 
prising  gentlemen  have  been  talking  of  building  such  a  factory 
for  a  year  or  two  past. 

In  addition  to  the  water-powers  on  the  Megunticook  stream 
already  named,  there  are  others  of  minor  importance  in  different 
parts  of  the  town,  w£ich  have  been  or  are  now  occupied  for  vari- 
ous branches  of  manufacture. 

Sixteenth,  on  Spring  brook  stream,  two  and  a  half  miles  from 
Camden  village,  on  the  road  to  Belfast ;  head  50  feet,  available 
during  a  part  of  the  year.  Formerly-  a  stave  and  shingle  mill. 
Now.  unoccupied. 

Seventeenth,  on  the  brook  running  from  Harrington's  meadow 
into  Canaan  pond ;  head  19  feet.  Operates  a  stave  and  shingle 
mill  during  the  fell  and  spring  months. 

Eighteenth,  on  Goose  river  Btream,  which  runs  from  Hosmer's 
pond  to  Rockport  village ;  power  available  during  a  large  part  of 
15 
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the  year.  Formerly  a  grist,  saw,  and  two  stave  and  shingle  mills. 
Now  in  operation  a  stave  and  shingle  mill. 

On  the  outlet  of  Oyster  river  pond,  several  powers  available  in 
wet  seasons  during  all  the  year,  and  in  dry  seasons  during  the 
largest  part  of  the  year.  « 

Nineteenth,  near  Oyster  river  pond,  nine  feet  head ;  used  eight 
or  nine  months  of  the  year  for  a  stave  and  shingle  mill. 

Twentieth,  a  little  over  a  mile  below,  twenty-three  feet  head, 
available  during  most  of  the  year,  some  years  all  the  year ;  stave, 
shingle  and  grist  machinery.  Three-fourths  of  a  mile  below,  saw 
mill  and  grist  mill ;  head  ten  feet.     Operates  nearly  all  the  year. 

Twenty-First,  at  Sockville  village,  formerly  a  tannery,  stave 
and  shingle  mill,  and  a  sash  and  blind  factory ;  not  in  operation 
at  the  present  time. 

The  scenery  of  Camden  is  to  a  remarkable  degree  varied  and 
beautiful,  combining  the  charms  of  inland,  ocean  and  mountain 
prospect.  There  are  extensive  bedg  of  limestone  in  the  town,  and 
large  quantities  are  quarried  at  various  points.  There  are  nine 
ponds,  with  an  area  of  1,335  acres. 

The  population  of  Oamden  by  the  census  of  1860  was  4,588,  and 
dts  valuation  $1,062,228.  It  is  considered  a  moderate  estimate 
:that  the  next  census  will  give  a  population  of  5,500,  and  an  in- 
crease of  valuation  from  50  to  ?  5  per  cent.  There  are  two  good 
harbors,  one  at  Camden  and  the  other  at  Rockport,  both  clear  of 
ice  except  during  a  few  of  the  coldest  days  of  winter. 

Camden  has  devised  liberal  things  for  those  willing  to  assist  in 
developing  her  manufacturing  resources,  by  exempting  from  taxa- 
tion the  property  invested,  for  a  period  of  five  or  ten  years. 

Canaan — Somerset  County. 

From  Selectmen's  Beturni. 
Six  Powers,  and  More. 

-First,  "  Barnes'  Mill,"  on  the  outlet  stream  of  Morrill  pond, 
which  has  high  banks  and  can  be  converted  into  a  reservoir  with 
10  feet  head ;  it  is  one  and  a  half  by  three-quarter  miles.  A  dam, 
small  saw  mill,  with  14  feet  head,  are  the  only  improvements. 

Second,  in  Canaan  village,  on  Sebattas  stream,  the  outlet  of 
Sibley's  pond.  The  pond  is  one  by  two  miles,  receives  contribu- 
tions from  Morrill  pond,  also  from  Black  stream  and  Bog  stream. 
Head  seven  feet,  shingle  and  planing  mill ;  operates  about  three- 
fourths  of  the  year. 
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Third,  in  Canaan  village,  on  the  Sebattas  stream,  18  feet  head, 
grist,  carding,  bark  and  falling  mills ;  operate  the  year  round. 

Fourth,  in  Canaan  village,  on  the  same  stream,  head  eight  feet ; 
saw  and  shingle  mill  which  operates  nearly  all  the  year. 

Fifth  and  Sixth,  "Moore's  Mills,"  one  mile  below  Canaan 
vjllage  ;  the  upper,  a  head  of  six  feet ;  a  saw  mill  which  operates 
about  six  months  of  the  year.  Lower  dam  10  feet  head ;  saw, 
shingle  and  grist  mills ;  operate  nearly  all  the  year. 

The  power  on  Sebattas  stream  is  only  part  improved.  It  will 
furnish  100  horse-powers  the  year  round.  Black  stream  and  Bog 
stream  are  both  very  constant  in  their  flow.  The  dams  can  all  be 
raised  several  feet  so  as  to  furnish  more  head. 

Other  dams,  also,  at  other  points,  might  be  built,  so  as  to  afford 
safe  and  valuable  power.  Wheels,  Tuttle's  centre-vent  with 
patent  regulator.  The  soil  of  the  town  is  very  productive  as 
appears  by  census  statistics. 

• 
Canton — Oxford  County. 

From  the  Statement  of  the  Selectmen. 
Six  Powers, 

First,  Capen's  Rips,"  on  the  Androscoggin  river.  Fall  six  to 
ten  feet  in  ten  rods.  A  saw  mill  was  formerly  operated  at  this 
point.  A  substantial  dam  can  be  erected  here,  and  an  excellent 
water-power  established. 

Second,  "Canton  Mills,"  upon  the  outlet  of  Whitney  pond. 
Fall  eight  feet  in  three  rods.  Various  saws  operate  from  three  to 
six  months.  Also  tannery,  and  a  grist  mill  which  operates  the 
whole  year. 

Whitney  pond  is  nearly  two  and  a  half  by  three-quarter  miles. 
By  means  of  dams  the  power  can  be  increased,  with  damage  by 
flowage.    No  loss  by  freshets  when  the  dam  is  in  good  order. 

Third,  15  rods  below  the  saw  and  grist  mill,  a  fall  of  three  feet, 
vertical,  with  a  dam  to  add  seven  feet  head.  A  foundry,  with  the 
first  right  to  draw  the  water,  two  large  planers,  one  small  do., 
one  iron  lathe,  one  wood  do.,  and  various  saws,  all  of  which  may 
be  propelled  at  the  same  time.  Across  the  stream  is  a  carriage 
manufactory  with  necessary  saws  and  lathes. 

Fourth,  "Stubbs'  Mill,"  upon  the  outlet  of  Dix  pond;  fall  20 
feet ;  overshot  wheel,  on  which  29  cubic  inches  of  water  carry  the 
board  saw.    Various  saws. 

Fifth,  between  this  and  the  pond,  has  the  same  altitude  and  is 
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not  used.  A  dam  controls  the  water  in  the  pond  without  damage 
to  any  land  owner  and  might  be  made  to  hold  it  8t01  higher.  Fond 
is  fed  by  springs  and  is  about  half  a  mile  in  length. 

Sixth,  "Howe's  Mill/'  on  Howe's  stream;  fall  15  to  20  feet; 
stream  small,  and  a  dam  would  cause  the  flowage  of  a  large  tract 
of  valuable  meadow ;  saw  and  grist  mill  which  operate  part  of  the 
Jrear. 

Market,  Portland,  by  the  Portland  &  Oxford  Central  and  the 
Grand  Trunk  Railroads,  also  by  the  Androscoggin  Railroad  and 
its  connections. 

Gape  Elisabeth — Cumberland  County. 

From  Selectmen's  Returns. 
Pour  Powers, 

First,  "Clark's  Mills/'  on  Long  creek.  Fall  18  feet  in  half  a 
mile,  operates  10  months,  breast  wheel  18  feet  in  diameter. 

Second,  on  Mill  creek,  a  tide  power.  Stone  dam ;  grist  mill, 
nine-foot  tub  wheel.  Tide  rises  and  falls  from  five  to  eight  feet; 
mill  operates  from  10  to  12  hours  a  day,  and  can  grind  150  bushels 
in  the  time. 

Third,  a  tide  power  at  Spurwink.    Unimproved. 

Fourth,  a  tide  power  of  large  capacity  can  be  secured  by  a  dam 
at  the  mouth  of  the  estuary  into  which  Long  creek  empties. 

Two  artificial  reservoirs  of  large  capacity  can  be  constructed  in 
connection  with  the  powers. 

Market,  Portland,  close  at  hand. 

Carmel — Penobscot  County. 

From  Selectmen's  Returns. 
Seventeen  Powers. 

Upon  the  Buggies  stream,  three  ;  Kingsley  do.,  four ;  Sowadato- 
cook  do.,  four ;  Harvey  do.,  four ;  Kenduskeag  do.,  two. 

There  are  no  falls  of  any  note ;  the  power  is  produced  chiefiy  by 
dams ;  is  judged  sufficient  to  cut  yearly  5,000,000  feet  of  boards 
and  4,000,000  shingles.  It  is  not  all  improved ;  in  part,  in  mills, 
as  follows :  Ten  board,  eight  shingle,  one  lemon-box,  one  cloth- 
dressing  and  carding,  and  a  grist  mill.  The  mills  do  not  work 
all  the  year;  about  one-half  work  six  months,  and  the  other  half 
one-third  of  the  year. 

The  Sowadabscook  stream  is  connected  with  a  pond  two  by  one 
miles,  the  Kenduskeag  with  a  pond  somewhat  smaller.     The 
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capacity  of  the  ponds  could  be  very  much  increased  at  small  ex- 
pense by  the  erection  of  dams.  Freshets  moderately  heavy.  In 
ordinary  seasons  there  is  sufficient  in  the  Sowadabscook  through- 
out the  year  to  operate  nearly  all  the  mills  upon  it.  Three-fourths 
of  the  town  are  covered  with  forests. 

Yearly  product,  $25,000.     Market,  Bangor. 

Carratunk  Township — Somerset  County. 

Statement  of  Joseph  Clark,  Esq. 
[See  aim  "Canatonk  Township  and  Township  No.  1."] 

Numerous  Powers. 

Several  of  the  above  are  on  the  outlet  stream  of  Pleasant  pond. 
Stream  is  three  miles  long  and  falls  100  feet  in  that  distance. 

First,  at  the  outlet,  "  Clark's  Saw  Mill,"  head  and  fall  12  feet, 
abundant  water  all  the  year  may  be  had;  pond  covers  over 
three  square  miles.  Most  excellent  site  for  mills.  Small  part  of 
the  power  used. 

Second,  half  a  mile  below,  fall  12  feet;  unimproved. 

Third,  Fourth,  Fifth,  below,  good  privileges,  unimproved. 

Sixth,  below,  near  the  road,  "  Brown's  Mills,"  Baw,  grist,  axe, 
and  other  machinery ;  12  feet  head  and  fall ;  more  may  be  had. 

Seventh,  below  the  road,  near  the  Kennebec  river,  head  and  fall 
12  feet,  unimproved. 

Five  of  the  above  are  below  the  inlet  of  the  Moore's  Bog  stream, 
which  is  very  constant  and  has  three  or  four  ponds,  all  of  which 
can  be  flowed  for  reservoirs. 

Pine,  cedar,  spruce  and  hardwood  lumber  in  vast  quantities. 

A  flatrbottomed  steamer  could  be  run  on  Kennebec  river  from 
Carratunk  falls  in  Solon,  to  the  Forks,  passing  in  the  close  vicinity 
of  the  powers. 

Eighth,  Ninth  and  Tenth,  or  the  outlet  stream  of  the  Baker 
ponds,  two  privileges  below  the  second  pond,  and  one  below  the 
lowest  pond.  Thirty  feet  fall  on  the  last,  large  amount  of  fall  at 
the  upper  twd.  Unimproved,  except  a  dam  at  the  outlet  of  the 
lower  pond,  which  flows  it  eight  feet. 

Carratunk  Township  and  Township  No.  1 — Somerset  County. 

Statement  of  E.  W.  ParKn,  Esq.,  of  Pleasant  Bidge. 

[8m  ateo  "  Carratunk  Ifewoship,"  and  "  Township  No.  1.*] 

One  Power. 

"Carrying-Place  Rips,"  on  the  Kennebec  river,  at  the  mouth  of 
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the  Carrying-Place  stream.  The  natural  fall  is  moderate,  but 
canals  could  be  constructed  on  either  shore,  which  would  give  a 
large  amount  of  power.  Banks  high,  but  not  so  crowded  upon 
the  river  as  to  forbid  the  location  of  mills.  Rock  bottom  and 
banks.     Fully  developed  this  would  make  a  valuable  power. 

Carroll — Pbnobscot  County. 
Statement  of  J.  A.  Larrabee,  Esq. 
Two  Powers,  or  More. 

First,  "  Lowell's  Mill,"  near  the  outlet  of  Buck's  pond ;  operates 
four  months. 

Second,  saw  mill  on  the  west  branch  of  the  Baskahegan  inlet, 
operates  four  months. 

No  other  powers  now  used  in  $he  town  of  Carroll. 

Carthage — Franklin  County. 
From  Selectmen' 8  Returns,  and  the  Statement  of  Robert  Potter,  Esq. 
Ten  to  Twenty  Powers. 

The  whole  volume  of  Webb's  river  can  be  used  from  10  to  20 
times.  The  river  is  a  constant  succession  of  rips  for  several  miles. 
The  amount  of  power  is  indicated  by  the  fact  that  there  are  upon 
one  of  the  dams  a  saw  mill,  grist  mill  with  two  runs  of  stones,  two 
shingle  mills,  and  other  machinery ;  and  that  there  is  abundant 
water  for  them  all,  when  any  sort  of  precautions*  are  taken  to  use 
it  economically. 

Webb's  pond,  the  source  of  the  stream,  covers  three  square 
miles ;  its  outlet  can  be  lowered  six  feet,  and  its  surface  raised 
three  feet,  thus  securing  nine  feet  head  over  the  whole  surface. 
The  pond  is  fed  by  seven  different  streams  and  many  small  brooks, 
and  thus  drains  a  large  tract  of  country. 

The  privilege  at  the  foot  of  the  pond,  owned  by  Robert  Potter 
of  Portland,  offers  first-rate  facilities  for  improvement.  There  are 
near  the  outlet  1,000  acres  or  more  of  very  thrifty  second-growth 
pine. 

One-third  of  a  mile  below  the  outlet,  owned  by  Bobert  Potter, 
formerly  used  for  various  mills,  all  of  which  are  now  burned  down. 
Dam  gone.    Ten  or  twelve  feet  fall. 

One-fourth  mile  below,  as  good  as  the  above,  no  improvement. 

One-half  mile  below,  saw  mill  and  threshing  machine. 

Various  privileges  below  not  used. 
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About  one  mile  brfow  the  saw  mills,  and  at  the  village,  grist 
and  saw  mill,  and  other  machinery. 

Various  privileges  below,  not  improved. 

Flutter  and  centre-vent  wheels. 

Granite  abundant,  also  clay  for  bricks,  and  vast  quantities  of 
excellent  limestone.  Sites  for  mills  excellent,  the  land  mainly 
level. 

Three-fourths  of  the  basin  covered  with  woods. 

Market,  Portland,  by  Androscoggin  railroad,  from  North  Jay 
depot,  10  miles  distant  from  water-power. 

Oasco— Cumberland  County. 

Statement  of  Albion  Cobb,  Esq. 

[See  also  "  Gmoo  and  Naples/1  and  "Oaseo  and  Raymond."] 

Twenty-One  Powers. 

First,  at  the  foot  of  Pleasant  pond,  which  serves  as  a  mill  pond, 
various  saws,  and  grist  mill. 

Second,  below,  a  dam,  tannery  and  starch  factory,  with  other 
mills  now  idle. 

Third  and  Fourth,  below,  two  equally  good  powers ;  unimproved. 

Fifth,  below,  various  saws. 

Sixth  and  Seventh,  below,  and  within  two  miles,  good  powers ; 
unimproved. 

Eighth,  below,  grist  and  plaster  mill,  and  various  saws. 

Ninth,  just  below,  various  saws. 

Any  one  of  the  foregoing  powers  is  sufficient  to  drive  a  large 
amount  of  machinery  the  year  round.  The  stream  is  very  little 
affected  by  either  drouth  or  freshets.    The  pond  has  an  area  of 

2.25  square  miles  and  has  a  storage  of feet.     It  is  fed  by 

Parker's  pond. 

Tenth,  "Decker's  Mill,"  on  the  outlet  of  swamps;  sawmill, 
water  enough  for  six  months ;  poor  wheel. 

Eleventh,  at  the  outlet  of  Dumpling  pond,  formerly  a  saw  mill, 
power  now  idle,  the  dam  is  used  for  storage. 

Twelfth,  just  below,  grist  mill,  and  various  saws.  Part  of  the 
machinery  runs  the  year  round. 

Thirteenth,  thirty  rods  below,  lumber-working  machinery. 

Fourteenth,  immediately  below,  carriage  manufacturing,  small 
pond,  good  privilege. 

Fifteenth,  just  below,  good  privilege,  with  an  excellent  place  for 
a  mill  pond;  unimproved. 
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Sixteenth  and  Seventeenth,  below,  the  crater  might  be  used 
with  breast  or  overshot  wheels,  but  the  mill  ponds  would  be  small. 

Eighteenth,  below,  unimproved,  with  an  excellent  chance  for  a 
mill  pond. 

The  stream  on  which  the  last  eight  powers  are  situated,  is  little 
more  than  a  mile  in  length,  but  in  that  distance  descends  about  200 
feet.  The  stream  is  little  affected  with  freshets,  and  since  the 
water  of  the  ponds,  Dumpling  and  Coffee,  ia  controlled  by  tight 
dams,  not  greatly  affected  by  drouth. 

Nineteenth,  on  the  outlet  stream  of  "  Hog  Meadow  Pond,"  a 
power  of  extraordinary  excellence.  An  overshot  wheel  of  twenty- 
two  feet  diameter  is  used ;  a  stave  mill. 

Twentieth,  said  to  be  a  good  one,  on  a  small  stream  emptying 
into  the  northeast  corner  of  Rattlesnake  pond.    Unimproved. 

Twenty-First,  "  Pinkham's  Mill,"  on  a  small  tributary  of  Pleas- 
ant pond ;  fails  in  summer. 

Market,  principally  Portland,  distance  25  miles  by  road. 

Casco  and  Naples — Cumberland  County 

Statement  qf  Washington  Bray,  Esq.,  of  Naples. 

[See  alio  "  Gmoo,"  and  "  Kapte."] 

Two  Powers. 

Both  situated  on  Crooked  river  below  Edes'  falls.  Each  has  a 
fall  of  about  eight  feet. 

The  volume  of  the  river  at  mean  run  is  about  1,593  inches  under 
a  head  of  9.5  feet,  giving  on  an  eight-foot  fall  about  100  horse- 
powers.   River  very  constant,  fed  by  ponds. 

Casco  and  Raymond — Cumberland  County. 
Statement  of  Albion  Gobb,  Esq.,  of  Casco. 

[See  also  "  Ouoo,"  aad  "  Raymond."]  " 

One  Power. 

On  the  outlet  stream  of  Thomas  pond,  a  very  excellent  power, 

unimproved.    The  pond  covers  1.15  square  miles,  and  is  flowed  by 

a  dam. 

Casttne — Hancock  County. 

Selectmen's  Statement. 
One  Power* 

A  tide  power ;  a  grist  mill  and  shingle  mill  upon  it  in  working 

order.    Work  all  the  year.     Machinery  of  the  best  construction 

for  a  tide  mill.    Height  of  tide  at  this  point  about  12  feet. 
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OSNTBBVILLB — WaSHIWOTON  COUNTY. 

From  the  Statement  of  James  Pope,  Esq.,  and  (he  Selectmen. 

Two  Powers. 

First,  the  "Great  Falls/'  on  Machias  river,  about  five  miles 
above  Whitneyville  Dam,  and  nine  miles  from  Machias  tide 
water.  There  is  railroad  connection  between  Whitneyville  and 
Machiasport. 

The  fall  is  20  feet  in  60  rods.  A  dam  12  feet  high  near  the  head 
of  the  fall,  would  pond  back  the  water  two  or  three  miles,  and 
could  be  built  with  small  outlay.  An  island  in  the  middle  of  the 
river  would  serve  as  an  abutment  to  the  sections  of  the  dam.  No 
granite  nearer  than  two  miles,  but  abundance  of  trap  suitable  for 
foundations  and  other  rough  work.    Good  brick  clay  close  at  hand. 

The  left  bank  at  the  falls  is  a  hard  wood  ridge  somewhat  broken 
in  surface,  but  affording  an  excellent  and  ample  site  for  a  manu- 
facturing town.  The  shore  is  rocky  and  about  ten  feet  above  the 
stream  in  a  freshet.  The  right  bank  is  flat  but  not  boggy.  It  is 
underlaid  with  rock. 

The  bed  of  the  river  at  the  falls  is  rocky,  and  at  one  point  a  con- 
tinuous ledge  extends  from  bank  to  bank,  affording  an  unsurpassed 
natural  foundation  for  a  dam. 

On  the  right  bank  the  facilities  for  canalling  are  most  excellent, 
cannot  in  fact  be  excelled.  The  growth  on  this  bank  is  spruce, 
pine  and  hemlock. 

There  is  no  settlement  within  three  miles,  and  the  privilege  has 
no  improvement  whatever  upon  it.  The  country  above  is  unbrok- 
en wilderness. 

The  power  and  the  township  are  owned  by  the  Whitneyville 
Agency ;  Agent,  James  Pope,  Esq. 

If  the  volume  of  water  at  mean  summer  run  in  an  ordinary  sea- 
son, be  assumed  to  be  14,000  cubic  feet  per  minute,  that  at  Ma- 
chias being  15,000,  the  gross  power  of  the  Great  Falls,  with  a  dam 
as  above,  is  832  horse,  or  33,280  spindles.  It  can  be  increased 
several  fold  by  use  of  the  reservoirs  upon  the  river.  See  page  132, 
Part  II. 

Second,  on  the  west  branch  of  Chandler's  river,  eight  feet  fall, 
saw  mill  operates  six  months. 
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Charleston — Penobscot  County. 
Four  Powers. 

First,  on  a  branch  of  Kenduskeag  river,  in  the  west  pari  of  the 
town,  a  saw  mill. 

Second,  on  the  west  branch  of  the  Pushaw  river,  a  saw  mill. 

Third,  below,  on  the  same  stream,  a  shingle  mill. 

Fourth,  on  the  east  branch  of  the  Pushaw  river,  near  the  south- 
east corner  of  the  town,  a  saw  mill. 

Charlotte — Washington  County. 
From  the  Selectmen9 8  Returns,  and  a  Plan  of  the  Streams. 

[See  also  "Charlotte  and  Township  No.  U."J 
Eight  Powers. 

First,  " McGlaughlin's  Mills,"  on  Damon  mill  brook;  fall  ten 
feet ;  shingle  mill,  operates  five  months. 

Second,  "  Granger's  Mills,"  on  Moosehorn  stream,  twelve  feet 
fall ;  shingle  and  clapboard  mills,  operate  six  months. 

Third,  above,  two  miles  from  the  county  road,  18  feet  fall. 

Fourth,  on  Fisher's  mill  brook,  a  short  distance  above  Round 
pond,  fall  12  feet. 

Fifth,  above ;  by  means  of  a  canal  conducting  the  water  across 
the  county  road,  a  fall  of  40  feet  can  be  secured. 

Sixth,  above,  and  very  near  the  county  road,  by  means  of  the 
same  canal  a  fall  of  80  feet  can  be  secured. 

Seventh,  above  the  county  road,  a  fall  of  12  feet. 

Eighth,  short  distance  above,  fall  12  feet. 

A  large  bog  above  might  be  converted  into  a  reservoir,  though 
with  some  damage  by  flowage.  Powers  operate  five  to  six  months. 
A  15-foot  back-shot  wheel.  .The  Moosehorn  is  derived  from  bogs 
and  low  lands,  and  is  constant.  One-third  of  the  basin  covered 
with  woods. 

Market,  Pembroke  and  Calais,  by  road. 

Charlotte  and  Township  No.  14 — Washington  County. 
From  (he  Statement  of  T.  W.  Allan,  Esq.,  of  Dennysville,  and  a 
Flan  of  the  Streams  furnished  by  the  Selectmen. 
Three  Powers,  or  more. 

First,  a  dam  at  the  head  of  Gilman's  rips,  on  Dennys  river,  eight 
feet  fall ;  flows  the  river  to  the  lake.     No  other  improvement. 

Second,  "Gilman's  Rips,"  on  Dennys  river,  four  and  a  half  miles 
below  Meddybemps  lake,  12  feet  fall. 
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Third,  below,  and  nearly  continuous,  "Gardner's  Rips." 
The  above  are  a  series  of  rips  and  ponds,  which  with  Brights- 
Island  rips  between  Dennysville  and  No.  14,  have  an  estimated  fall 
of  30  feet. 

The  lake  above,  15  square  miles  in  area,  with  seven  feet  of  stor- 
age, constitutes  a  great  reservoir.  The  powers  can  be  made  con- 
stant throughout  the  year. 

Chelsea — Kennebec  County. 

From  Selectmen's  Returns. 
Nine  Powers. 

Seven  on  the  outlet  of  Worromontogus  pond  in  Augusta. 

First,  about  ten  rods  below  the  south  line  of  Augusta,  a  dam 
seven  feet  high,  and  five  rods  long,  which  flows  several  square 
miles,  with  banks  which  admit  of  raising  the  dam  to  any  desired 
height.    This  dam  is  for  a  reservoir. 

Second,  20  rods  below,  dam  and  falls,  fifteen  feet,  saw  and  shin- 
gle mills,  which  cut  all  the  available  lumber,  although  the  dams 
are  old  and  leaky,  and  the  wheels  are  the  old-fashioned  ladle  pat- 
tern. 

Third,  half  a  mile  below,  a  good  stone  dam  12  feet  high,  with 
shingle  and  grist  mill  nearly  new,  operates  all  the  year. 

Fourth,  half  a  mile  below,  formerly  a  saw  mill,  destroyed  by  fire 
many  years  ago.  Fall  from  the  third  mill  to  this  privilege,  about 
18  feet.     Unoccupied. 

At  this  point  is  received  an  additional  stream  called  "  Chase 
Meadow  Brook,"  which  takes  its  rise  from  "Greely  Pond"  in 
Augusta. 

Fifth,  three-fourths  of  a  mile  below  the  4th,  fall  14  feet,  has  been 
occupied  by  two  sets  of  saw  mills. 

Sixth,  80  rods  below,  fall  16  feet,  formerly  "Searle's  Mills." 
Privilege  now  unoccupied,  flows  about  five  acres,  has  a  ledge  foun- 
dation, which  runs  far  into  the  banks,  for  dam  and  mills.  The 
stone  wings  of  the  old  dam  are  now  standing.  Here  an  additional 
stream  comes  in,  known  as  "Long  Meadow  Brook,"  with  large 
space  for  flowage. 

Seventh,  one  mile  below,  fall  15  feet,  formerly  "Jewett'sSaw 
Mill ;"  burned  many  years  ago  ;  privilege  not  occupied. 

The  total  fall  of  the  'J  Togus  "  stream  in  Chelsea  is  about  98  feet 
in  three  miles.  No  damage  from  freshets  to  dams  for  the  last 
85  years.  Properly  improved  the  stream  would  carry  a  large 
amount  of  machinery. 
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Granite  suitable  for  walls  and  underpinning.  The  surface  around 
the  falls  is  generally  very  convenient  for  the  location  of  mills,  and 
other  necessary  buildings,  with  good  roads  passing  Seaile's, 
Dorr's,  Baker's  and  Lewis'  falls.  Clay  and  sand  are  quite  abund- 
ant near  the  river,  with  good  privileges  for  making  brick,  and  a 
large  amount  are  manufactured  annually. 

Eighth,  on  Gardiner  Meadow  brook;  formerly  a  saw  mill, 
operated  two  months.     Unimproved  for  the  last  12  years. 

Ninth,  on  a  small  stream,  fall  30  feet,  close  by  the  Kennebec 
river.  An  overshot  saw  and  shingle  mill,  did  business  for  a  few 
years.    Now  unimproved. 

Market,  Fittston,  Gardiner,  Hallowell,  and  Augusta,  from  one- 
half  to  seven  miles  distant. 


Chbbryfikld — Washington  County. 

From  Selectmen's  Jtetuma. 
Six  Powers. 

The  above  taken  together  constitute  the  "  Cherryfield  Falls," 
on  the  Narraguagus  river. 

First,  at  the  head  of  tide,  in  the  village,  a  privilege  of  six  feet 
fall,  owned  by  A.  Campbell  &  Co.,  who  contemplate  building  a 
dam.  An  excellent  power  for  machine  shops,  etc.,  for  village  use. 
Excellent  sites  for  building  on  the  east  bank. 

Second,  the  "  Lower  Dam,"  so  called.  Nine  feet  head,  80  rods 
horizontal  run.  Occupied,  east  side,  grist  mill,  planing  mill,  sash, 
door  and  blind  factory,  a  machine  shop  and  foundry.  West  side, 
gang,  edge  and  lath  mill.  Gang  cuts  on  the  average  25,000  lum- 
ber per  day,  lath  mill  about  25,000  per  day.  Owned,  east  side,  by 
A.  Campbell  &  Co. ;  west  side,  one-half  by  the  same,  one-quarter 
by  J,  0.  Nichols  &  Son,  and  one-quarter  by  S.  Campbell,  agent 

Third,  "  New  York  Dam,"  so  called,  at  the  upper  bridge ;  11  feet 
head ;  horizontal  run  60  rods  to  the  next  dam  above.  Owned  by 
John  W.  Coffin  &  Co.  Occupied,  east  side,  gang  and  single  saw, 
edge  and  lath  mill ;  west  side,  grist  mill.    A  very  fine  power. 

Fourth,  "Wakefield  Dam,"  head  seven  feet,  horizontal  flow  50 
rods  to  the  dam  above.  Occupied  by  two  shingle  mills,  two 
machines  each,  with  cut-off  saws,  etc.  Owned,  east  side,  by  T. 
P.  Wiley ;  west  side,  by  Lewis  &  Godfrey. 

Fifth,  "Hall  Dam,"  10  to  11  feet  head,  90  rods  horizontal  flow 
to  dam  above.    Occupied,  west  side,  gang,  single  saw,  edge  and 
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lath  mill ;  east  side,  shingle  mill  with  tiro  machines  and  cut-off 
saw,  carding  mill. 

Sixth,  "  Stillwater  Dam/'  nine  feet  head,  horizontal  flow  three 
miles.  The  east  and  west  branches  of  the  Narraguagus  river  form 
junction  half  a  mile  above  this  power.  The  land  in  the  vicinity 
being  low  and  flat,  has  been  flowed  by  the  dam*  forming  a  very 
large  reservoir.  All  the  mills  upon  this  power  were  burned  in 
July,  1866.  The  dam  has  since  been  thoroughly  repaired,  and 
a  gang  and  single  saw,  edge  and  lath  mill,  erected  on  the  west 
bank.  These  mills  are  very  superior  and  of  large  capacity.  The 
gang  has  qnt  in  twelve  hours  52,000  of  two-inch  plank,  would 
average  30,000  daily.  The  reservoir  formed  by  this  dam  is  so 
large  as  to  sustain  the  stream,  and  by  consequence  all  powers  upon 
it  in  the  severest  drouths,  the  accumulations  of  the  night  meeting 
the  drain  of  the  day. 

The  mills  work  all  the  year  save  the  winter  and  early  spring,  at 
which  time  the  ponds  freeze  so  that  the  logs  cannot  be  floated  to 
the  slip.  Very  extraordinary  summer  drouths  sometimes  suspend 
the  mills  for  a  short  time. .  The  power  of  the  river  is  capable  of 
great  increase  by  the  improvement  of  the  lakes  connected  with  it 
for  reservoir  purposes.  An  extensive  heath  in  Beddington  could 
at  little  expense  be  converted  into  an  immense  reservoir. 

Freshets,  less  severe  than  formerly,  since  the  lakes  were 
dammed.    Range  from  lowest  to  highest  water  about  six  feet. 

Special  pains  have  been  taken  to  construct  the  best  mills  and 
secure  the  best  machinery.  The  centre-vent  wheels  are  much  pre- 
ferred. 

Production. — Each  dam  occupied  by  a  gang  and  single  and  lath 
mill  is  capable  of  sawing  5,000,000  of  long  lumber  and  5,000,000 
of  laths  each  season.  For  the  last  three  years  the  annual  product 
in  long  lumber  has  been  worth  at  the  wharf  here  $400,000 ; 
shingles,  $80,000 ;  total,  $430,000.  When  our  power  shall  come 
to  be  improved  for  regular  manufacturing  purposes  to  the  extent 
of  its  capacity,  we  have  the  assurance  of  great  increase  in  wealth 
and  population. 

The  lumber  is  marketed  in  New  York  and  Boston  mainly,  though 
pine  boards  are  shipped  of  late  directly  to  the  West  Indies. 

Accessibility. — Vessels  approach  within  five  and  a  half  miles  of 
the  falls,  at  Millbridge,  to  which  point  lumber  is  floated  in  scows 
and  rafts.  The  river  is  open  to  navigation  eight  and  a  half  months 
of  the  year.     . 
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Chester — Penobscot  County. 

Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 

[See  also  "  Chester  and  Winn."] 

"Fire  Powers. 

All  on  Medunkeunk  stream. 

First,  half  a  mile  from  mouth,  20  feet  perpendicular  fall,  width 
of  stream  150  feet,  ledge  bottom  ;  once  occupied  by  saw,  grist, 
clapboard  and  shingle  mills.     Mills  now  decayed. 

Second,  two  miles  above,  eight  feet  head,  flows  five  miles,  dam 
125  feet  long,  ledge  bottom ;  power  good  for  the  whole  season ; 
formerly  occupied. 

Third,  on  Eber-horse  branch,  10  feet  head,  dam  25  feet  long, 
stone  wing  100  feet,  built  for  grist  and  shingle  mill ;  grist  mill  not 
complete. 

Fourth,  half  a  mile  above,  10  feet  head,  dam  125  feet,  flows  four 
miles.     Saw  and  shingle  mills  burnt  two  years  ago. 

Fifth,  above,  at  the  north  line  of  the  township,  old  dam  50  feet 
long,  10  feet  head,  flows  two  square  miles. 

Chester  and  Winn — Penobscot  County. 

Statement  of  Joseph  S.  Bowler,  Esq.. 

[See  also  "Gherter,"  and  "  Winn."] 

One  Power. 

The  "  Island  Rapids,"  on  the  Penobscot  river,  all  within  one 
mile  of  the  village.  The  total  fall  is  judged  not  less  than  15  feet 
in  100  rods,  and  may  be  increased  to  any  required  amount  by  a 
dam,  the  banks  above  being  of  ample  height  to  prevent  flowage. 
The  fall  is  broken  into  two  pitches,  the  "  Babcock  Rips,"  amongst 
the  islands,  and  the  "  Five  Island  Falls  "  at  the  foot  of  the  islands. 
There  are  five  small  islands  in  the  river,  which  are  above  water  at 
all  seasons,  and  would  constitute  natural  abutments  to  the  dam 
and  sites  for  mills.  The  river  is  about  900  feet  wide,  and  the 
bottom  on  the  crest  of  the  pitches  is  nearly  on  a  level  all  the  way 
across  the  river.  The  banks  below  are  high,  20  feet  or  more, 
above  the  river.  Range  of  water  10  to  12  feet.  The  power  of  this 
privilege  suitably  developed  would  doubtless  net  six  or  eight 
thousand  horse-power,  or  400,000  spindles. 

Unimproved. 
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Chesterville — Franklin  County. 
From  Selectmen1 8  Returns. 

[See  also  "  Cheaterrille  and  farmington."] 

Four  Powers. 

First,  at  North  Chesterville,  on  Wilson's  stream.  Fall  12  feet 
in  30  rods.  Grist  and  carding  mill.  Water  sufficient  for  all  the 
machinery  six  months,  and  for  the  grist  mill  with  two  runs  of 
stones  the  whole  year.  Centre-vent  wheel.  High  banks,  level 
back  from  the  stream. 

Second,  at  Chesterville  Centre,  on  Little  Norridgewock  stream. 
Twelve  feet  fall ;  saw  mill,  salt-box  factory.  Flutter,  Tuttle  and 
Blake  wheels. 

Third,  below,  at  Chesterville  Center;  fall  eight  feet.  The 
power  on  the  two  falls  is  judged  equal  to  100  horse-powers.  The 
mills  ran  nine  months.  Four  ponds,  averaging  one  mile  by  one 
half  mile.  Artificial  reservoirs  of  large  capacity  can  be  con- 
structed. Ponds,  also,  can  be  improved  for  reservoirs  by  dams. 
Perfectly  safe  in  freshets.  '  Range  of  water  on  the  upper  dam,  six 
feet ;  on  the  lower,  three  feet. 

Fourth,  fall  35  feet ;  saw  and  grist  mill,  etc.  Large  reservoirs 
could  be  constructed.     Power  is  not  all  used. 

The  lay  of  the  land  good ;  excellent  granite.  "  Millions  of  pino 
lumber  still  remaining  in  the  town.    Fine  grazing  town." 

Chesterville  and  Farmington — Franklin  County. 

From  (he  Statement  of  the  Boards  of  Selectmen. 

[See  also  "Chesteirille,"  and  "  Armington."] 

One  Power, 

"  Farmington  Falls,"  on  the  Sandy  river ;  head  and  fall  16  feet. 
Power  not  now  and  at  no  former  time  half  put  to  use,  except  per- 
haps in  extreme  drouth. 

The  outlet  stream  of  two  large  ponds  situated  in  Wilton,  joins 
the  river  above  the  dam ;  each  pond  contains  about  300  acres. 

On  the  Farmington  side  of  the  river,  "Davis'  Saw  Mill;"  for- 
merly a  grist  mill,  which  was  burned  three  or  four  years  ago.  The 
mills  being  situated  upon  a  canal  may  be  regarded  as  safe  from 
freshets. 

On  the  Chesterville  side  there  are  two  saw  mills,  a  spool  factoTy, 
a  factory  for  the  manufacture  of  drums  and  horse-rakes. 
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China — Kennebec  County. 

From  Selectmen* 8  Returns. 
Several  Powers. 

These  are  nearly  all  upon  the  west  branch  of  the  Sheepscot 
river,  once  occupied  by  grist  and  saw  mills.  None  can  operate  all 
the  year.  Very  large  ponds  in  town,  which  serve  as  reservoirs  to 
powers  in  adjacent  towns. 

"  The  water-powers  are  of  local  value  and  use,  bat  not  such  as 
would  influence  capitalists  to  invest  upon  them  with  a  view  to  per- 
manent profitable  business." 

Clifton — Penobscot  County. 
Satement  of  Benjamin  Penney,  Jr.,  Esq. 
Four  Powers,  or  more. 

First,  on  Great  Works  stream,  fall  12  feet,  not  occupied. 

Second,  on  the  Park's  pond  stream,  saw  and  shingle  mill ;  2  to 
300,000  feet  of  lumber,  and  5  to  1,200,000  shingles;  water  six 
months. 

Third,  below,  "  Penny's  Jtfill ;"  50,000  clapboards,  and  1,500, 
000  shingles. 

Fourth,  below,  not  occupied ;  head  nine  feet. 

Clinton — Kennebec  County. 

From  Selectmen9 8  Eeturns. 
Three  Powers. 

First,  "  Hunter's  Mills,"  in  the  southeast  part  of  the  town  on 
the  Sebasticook  river,  dam  seven  feet ;  can  be  raised  several  feet 
more  by  paying  small  damages.  Double,  single,  and  shingle  saws, 
also  grist,  sash,  door  and  blind,  carding  and  cloth-dressing,  and 
brush-block  machinery.  About  3,800  inches  of  water  are  used. 
With  a  good  dam  there  would  be  plenty  of  water  for  all  the  mills 
the  year  round.  In  great  freshets  the  water  rises  only  about  three 
and  a  half  feet  in  the  mill  pond.  Underlying  rock  slate ;  the  dam 
and  mills  both  rest  upon  solid  ledge  ;  granite  boulders  that  may 
be  split  for  building  purposes  abundant  within  a  half  mile  or  mile. 
Tne  land  bordering  the  stream  is  but  a  few  feet  above  the  level  of 
the  water  in  time  of  freshet,  is  level  and  very  convenient  for  build- 
ing. 

The  figures  given  above  indicate  a  volume  of  water  approxima- 
ting 20,000  cubic  feet  per  minute,  which  if  ten  feet  head  can  be 
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obtained  would  give  about  370  horse-power  gross,  or  19,800  spin- 
dles.   For  reservoirs,  see  pages  95-96. 

Second,  on  Black  stream  in  the  northeast  part  of  the  town ; 
grist  and  saw  mill.  Saw  mill  operates  six  months.  Dam  ten  feet 
high. 

Third,  on  the  Twelve-Mile  stream ;  stone  dam,  about  ten  feet 
high ;  slate-ledge  foundation ;  water  about  four  months  of  the 
year. 

Market,  Portland,  by  Maine  Central  railroad;  depot  one-half 
mile  from  the  principal  mills. 

Clinton  Gobb  Plantation — Kbnxkbko  County. 

From  Assessors'  Beturns. 

[8m  alio  "  Burnhun  and  Clinton  faro."] 

One  Power. 

On  the  Powers  brook,  ten  rods  from  the  railroad,  and  half  mile 
from  Burnham  depot.  Shingle  mill,  runs  four  months,  cuts  500,- 
000  shingles. 

Oodyvillb  Township — Washington  County. 
Statement  of  Peol  Tomah. 
Several  privileges  on  the  Tomah  streams,  the  outlets  of  ponds 
covering  two  square  miles,  and  admitting  of  dams.    One  is  now 
dammed.    None  are  improved. 

Columbia — Washington  County. 

From  Selectmen's  Statement. 
Two  Powers. 

First,  "Saco  Falls,"  on  Pleasant  river.  Height  fifty  feet  in  two 
hundred  yards.  Power  not  all  improved.  A  dam ;  shingle,  lath, 
saw,  and  grist  mills  upon  it.  Mills  can  work  all  the  year,- but  do 
not ;  or  rather  the  grist  mills  operate  all  the  year,  the  saw  mills 
but  part. 

Second  power,  "  Little-River  falls  "  on  Little  river.  Height,  pre- 
sumed from  the  statement  given  to  be  the  same  as  of  the  above 
Saco  falls. 

Land  about  the  falls  well  adapted  to  improvement.  Streams 
connected  with  lakes ;  one,  3  by  1  miles. 

Market,  Boston  and  New  York,  by  coasters. 

16 
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Coittmbia  Falls — Washington  County. 
J?Vom  flie  Selectmen's  Returns,  and  a  Pton  of  (he  Streams. 

Seven  Powers. 

First  and  Second,  "Columbia  Falls,9'  at  Columbia  village  on 
Pleasant  river,  at  the  head  of  tide,  which  here  rises  and  falls  from 
12  to  15  feet.  Total  descent  about  16  feet  in  300  yards,  divided 
into  two  pitches.  On  the  upper  pitch  there  are  a  gang  and  single 
saw  and  lath  machine,  cutting  about  8,500,000  of  long  lumber 
and  about  5,000,000  laths.  Owned  by  George  Harris  A  Co.  On 
the  lower  pitch  are  a  single  saw  mill,  lath  mill,  grist  mill,  carding 
mill  and  fulling  mill.  The  power  here  is  equal  to  the  first.  Own- 
ed by  Samuel  Bucknam  and  others.  The  grist  mill  operates  all 
the  year,  the  saw  mill*  are  idle  in  winter,  and  usually  for  a  short 
time  in  the  lowest  stage  of  water  in  summer  are  shut  down,  there 
not  being  water  sufficient  for  a  full  business. 

Third,  two  and  a  half  miles  up  the  river  is  the  "  Burnt  Mill 
Rips,'7  fall  eight  feet  in  150  yards.  The  power  is  equal  to  either 
of  the  above.     No  improvement. 

Volume  of  water. — Pleasant  river  is  bridged  between  the  pitches 
at  the  village,  the  abutments  being  about  45  feet  apart.  At  the 
lowest  water  the  stream  pours  through  this  space  eight  inches 
deep  and  six  miles  an  hour.  At  highest  water  the  space  is  filled 
about  ten  feet  deep.  The  rise  of  the  river  is  slight,  owing  to  the 
large  extent  of  heath  and  low  intervale  bordering  the  stream,  which 
overflows  in  freshets  and  holds  back  the  water.  The  land  adja- 
cent to  the  stream  and  its  bordering  intervale  is  to  a  considerable 
extent  sandy  plain,  somewhat  elevated,  at  the  base  of  which  are 
countless  never-failing  springs  of  water,  which  contribute  to  sus- 
tain the  river. 

If  the  mean  velocity  of  four  miles  an  hour  should  actually  be 
realized,  betwixt  the  abutments,  as  above,  10,560  cubic  feet  per 
minute  must  pass  the  point,  whieh  would  give  a  gross  power  of 
320  horse  on  the  16  feet  of  fall,  or  12,900  spindles. 

Fourth  and  Fifth,  on  Lower  Little  river,  a  tributary  to  the 
Pleasant,  about  two  miles  above  the  village.  Lower  fall  about  ten 
feet  in  40  feet,  the  upper  a  gradual  deeoeni  but  an  excellent  power. 
No  improvement  upon  either  of  the  powers. 

Sixth  and  Seventh,  small  powers  on  Peckey  branch,  a  tributary 
of  Chandler's  river. 

At  the  head  of  Pleasant  river  is  a  lake  3  by  \A  miles ;  several 
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•mall  ponds  also  contribute  to  it.  There  is  a  dam  art  the  outlet  of 
the  lake.  Capacity  of  the  lake  could  not  be  increased ;  bat  very 
large  artificial  reservoirs  can  be  had  at  small  cost/  Rock  about 
the  falls  "shelly"  and  not  suitable  for  building.  Land  lies  well  for 
the  erection  of  mills  and  shops. 

Value  of  annual  products  about  $80,000.  The  improvement  of 
the  power  has  increased  the  population  somewhat,  and  has  added 
considerably  to  the  wealth  of  the  town. 

Market,  all  points  by  water.  The  village  powers  are  at  the  head 
of  sloop  navigation ;  vessels  of  150  tons  load  at  wharves. 

Concord — Soiucbset  County. 
From  Selectmen'*  Returns. 
Two  Powers. 

First,  on  Chase's  stream,  an  excellent  power ;  saw,  shingle,  lath 
and  clapboard  mills ;  it  will  run  all  the  saws  five  months  in  the 
year,  and  either  one  alone  all  the  rest  of  the  time ;  five  feet  fall ; 
poor  machinery ;  the  power  used  would  do  much  more  with  good 
equipment. 

Second,  saw  and  grist  mill ;  machinery  poor.  Twenty  fegt  fall 
and  water  enough  to  run  all  the  year.  Four  mills  could  be  built 
on  the  stream,  and  seven  small  ponds  with  a  large  amount  of  bog 
land  about  them,  can  be  converted  into  reservoirs. 

Tworthirds  of  the  land  covered  with  timber ;  hilly  with  plenty 
of  rocks  for  building  dams  and  buildings.  Lumber  manufactured 
yearly,  200,000  feet,  which  might  be  increased  to  five  times  the 
amount.    Five  miles  from  Somerset  railroad. 

Goonc* — Washington  Cottnty. 

From  Selectmen's  Returns. 
Two  Powers. 

First,  "  Cooper's  Mills,"  in  the  west  part  of  the  town ;  a  saw 
mill,  which  does  but  little  in  comparison  with  what  it  might ;  old- 
fashioned  wheel.  Streams  connected  with  ponds  which  might  be 
greatly  improved  for  reservoirs  by  dams. 

Second,  on  Dead  stream,  in  the  east  part  of  the  town.  No  inv 
provemest  whatever.  Streams  connected  with  ponds  that  might 
be  converted  into  reservoirs. 

Both  streams  rise  and  fall  quickly,  owing  to  the  non-use  of  the 
ponds  for  storage  basins,    Basin  of  Cooper  stream  nearly  covered 
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with  woods.     Capital  and  enterprise  could  find  good  investment 
on  these  privileges. 
Market,  Calais,  Machias,  etc. 

Corinna — Penobscot  County. 
From  Selectmen's  Returns,  and  a  Plan  of  (he  Streams. 
Eleven  Powers. 

First,  on  the  Dexter  stream,  "  Moody's  Mills,"  eight  feet  head, 
various  saws. 

Second  and  Third,  below,  unoccupied ;  ten  feet  head  each. 

Fourth,  "  Lincoln's  Mill,"  ten  feet  head,  two  shingle  mills,  privi- 
lege capable  of  doing  much  larger  business. 

Fifth,  "Village  Mills,"  12  feet  head,  grist,  shingle,  cloth-dressing 
and  carding  mills ;  an  old  saw  mill  not  running  needs  to  be  rebuilt. 

Sixth,  unoccupied,  about  eight  feet  head. 

The  above  privileges  have  all  the  water  received  from  Dexter, 
and  in  addition  the  contributions  of  numerous  brooks  tributary  to 
the  stream  on  its  course  through  the  town. 

Seventh,  on  Alder  stream,  "  Shepherd  Mill,"  has  carried  a  saw 
and  shingle  machine  spring  and  fall ;  now  unoccupied. 

Eighth,  "Welch  Mill,"  below,  nine  feet  head,  a  good  saw  mill 
operates  spring  and  fall ;  in  the  summer  the  water  is  drawn  off  on 
account  of  flowage. 

Ninth,  "  Burrill  Mill,"  below,  a  shingle  machine,  seven  feet 
head ;  can  be  used  only  when  the  Welch  mill  is  in  operation. 

Tenth,  "  Nickerson  Mill,"  in  the  south-west  corner  of  the  town, 
on  a  brook,  shingle  mill,  operates  spring  and  fall. 

Eleventh,  "  Stubb's  Mill,"  on  a  brook  in  the  east  part  of  the 
town,  saw  mill,  operates  in  the  spring,  now  out  of  repair. 

Town  will  exempt  manufacturing  capital  from  taxation.  Rail- 
road runs  by  the  side  of  the  powers,  the  whole  length  of  the  town. 
The  streams  are  both  connected  with  ponds  which  are  improved 
or  susceptible  of  improvement  as  reservoirs. 

Market,  for  produce,  Newport ;  for  lumber,  Bangor. 

Corinth — Penobscot  County. 
From  Selectmen's  Returns. 
Four  Powers,  or  More. 
First,  on  Kenduskeag  stream  ;  two  saw  and  shingle  mills. 
Second,  on  Kenduskeag  stream ;  a  grist  mill. 
Third,  on  Crooked  brook  ;  saw  and  shingle  mill. 
Fourth,  on  Bear  brook ;  saw  and.  shingle  mills. 
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The  saw  mills  cut  about  800,000  each,  but  might  do  more.  The 
McOregory  mill  saws  nearly  twice  that.  A  new  and  good  grist 
mill  abouf  to  go  up  in  place  of  an  old  one.  The  mills  operate 
three-fourths  of  the  year,  grist  mill  all  the  year.  Slate  rock,  with 
granite  in  spots.    Little  forest. 

Market,  Bangor,  by  road. 

Cornish — York  County. 
From  the  Selectmen's  Returns,  and  a  Plan  of  ihe  Town. 

[See  also  "  Cornish  and  Hiram."] 

Three  Powers. 

First  and  Second,  "  Thompson's  Falls,"  on  Little  river ;  first,  33 
feet  descent  in  361  feet  run ;  second,  12  feet  perpendicular.  Stream 
18  feet  wide,  one  and  one-half  feet  deep ;  velocity  of  current  60  feet 
per  minute.  The  upper  not  improved.  The  lower  improved  in  a 
grist  mill. 

Third,  "  Brown's  Falls,"  on  Brown's  brook ;  11  feet  fall  in  118 
feet  run.  Stream  18  feet  wide,  one  and  one-half  feet  deep  ;  cur- 
rent 60  feet  per  minute ;  saw  mill  and  shingle  machine. 

Powers  operate  all  the  year  except  in  severe  drouths.  Wheels, 
overshot  and  breast. 

Brown's  brook  is  fed  by  Long  pond.  Spruce  brook  can  be 
turned  into  Little  river,  doubling  its  power.  Long  pond  can  be 
flowed.  Freshets  not  destructive.  Rock,  gneiss  and  mica  schist. 
Land  convenient  for  building.     Basin  one-fourth  wooded. 

Improvement  of  powers  here  would  benefit  the  town  greatly. 

Market,  Portland,  thirty  miles  by  road,  soon  by  P.  &  O.  R.  B. 

Cornish — York  County,  and  Hiram — Oxford  County. 

From  the  Returns  of  Cornish  and  Hiram. 

[See  also  "  Cornish,"  and  "Hiram."] 

Two  Powers. 

First,  "Allen's  Falls,"  on  Great  Ossipee  river,  half  a  mile  above 
the  Saco,  mil  three  and  a  half  feet  in  12  rods.  Biver  155  feet 
wide,  six  feet  deep,  velocity  of  current  60  feet  per  minute.  The 
privilege  is  not  now  used.  There  was  formerly  a  grist  mill  upon 
it,  with  dam  10  feet  high. 

Second,  "Warren's  Mill,"  about  one  mile  and  a  fourth  from 
Cornishville.  It  was  burned  in  1849,  and  has  not  been  rebuilt. 
There  were  both  saw  and  grist  mills.  The  river  is  from  six  to 
eight  rods  wide  and  has  a  fall  of  eight  to  ten  feet  in  half  a  mile. 
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CorjtviLle — Soksbor  County. 

From  Selectmen's  Returns. 
SVra?  Powers. 

All  situated  on  the  east  branch  of  the  Wesseruusett  river. 

First,  two  miles  south  of  the  north  town  line ;  saw  mill  and 
shingle  machine. 

Second,  two  miles  below ;  saw  and  shingle  mills. 

Third,  one  mile  south  of  the  above ;  a  grist  mill. 

Fourth,  sixty  rods  below ;  shingle  machine. 

There  are  no  considerable  falls ;  a  succession  of  rapids.  The 
mills  operate  nearly  all  the  year ;  all  can  work  ten  months.  The 
power  is  only  partially  improved.  The  stream  is  the  outlet  of 
Wentworth  pond,  in  Athens,  two  by  three  miles.  Granite  abund- 
ant and  of  good  quality.     Basin  one-fourth  covered  with  woods. 

Market,  Skowhegan,  nine  miles  from  the  upper  mill  by  road. 

Cranberry  Islcs — Hancock  County. 

From  Selectmen's  Statement. 
One  Power. 

A  tide  power  on  Great  Cranberry  island,  at  the  mouth  of  a  creek 

or  inlet,  where  a  dam  might  be  built  so  as  to  enclose  a  vast  body 

of  water  with  which  to  operate  at  low  tide.     Not  improved. 

Situated  near  Great  Cranberry  harbor,  which  is  open  at  all  seasons. 

Would  operate  a  large  amount  of  machinery. 

Crawford — Washington  County. 
Statement  of  F.  Loving  Talbot,  Esq.,  of  East  Machias. 
Five  Powers. 

First,  on  the  East  Machias  river,  "  Bipplings  at  Bridge,"  10  feet 
fall. 

Second,  "  Pokey  Dam,"  nine  feet  fall,  on  the  East  Machias  river, 
at  the  outlet  of  "  Pokey"  or  Crawford  lake. 

Third,  the  "  Barstow  Dam,"  one  mile  below,  12  feet  fall. 

The  above  powers  are  fed  by  Crawford  lake,  which  has  nine  feet 
head  of  flowage  over  its  surface  of  2.75  square  miles,  and  also  by 
Shining  lake,  which  has  a  surface  of  six  square  miles. 

Fourth,  on  "  Barrows '-Lake  Stream,"  12  feet  fell ;  the  lake  has 
a  surface  of  1.50  square  miles. 

Fifth,  on  "  Seavey's  Mill  Brook,"  eight  feet  fall. 

The  water-power  and  township  are  owned  by  M.  J.  Talbot, 
Esq.,  of  East  Machias. 
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Crystal  TowysiOF — Aroostook  Cototy. 
Statement  of  E.  F.  Dimmtre,  Esq.,  of  Aland  Falls  Plantation. 
One  Power. 

On  the  outlet  stream  of  Crystal  lake,  which  is  three  miles  Above, 
a  fall  of  fifteen  feet.  An  abundant  supply  of  water  can  be  had  by 
flowing  the  lake. 

,       Cumberland — Cumberland  County. 

Statement  of  the  Selectmen. 
Three  Powers. 

Two  up-and-down  saws  driven  by  water,  will  operate  part  of  the 
year,  and  one  carding  machine. 

CtrsHiNO — Knox  County. 

Selectmen's  Returns. 
One  Power. 

A  stave  mill  npdn  it,  running  about  half  the  year. 

D  Township — Aroostook  County. 
Statement  of  Harrison  0.  Hussey,  Esq.,  of  MonticeUo. 
Water-power  in  this  township  on  the  tributaries  of  the  Medux- 
nakeag.    The  main  stream  is  fed  by  a  pond  of  considerable  size. 

Dallas  Plantation — Franklin  County. 
Statement  of  Aimer  Toothaker,  Esq.,  of  Phillips. 
One  Power. 

At  the  outlet  of  Gull  pond,  a  good  privilege;  pond  covers 
0.65  square  miles,  and  can  be  flowed  several  feet.    Unimproved. 

Damon — Aroostook  County. 

From  Selectmen's  Statement. 
Two  Powers. 

First,  on  Big  Machias  stream,  saw  mill  and  grist  mill ;  power 
sufficient  to  drive  an  up-and-down  saw,  and  clapboard  and  shingle 
machine,  and  two  runs  of  stones  the  year  through. 

Second,  on  Little  Machias  stream,  will  drive  machinery,  as 
above,  eight  months  of  the  year.  Saw  mill  and  grist  mill  now 
upon  it.  The  Big  Machias  is  connected  with  several  lakes  of  con- 
siderable sue,  and  drains  a  large  extent  of  territory* 
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Damariscotta — Lincoln  County. 
Selectmen's  Betorns. 

One  Power. 

A  tide  power ;  10  feet  fall  at  low  tide ;  not  improved.  Proprie- 
torship unknown. 

Danforth — Washington  County. 

One  Power.  * 

"  Butterfield  Privilege/'  on  the  Baskahegan  stream,  10  miles 
above  its  junction  with  the  Mattawamkeag  river. 

The  dam  is  about  seven  feet  high  and  may  be  made  two  feet 
higher  if  needed.  On  the  dam  a  single  saw  and  a  shingle  machine. 
Sufficient  power  to  drive  one  single  saw,  a  shingle  and  clapboard 
machine,  four  runs  of  stones  for  grinding  grain,  a  carding  and 
clothing  mill,  and  probably  more.  The  dam  flows  a  pond  some 
eight  miles  in  length  and  one-third  of  a  mile  in  width.  The  priv- 
ilege may  also  have  all  of  Baskahegan  lake,  containing  about  eigh- 
teen square  miles,  for  a  reservoir,  by  maintaining  a  dam  at  the  outr 
let,  which  would  treble  the  power  for  the  whole  year. 
Good  markets  for  products. 

Dayton — York  County. 
Statement  of  Z.  O.  Staples  and  J.  R.  Haley,  Esqs. 
[See  also  «  Buxton  and  Dayton,"  and  "  Dayton  and  Hollis."] 
Seven  Powers. 

First,  Second,  Third,  Fourth,  etc.,  on  Hill's  brook,  which  flows 
from  a  remarkable  natural  fountain  or  spring,  and  abounds  in  falls 
sufficient  to  turn  a  grist  or  shingle  mill. 

Fifth,  "  Goodwin's  Mills,"  on  Goodwin's  or  Swan-pond  stream, 
fall  about  88  feet.     Various  mills. 

Sixth,  "  Wadlin  Privilege,"  a  few  rods  below,  large  fall ;  unim- 
proved. 

Seventh,  ten  rods  below,  "Hanson  &  Pierce  Mill,"  16  feet  fall, 
grist  and  saw  mills. 

Dayton  and  Hollis — York  County. 

Statement  of  Z.  O.  Staples  and  J.  JR.  Haley,  Esqs.,  of  Dayton. 

[See  also  "  Dayton/'  and  "  Hollis."] 

Several  Powers. 

On  Cook's  brook,  which  flows  mostly  from  Bartlett's  pond  in 
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Waterborough.  Excellent  privileges,  especially  those  situated 
near  the  Saco  river. 

Two  are  improved,  "  Clark's  Mills/'  grist,  stave,  and  shingle. 

One  mile  below,  "Kimball's  Mills/'  40  feet  fall,  saw  mill; 
power  not  all  used. 

Water  sufficient  to  operate  mills  nearly  all  the  year. 

Dayton  Plantation — Aroostook  County. 

Statement  of  J6h%  Gardiner,  £sq.,  of  Patten. 
One  Power. 

On  Crystal  stream,  a  saw  mill.  No  others  known  to  the 
reporter. 

Dead  River  Plantation — Somerset  County. 

Statement  of  Son.  Abner  Coburn. 
One  Power. 

"Hurricane  Palls/'  near  the  northwest  corner  of  the  township, 
a  descent  of  eight  or  ten  feet,  banks  high,  dead  water  above  for 
five  miles. 

Deblois — Washington  County. 

From  Selectmen' 8  Statement. 
Numerous  Powers. 

First,  the  "  Great  Falls,"  on  the  Narraguagus  river,  and  on  the 
county  road  leading  to  Beddington  on  the  north  and  Cherryfield 
on  the  south,  about  eleven  miles  from  tide  water,  and  where  the 
village,  comprising  about  120  inhabitants,  is  located.  The  fells 
extend  about  half  a  mile,  with  an  aggregate  descent,  it  is  esti- 
mated, of  nearly  50  feet,  embracing  a  succession  of  mill  privileges 
equal,  if  not  superior,  to  any  to  be  found  at  the  same  distance 
from  navigable  waters  within  the  county.  They  are  so  situated 
as  to  afford  superior  facilities  for  erecting  factories  of  almost  any 
description.  The  banks  on  either  side  are  high,  the  channel  of  the 
river  narrow  and  its  bed  ledgy,  so  that  the  expense  of  dams  would 
be  comparatively  trifling. 

Within  a  short  distance  of  Great  Falls  there  are  over  3,000  acres 
of  forest,  one-half  of  "black  growth,"  pine,  spruce,  hacmatac  and 
cedar  timber;  the  other  half  of  old-growth  hardwood,  beech, 
yellow,  white  and  grey  birch,  oak,  rock  and  white  maple,  ash,  Ac. 
Vast  quantities  additional  suitable  for  cord  wood,  and  millions  of 
feet  of  hardwood  large  enough  for  plank  stock  and  ship  timber. 
The  timber  adjacent  is  sufficient  to  run  saw  mills  of  various  kinds 
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for  many  years,  and  to  justify  the  investment  of  tens  of  thousands 

of  dollars  with  prospect  of  a  generous  return. 

The  soil  is  excellent,  is  free  from  rocks  -,  roads  are  constructed 
with  the  utmost  ease ;  large  natural  meadows  abound ;  great  num- 
bers of  cattle,  from  all  the  region  about  are  pastured  within  the 
town ;  muck  of  the  best  quality  is  abundant.  "  We  are  anxious 
to  have  capitalists  come  in  and  improve  our  water-power,  and  in- 
dustrious workingmen  to  cultivate  our  excellent  soil.  The  pro- 
prietor of  these  lands,  Wm.  Freeman,  Jr.,  of  Cherryfield,  offers  the 
highest  inducements  as  to  terms,  to  farmers,  millmen,  or  manu- 
facturers." 

There  are  other  valuable  privileges  on  the  Narraguagus  river  in 
this  town,  none  of  which  are  employed.  Also  smaller  powers  on 
other  streams  which  might  be  turned  to  useful  and  profitable  ac- 
count. The  only  improvement  on  the  Great  Falls  is  a  shingle  mill, 
which  operates  without  the  aid  of  a  dam,  by  the  natural  force  of 
the  current. 


Dedham — Hancock  County. 

From  Selectmen's  Eelwme. 
Five  Powers. 

Five  already  in  use,  with  several  employed,  and  therefore  not 
reported,  all  situated  upon  Fitte  pond  stream. 

Firat  and  Second,  the  "  Fitts  Mills  ";  two  dams,  each  with  head 
and  fall  of  15  feet,  giving  a  total  fall  of  80  feet  in  less  than  one- 
fourth  of  a  mile.     Saw,  shingle  and  lath  mills. 

Third,  Fourth  and  Fifth,  "  Dedham  Tannery"  ;  three  darns,  12, 
15  and  12  feet  high,  respectively,  and  total  fall  of  39  feet  in  about 
40  rods  distance.  Saw,  shingle,  lath,  stave,  and  flour  mills,  and 
tannery. 

The  mills  operate  all  the  year,  and  the  power  can  be  greatly  in- 
creased at  little  expense,  the  stream  being  fed  by  four  ponds,  one 
large  and  three  small.  The  tannery  privileges  have  two  additional 
ponds,  and  all  can  be  converted  into  reservoirs  of  great  capacity. 
Freshets  are  not  serious.  The  largest  pond  is  on  the  dividing  ridge 
betwixt  the  Penobscot  and  Union  basins,  and  when  greatly  swol- 
len pours  off  its  surplus  into  the  Union  river,  the  natural  and  usual 
outlet  being  into  the  Penobscot. 

Bocks,  coarse  granite,  suitable  for  rough  constructions.  Lay  of 
the  land,  suitable  for  mills,  etc. 
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Two-thirds  of  the  basin  covefred  with  forests.    Improvement  of 
the  power  has  more  than  doubled  the  valuation  of  the  town. 
Market,  Bangor,  by  road. 

Debb  Isle — Hancock*  County. 

From  Selectmen's  Eetums. 
Several  Powers. 

All  but  one  are  tide  powers ;  one,  with  dam  already  built,  can 
carry  a  large  amount  of  machinery.  A  carding  mill  on  a  brook. 
Two  tide  grist  mills.  The  tide  privileges  are  mainly  unemployed. 
Various  ponds  of  an  aggregate  surface  of  400  acres  might  be  turned 
to  account  for  reservoir  purposes.  Wheels,  two  overshot  and  one 
spiral. 

Denmark — Oxford  County. 

From  the  Report  of  Survey  of  Gyrus  Ingalls  and  Joseph  Bennett, 
Esq*.;  Procured  and  Endorsed  by  the  Selectmen. 
Fifteen  Powers,  or  More. 

The  most  important  are  on  the  outlet  stream  of  Moose  pond, 
which  covers  about  1,700  acres,  is  about  seven  miles  long  and  from 
40  to  275  rods  wide. 

First,  at  the  outlet,  at  "  Denmark  Corner,"  the  "  Outlet  Dam." 
Thirteen  feet  head  and  fall.  A  good  stone  dam  70  feet  long  ex> 
tends  from  the  west  bank,  the  remainder  of  the  dam  being  of  wood 
for  log  slips  and  flumes  for  the  use  of  the  mills.  Saw,  grist,  stave, 
and  shingle  mills. 

Second,  26  rods  below,  head  and  fall  nine  feet.  Good  stone  dam 
80  feet  long,  and  a  mill  26  by  56,  three  stories  high,  in  which  are 
various  saws,  etc. 

Third,  37  rods  below,  a  new  stone  dam  nearly  completed,  intent* 
ded  for  a  starch  factory.     Head  eight  feet. 

Fourth,  80  rods  below ;  head  and  fall  16  feet,  good  aplit-stOne 
dam,  90  feet  in  length  laid  in  cement  upon  solid  ledge.  Dam  flows 
about  700  square  rods.  Stave,  shingle,  clapboard,  planing  and  kit 
machines,  and  various  saws.    Also  a  large  cooperage. 

Fifth,  55  rods  below,  "  ]/>ng  Falls,"  20  rods  long ;  head  and  fall 
10  feet.  Bed  of  the  stream  and  the  shores  are  smooth,  solid  ledge. 
A  dam  at  the  head  of  the  falls,  75  feet  long,  would  reach  from  bank 
to  bank,  and  pond  back  a  large  body  of  water ;  the  land  above  the 
head  of  the  falls  lies  nearly  level  with  the  surface  of  the  stream  at 
high  water  in  the  spring. 
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Sixth,  66  rods  below,  "Symonds'  Dam/'  head  and  fall  of  10  feet; 
banks  high,  a  dam  60  feet  in  length,  would  flow  an  area  of  400 
square  rods. 

Seventh,  at  the  foot  or  outlet  of  Little  Moose,  "Webster's  Falls," 
which  are  40  rods  long.  In  1807  a  dam  was  built  at  the  foot  of 
this  pond,  making  a  head  of  ten  feet,  for  the  purpose  of  driving 
logs  down  the  Moose  Brook  canal  into  Saco  river ;  dam  now  nearly 
rotted  away.  This  is  the  most  valuable  privilege  on  the  whole 
stream,  for  head  and  fall,  and  amount  of  water.  There  are  many 
small  streams  emptying  into  Moose  brook,  between  here  and  the 
upper  mills.  The  tract  of  land  upon  the  west  side  is  covered  with 
a  heavy  growth  of  pine  and  white  oak  timber,  the  best  in  the 
county. 

Eighth,  "  Lower  Falls,"  three  miles  below ;  head  and  fall  15  feet 

Ninth,  Tenth,  etc.,  several  good  mill  privileges  between  Web- 
ster's falls  and  the  Lower  falls. 

Moose  brook,  from  the  upper  mills  at  the  foot  of  Moose  pond,  to 
Saco  river,  runs  parallel  with,  and  distant  about  200  rods  from  the 
county  road  leading  from  Denmark  corner  to  Hiram  bridge.  No 
estimate  of  the  volume  or  power  of  the  stream  furnished,  other 
than  which  is  involved  in  the  statement  of  the  capacity  of  the  res- 
ervoir. A  large  area  of  country  and  several  streams  are  tributary 
to  the  pond. 

Twelfth,  "  Holt's  Privilege"  at  West  Denmark  village,  on  a  pond 
of  six  acres  which  is  fed  by  a  pond  of  120  acres.  Fall  12  feet; 
abundant  water  nearly  all  the  year  for  saw  and  grist  mill. 

Thirteenth,  at  the  foot  of  Granger  pond ;  64  feet  fall  in  264  rods ; 
a  good  privilege  for  light  machinery  or  a  grist  mill.  Pond  can  be 
raised  six  feet  by  a  dam  without  damage.  Good  site  for  a  flour 
mill,  which  is  greatly  needed,  as  all  the  wheat  now  goes  out  of 
town  several  miles  to  be  ground. 

Fourteenth,  on  the  outlet  of  Fish  pond,  25  acres  and  fed  by  a 
pond  of  eight  acres ;  fall  10  feet;  a  shingle  mill. 

Fifteenth,  a  mile  below,  a  dam  flowing  a  large  tract  of  land ;  12 
feet  head  and  fall  may  be  had.  Two  ponds  empty  into  the  stream 
a  short  distance  above  the  dam,  making  an  excellent  privilege. 

Granite  abundant  in  all  the  town,  some  of  it  excellent.  Sufficient 
clay  for  bricks  in  various  localities.  Inexhaustible  peat  bogs  of 
the  best  quality.  Soil  excellent  for  fruit  and  corn.  Two-thirds 
covered  with  forests,  pine,  hemlock,  spruce,  white  and  red  oak, 
bass,  etc.    The  Portland  &  Ogdensburgh  railroad  will  pass  in  our 
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close  vicinity.  Transportation  now  by  Cumberland  &  Oxford  ca- 
nal and  by  road.  Market,  Portland,  85  miles  distant.  Wood, 
$1.25.  to  $8.00  per  cord.  Labor,  $1.00  to  $2.00  per  day,  exclusive 
of  board. 

"  We  offer  the  highest  inducements  to  capitalists ;  and  any  par- 
ties coming  in  to  improve  our  water-power  will  be  received  with 
the  utmost  favor,  and  will  meet  the  most  liberal  advances." 

Dennis  Township— Somerset  County. 
Statement  of Eeman  Whipple,  Esq.,  of  Solon. 
Five  Powers. 

First,  at  the  outlet  of  "  Little-Big"  Wood  pond,  a  fall  of  35  feet 
in  half  a  mile.  Good  chance  for  dams.  Pond  covers  1.35  square 
miles,  and  is  dammed  seven  feet. 

Second,  half  a  mile  below  the  east  line,  Ml  10  feet.  Small  ponds 
above  for  reservoirs. 

Third,  "  Dennes  Falls,"  on  Sandy  stream,  in  the  east  part  of  the 
town,  10  feet  fall,  formerly  a  grist  mill.  Good  site.  Small  pond 
above,  can  be  flowed. 

Falls  above  on  the  branches,  10  and  12  feet. 

Dennysville — Washington  County. 

From  the  Returns  of  Peter  E.  Vose,  Esq. 

[See  alw  "  Dennysville  and  Bdmnnda."] 

Two  Powers. 

First,  on  "  Wilson's  Stream,"  a  shingle  mill.  The  stream  is  not 
constant,  having  no  reservoir ;  a  shingle  mill  might  run  four  to  five 
months  in  the  year. 

Second,  the  stream  empties  into  tide  waters  close  by  the  county 
road  leading  te  Pembroke,  where  machinery  might  be  conveniently 
located,  to  be  propelled  by  say  an  overshot  wheel  of  16  feet  diame- 
ter.   The  tide  flows  to  the  mills  on  Dennys  river  in  this  village. 

Dennysville  and  Edmunds — Washington  County. 

From  the  Returns  and  from  a  Plan  of  the  Water-Power, 

Furnished  by  the  Selectmen  of  Dennysville. 

[See  alto  "DennyiriUe/'  and  "  Edmund*."] 

Five  Powers. 

All  on  Dennys  river,  the  outlet  of  the  great  Meddybemps  lake. 
First,  "  Dennysville  Falls/'  &t  the  village  of  Dennysville,  near 


£54  WAHBL  PGWBE  Of  MADTB.  [FurHL 

Gobscook  bay.  On  the  dam  at  the  Tillage,  which  has  a  head  of  ten 
feet  and  a  good  pood,  there  are  a  single  saw  mill,  one  gang  saw 
mill,  and  a  lath  machine  attached  to  each ;  also  shingle  machines 
for  winter  sawing,  one  grist  mill,  one  bone  mill,  two  pail  and 
churn  manufactories.  These  last  are  carried  on  by  Lincolns  k 
Eastman,  while  the  mills  are  the  property  of  Edmund,  Thomas  and 
Elizabeth  Lincoln.  There  is  water  sufficient  to  operate  these 
mills,  &c,  three-fourths  to  seven-eigths  of  the  time  from  the  first  of 
April  to  the  first  of  December,  day  sawing.  They  will  cnt  from 
2,500,000  to  3,000,000  feet  of  long  lumber  per  sawing  year,  and 
1,000,000  to  2,000,000  of  laths  and  shingles.  The  pail  factories 
are  capable  of  turning  out  100  dozen  pails  or  50  dozen  churn*  per 
week,  and  the  grist  mill  can  grind  150  to  200  bushels  corn  per  day. 

Second,  one  mile  above  ;  a  total  fall  of  twenty  feet  in rods. 

Unimproved. 

Third,  one-half  a  mile  above ;  a  fall  of  eight  feet  in . 

Unimproved. 

Fourth,  one  mile  above ;  a  fall  of  eight  feet.     No  improvement. 

Fifth,  about  one  mile  above ;  ten  feet  fall.     Not  improved. 

The  foregoing  powers  are  owned  by  the  Lincolns  aforesaid,  as 
also  nearly  all  the  banks  of  the  river  on  both  sides  for  several 
miles.  Good  roads  most  of  the  way  to  two  of  them.  A  gang  saw 
mill  once  started  on  one  of  the  privileges,  which  was  destroyed  by 
fire.  The  total  fall  of  the  river  from  the  lake  to  its  mouth,  about 
twenty  miles,  must  be  250  feet.  Several  small  streams  empty  into 
the  river  in  its  course,  upon  some  of  which  logs  can  be  driven. 

The  volume  of  water  in  time  of  freshets  is  judged  to  be  from 
two  to  three  times  the  ordinary  volume.  No  serious  damage  has 
ever  been  caused  by  them.  The  river,  with  the  water  held  in  the 
lakes  by  the  dams,  can  be  depended  on,  excepting  in  an  unusually 
dry  time.  The  lay  of  the  land  is  such  in  connection  with  the 
powers,  that  mills  and  workshops  can  be  conveniently  located 
More  than  half  of  the  basin  must  be  covered  with  forests,  though 
it  has  been  mostly  cut  over.  But  timber  enough  is  left,  if  fires  do 
not  destroy  it,  to  supply  the  miils  for  many  years.  The  rocks  in 
the  vicinity  are  suitable  for  building  purposes,  and  the  soil  is  gen- 
erally a  clayey  loam.  If  our  water-power  could  be  brought  into 
use,  our  population  and  wealth  would  rapidly  increase. 

Lumber-laden  vessels  of  200  tons  come  within  half  a  mil©  of  the 
mills. 
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DeNKTSVUXE  AMD  TOWNSHIP  No  14— •WAgHmeTON  COUNTY. 

Statement  of  T.  W.  Allan,  Esq.,  of  DennysviUe. 
Thr6e  Powers. 

First,  half  a  mile  from  the  north  line  of  Edmunds,  "  Stodder 
Rips,"  on  Dennys  river.  Three-fourths  of  a  mile  long ;  total  fall 
25  feet.  Good  chance  for  dam  at  the  head.  Owned  by  T. W.  Allan 
and  the  Lincolns.     No  improvements. 

Second,  three-fourths  of  a  mile  above,  "Clark's  Rips,"  40  rods 
long ;  fall  six  feet.  No  improvement.  Pond  in  the  river  two  miles 
long ;  a  dam  would  make  the  pond  half  a  mile  wide ;  green  timber 
land,  old  growth.     Owned  by  T.  W.  Allan  and  the  Lincolns. 

Third,  two  and  a  half  miles  above  Clark's  rips,  "  Bright's  Island 
Rips";  fall  estimated  ten  feet.    No  improvement. 

Detroit — Somerset  County. 

From  Selectmen7*  Returns. 
One  Power. 

The  "  Rips,"  on  the  Sebasticook  river ;  fall  30  to  40  feet  in  one- 
fourth  of  a  mile.  Power  estimated  equal  to  sawing  8,000,000  or 
10,000,000  lumber.  Power  only  partially  improved;  a  tannery, 
two  saw  mills  and  a  shingle  mill  upon  it.  Mills  work  or  may  work 
all  the  year.  See  reservoirs  tributary  to  this  power  in  last  Table 
page  95,  Part  II.  The  power  can  be  greatly  increased  by  the  use 
of  these.  Machinery  of  ordinary  construction.  Rocks,  granite 
and  limestone,  suitable  for  building.  Total  products,  $100,000  or 
$150,000  per  annum.  The  improvement  of  the  power  has  resulted 
in  a  large  increase  of  the  wealth  of  the  town. 

Market,  Bangor  and  Portland,  by  Maine  Central  Railroad. 

Dexter— Penobscot  County, 

From  the  Statement,  and  from  Elaborate  Flans  of  the  Water-Fower, 

Furnished  by  Joeiah  Crosby,  J5*q. 
Twenty-eight  Powers. 

Sixteen  of  tbe  above  are  situated  upon  the  outlet  stream  of  Dex- 
ter pond.  Height  of  the  fail*  142  feet  in  three-ftrarths  of  a  mile, 
or  160*5  feet  in  two  mile*.  These  are  classed  together  as  "  Dexter 
Falls.'' 

First,  next  below  the  outlet,  J.  &  ft.  Abbott's  woollen  factory ; 
head  and  fall  18  feet. 

Second,  J.  &  O.  Abbott's  saw  mill;  head  and  fell  18  feet. 
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Third,  H.  G.  Parson's  carriage  shop,  occupied  by  J.  0.  Grant ; 
head  and  fall  nine  feet. 

Fourth,  0.  W.  Curtis  &  Co.,  carpenters'  and  sash  and  blind 
shop ;  head  and  fall  nine  feet. 

Fifth,  Geo.  Bailey's  carriage  shop ;  head  and  fall  nine  feet. 

Sixth,  N.  Dusten  <fe  Co.'s  machine  shop  and  foundry ;  head  and 
fall  12  feet. 

Seventh,  Pennington  &  Tibbetts'  furniture  factory ;  head  and 
fall  10  feet. 

Eighth,  J.  &  G.  Abbott's  grist  mill ;  head  and  fall  22  feet. 

Ninth,  Dexter  mills  machine  shop ;  head  and  fall  16  feet. 

Tenth,  Dexter  mills  woollen  factory ;  head  and  fall  20  feet. 

Eleventh,  Charles  Shaw's  tannery ;  head  and  fall  nine  feet. 

Twelfth,  Dexter  mills  picker  house ;  head  and  fall  11  feet. 

Thirteenth,  Dexter  mills  woollen  factory ;  head  and  fall  16  feet. 

Fourteenth,  Dexter  mills  woollen  factory ;  head  and  fall  17  feet. 

Fifteenth,  lemon-box  factory,  occupied  by  Reuben  Flanders. 

Sixteenth,  Francis  Hill's  woollen  factory,  occupied  by 

Campbell. 

As  appears  in  the  above  statement,  all  the  falls  have  some  ma- 
chinery upon  them,  but  very  much  might  be  added.  The  amount 
of  manufactures  might  be  nearly  doubled.  An  excellent  site  for  a 
cotton  or  woollen  mill  in  place  of  the  saw  mill ;  also  of  the  grist 
mill.  The  stream,  or  rather  the  pond,  will  furnish  forty  horse- 
powers under  an  18-foot  head  all  the  year.  The  dam  at  the  foot 
of  the  pond  usually  flows  it  about  eight  feet  in  the  spring.  Area 
of  the  pond  not  far  from  three  and  a  half  square  miles.  No  freshets, 
water  all  kept  back.  Machinery  mostly  excellent.  The  best 
wheels  are  an  overshot,  John  Tyler,  and  Reynolds'  turbine. 

Seventeenth,  on  the  same  stream,  just  below  its  junction  with 
Spooner's  pond  stream,  unoccupied ;  head  and  fall  six  feet. 

Eighteenth,  on  the  same  stream,  near  the  south  line  of  the  town, 
Libbey's  saw  and  shingle  mill ;  head  and  fail  10  feet. 

There  are  a  number  of  privileges  upon  the  Sebaeticook  giairi 
stream  in  the  north  part  of  the  town.  The  stream  is  rapid  and 
rather  inconstant.  Will  give  20  horse-powers  five  months  of  the 
year.  Never  has  been  a  tight  dam  or  good  machinery  upon  it. 
Large  quantities  of  hemlock,  hardwood,  and  cedar  on  its  bordering 
territory.    On  this  stream  are  five  privileges,  as  follows : 

Nineteenth,  Silver's  saw  mill;  fall  10  feet. 

Twentieth!  below,  unoccupied ;  fall  eight  feet. 
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Twenty-First,  about  a  mile  below ;  10  feet  Ml. 

Twenty-Second,  somewhat  south  of  the  west  line  of  the  town, 
unoccupied ;  fall  12  feet. 

Twenty-Third,  Charles  Jumper's  saw  and  shingle  mill ;  fall  10 
feet. 

Twenty-Fourth,  on  a  branch  of  the  main  stream,  Silver's  shingle 
mill ;  fall  20  feet. 

Twenty-Fifth,  at  the  outlet  of  Spooner's  pond,  saw  mill  and 
shingle  mill ;  fall  18  feet. 

Twenty-Sixth,  a  short  distance  below  on  the  same  stream,  unoc- 
cupied ;  six  feet  fall. 

Spooner's  stream  will  Qirnish  15  horse-powers  from  five  to  seven 
months  of  the  year.  A  good  dam  at  the  outlet  of  the  pond.  The 
Kenduskeag  stream  will  furnish  10  horse-powers  four  months  in 
the  year.    Two  privileges  on  said  stream  noticed  as  follows : 

Twenty-Seventh,  unoccupied ;  10  feet  fall. 

Twenty-Eighth,  on  a  branch ;  20  feet  fall ;  formerly  a  saw  mill 
upon  it. 

Abundant  slatestone  on  all  the  privileges,  which  is  sometimes 
used  for  building ;  two  stories  of  the  largest  factory  are  built  of  it. 
The  improvement  of  the  power  has  doubled  the  population  and 
trebled  the  wealth  of  the  town. 

Market,  Portland  and  Boston,  by  Dexter  &  Newport  Railroad, 
and  connections. 

DlCKEYVTLLE — AROOSTOOK  COUNTY. 

From  the  Assessors'  Returns. 
Nine  Powers. 

First,  on  the  Dufour  brook,  not  employed;  at  low  water  about 
two  feet  square  in  bulk.  Oood  site  for  grist  and  saw  mill.  The 
fall  averages  about  one  in  nine.     Rocky. 

Second  and  Third,  on  Oagnon  brook,  about  three  feet  square  in 
bulk,  and  if  the  upper  part  were  cleared  would  be  considerably 
more.  One  saw  mill  three  miles  back,  and  two  other  mills  near 
St.  John  river,  grist  and  saw,  small  branch  coming  from  the  north- 
west joining  at  lower  mill.    Sandy  soil ;  much  buckwheat  raised. 

Fourth,  on  Rosignol  brook,  size  as  No.  1,  stream  takes  its  rise 
from  a  small  lake  six  miles  in  the  interior.  Privilege  is  not  em- 
ployed, but  is  an  admirable  one. 

Fifth,  on  Bourgoin  brook,  size  as  No.  1 ;  not  employed ;  good 
facilities  for  building ;  one  mile  from  last  mentioned. 
U 
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Sixth,  on  Cyr  brook,  small  saw  mill  near  river  St.  John.  Bong 
onlj  in  high  water. 

Seventh,  on  Oagnon  brook,  a  grist  mill ;  power  not  quite  as 
strong  as  first  named. 

Eighth,  takes  its  source  from  the  two  small  Bonrgignon  lakes. 
About  a  foot  square  at  low  water. 

Ninth,  runs  a  small  saw  mill,  and  is  about  same  force  as  last 
named  at  low  water. 

The  above  brooks  are  capable  in  high  water  of  running  consid- 
erable machiney ;  but  the  parties  owning  the  privileges  are  poor, 
and  have  means  to  erect  buildings  and  machinery,  merely  to  sup- 
ply their  own  wants.  The  powers  worj:  only  in  summer  time, 
spring  and  fall.  On  some  of  these,  reservoirs  could  be  built  cheap- 
ly, to  supply  the  mills  all  winter.  No.  6  ground  12,000  bushels 
grain  last  year  with  one  set  "burrs."  No  export;  all  forborne 
consumption. 

Dixfield— Oxford  County. 

Statement  of  ike  Selectmen. 
Seven  Powers. 

First,  on  Webb;s  river,  at  its  junction  with  the  Androscoggin, 
a*ot  of  the  largest  class,  but  not  excelled  as  to  quality,  in  the  State. 
.It  will  operate  throughout  the  year  a  saw,  grist,  shingle,  carding 
and  threshing  mill,  a  carriage  factory  and  tannery,  all  of  which  are 
in  active  operation.  A  woolen  factory,  in  operation  here  thirty 
years,  was  burned  down  in  spring  of  1868. 

Fall  from  the  dam  to  the  Androscoggin  river,  29  feet  in  200  of 
run.  The  bottom,  sides,  and  bank  of  the  stream  are  solid  granite, 
and  are  favorable  for  the  location  of  structures.  The  dam  can  be 
raised  several  feet  higher,  if  so  desired.  The  mill  pond  connected 
above  is  five  miles  long,  four  rods  wide,  and  12  feet  deep  on  the 
average. 

The  power  and  the  beautiful  village  connected  are  18  miles  from 
Bryant' s-Pond  Railroad  Station,  and  13  miles  from  North-Jay  Rail- 
road Station. 

Second,  five  miles  above,  unoccupied.  Volume  of  water  three- 
fourths  of  No.  1 ;  fall  six  feet  in  100  of  run.  '  Easy  of  access,  by 
land  or  water. 

The  outlay  of  a  few  hundred  dollars  in  building  a  dam  at  the 
outlet  of  Webb's  pond,  would  render  both  the  above  powers  con- 
stant even  in  the  most  extreme  drought,  and  very  greatly  increase 
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their  efficiency.  The  pond  is  six  miles  long  and  one  and  a  half 
miles  wide.     A  head  of  nine  feet  could  be  raised  upon  it. 

Third,  on  Newton  brook,  "  Wells'  Mills/'  saw,  shingle,  and 
threshing ;  200,000  feet  boards,  and  as  many  shingles ;  with  good 
dam  and  wheels,  double  might  be  done ;  head  and  fall  11  feet;  six 
to  eight  months. 

Fourth,  above,  fall  nine  feet;  volume  nearly  equal  to  No.  1 ;  a 
saw  mill  in  former  years. 

Fifth,  above,  saw  mill  and  thresher ;  few  months.  250,000  feet 
boards ;  head  and  fall  15  feet.  This  stream  overflows  in  freshets, 
producing  much  grass. 

Sixth,  on  "  Seven  Mile  brook,"  at  East  Dixfield ;  saw  and  grist 
mill ;  operate  respectively  four  and  12  months ;  150,000  feet  of 
lumber;  stream  subject  to  heavy  freshets  from  mountains.  Three 
miles  to  North-Jay  Station. 

Seventh,  an  overshot  power  on  "Siberia  Brook;"  saw  and 
shingle  mill ;  fall  20  feet. 

Several  more  small  powers  in  town  unoccupied. 

Market,  Lewiston  and  Portland,  chiefly  by  rail. 

Dixmont — Penobscot  County. 
Statement  of  W.  B.  Ferguson,  Esq.,  and  the  Selectmen. 
Pour  Powers. 

First  and  Second,  Dixmont  Oentre  Falls.  One  is  fed  by  a  pond 
covering  200  acres  which  is  raised  eight  feet ;  the  other  by  the 
same  and  by  another  pond  of  100  acres  which  is  flowed  10  feet. 

Third,  a  power  at  North  Dixmont ;  fed  by  a  pond  of  75  acres, 
which  is  flowed  10  feet. 

Fourth,  at  the  outlet  of  Skinner  pond,  fail  of  20  feet  may  be  had ; 
formerly  a  dam  and  mill ;  pond  covers  300  acres,  and  can  be  flow- 
ed 10  feet,  together  with  a  large  tract  of  swamp.    Unimproved. 

Improvements :  three  saw  mills,  one  axe  factory,  two  shingle 
and  one  grist  mill.  The  saw  mills  run  about  four  months,  grist 
mill  nine  months. 

Market,  Bangor,  by  road. 

Doveb — Piscataquis  County. 

Statement  of  the  Selectmen. 
Ten  Powers. 

First,  "Dover  Great  Falls,"  at  Dover  village,  on  Piscataquis 

river ;  falls  23-5  feet  in  825  feet. 
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Improvements :  one  woolen  mill  of  100  horse-power,  one  grist 
mill,  four  runs  of  stones  of  80  horse-power.  This  is  not  more  than 
half  of  the  power  of  the  falls  in  a  common  season.  There  can  be 
dams  upon  the  head  waters  of  said  river  so  as  to  raise  the  power 
at  these  falls  to  600  horse. 

Second,  on  Piscataquis  river,  100  rods  below  the  bridge  at  Dover 
village ;  height  of  fall,  six  feet.     Unoccupied. 

Third  "Dover  Lower  Village  Falls,"  on  Piscataquis  river,  at 
East  Dover ;  height  of  dam  nine  feet. 

Improvements :  saw,  grist,  shingle  and  clapboard  mills.  This 
commands  all  the  water  that  passes  the  "  Great  Falls"  at  Dover 
village.    The  dam  at  East  Dover  flows  the  river  two  miles. 

Fourth,  "  Dover  South  Mills,"  on  Black  stream,  dam  12  feet  high. 

Improvements :  saw  and  shingle  mills,  operate  all  the  year. 

Fifth,  "  Sias-Brook  Power,"  suitable  for  a  shingle  mill.  Not  oc- 
cupied. 

Sixth,  "Ayer's  Falls,"  on  Black  stream,  not  occupied. 

Seventh,  on  Alder  stream,  a  shingle  mill. 

Eighth,  Ninth,  Tenth,  etc.,  on  Black  stream  and  Alder  brook, 
suitable  for  shingle  mills.     Not  used. 

Union,  Stearns,  and  scroll  wheels.  Rock,  granite,  lima  and  slate; 
land  level  about  the  river  and  of  a  superior  quality  for  farming. 

Market,  Bangor,  35  miles ;  railroad  building,  open  in  Ml  of  1869. 

Dresden — Lincoln  County. 

From  Selectmen's  Returns. 
Biz  Powers. 

First  and  Second,  on  Goud  stream ;  former  30  feet  fall  in  100  of 
distance ;  latter  10  feet  in  40  feet.  Grist  and  saw  mill ;  operate 
six  months ;  percussion  wheel,  formerly  an  overshot,  which  gave 
much  more  power.  A  large  bog,  175  acres,  could  be  flowed  eight 
feet  at  little  expense.  Range  of  water  about  six  feet.  Would  cut 
100,000  of  lumber,  and  grind  9,000  bushels  of  grain. 

Third,  Fourth,  Fifth  and  Sixth,  on  Gardiner  stream,  averaging 
each  about  25  feet  in  a  total  distance  of  two  miles ;  small  part  of 
the  power  used.  Formerly  a  good  grist  mill  and  saw  mill ;  both 
now  greatly  dilapidated ;  would  saw  300,000  to  400,000  of  lumber. 
Stream  could  work  six  months  with  the  present  volume  of  water. 
Poorest  sort  of  wheels. 

Stream  connected  with  two  ponds ;  Gardiner  pond  150  acres  in 
extent  and  20  feet  deep ;  also  a  large  bog  between  the  lake  and 
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mill,  500  acres,  which  might  be  flowed  four  or  five  feet  with  ease. 
Second  pond  about  10  acres.  The  stream  might  be  made  to  carry 
two  or  three  saw  mills. 

Stone  not  good  for  building.  No  forest  on  basin ;  stream  low  in 
summer. 

Market,  at  home. 


Brew  Plantation — Penobscot  County. 
Statement  of  D.  Butters,  Esq.,  of  Prentiss. 
Three  Powers. 

First,  "  The  Palls/'  on  Meadow  brook,  one  overshot  wheel  of 
large  diameter  could  be  operated. 

Second  and  Third,  further  up ;  a  dam  eight  or  ten  feet  would  flow 
at  each  point  a  very  large  tract  of  low  flat  land,  perhaps  500  acres. 
There  is  no  improvement  at  any  of  the  privileges.  Stone  suitable 
for  building  close  at  hand. 

Duck-Trap-Grant  Plantation — Penobscot  County. 

Statement  of  the  Assessors  of  Independence  Plantation. 
Several  Powers. 

The  "  Jimsketticook  Rapids,"  on  the  Mattawamkeag  river,  just 
below  the  mouth  of  the  Crossuntic  stream.  The  fall,  which  is 
judged  to  be  from  30  to  40  feet  in  a  mile,  affords  several  points  at 
which  dams  could  be  located ;  the  banks  are  high  on  each  side, 
dead  water  above  for  12  miles.  In  the  drouth  of  summer  the 
water  at  the  fall  is  15  rods  wide,  and  from  two  to  five  feet  deep. 

The  Mattawamkeag  at  this  point  drains  1,100  square  miles,  and 
is  fed  by  numerous  large  lakes  and  ponds.  In  addition,  by  build- 
ing a  dam  at  the  falls,  a  breadth  of  land  30  to  40  rods  wide  on  the 
sides  of  the  river  can  be  converted  into  reservoir,  and  a  bog  three 
•  or  four  thousand  acres  in  extent,  which  now  are  flowed  from  four 
to  twelve  feet  in  freshets.  There  is  unquestionably  power  enough 
here,  readily  commanded,  to  build  up  a  great  manufacturing  city. 

The  European  &  North  American  Railway  will  pass  directly  by 
the  powers. 

Enormous  amounts  of  lumber  in  the  region,  hemlock  bark  for 
tanning,  etc. 

None  of  the  power  is  used. 
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Durham — Androscoggin  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  on  the  outlet  of  a  small  pond  in  the  western  part  of  the 
town ;  grist  mill,  and  saw  mill  which  cuts  40,000  feet  yearly. 

Second,  in  the  northeast  part  of  the  town ;  grist  and  shingle 
mill ;  small  stream. 

Third,  near  Southwest  Bend ;  grist,  saw,  shingle,  and  clapboard 
mills,  cut  40,000  feet  boards  annually. 

Mills  work  about  eight  months  in  the  year.  Large  peat  bogs  in 
the  westerly  part  of  the  town. 

Market,  Lewiston,  ten  miles,  by  road. 

Dyer-Brook  Plantation— Aroostook  County. 

Statement  of  S.  D.  Philpot,  Esq. 
Two  Powers. 

First,  on  Dyer  brook. 

Second,  on  a  brook  not  yet  named. 

E  Plantation — Franklin  County. 
From  the  Assessors9  Returns. 

Numerous  Powers. 

There  are  two  sets  of  falls  on  the  Sandy  river.  The  upper  have 
a  descent  of  about  80  feet ;  the  lower  consist  of  four  successive 
pitches,  which  average  about  20  feet  each.  They  are  capable  of 
carrying  a  large  number  of  mills,  and  have  an  abundant  supply  of 
water  the  greater  part  of  the  season.  They  are  located  on  the 
road  leading  from  Phillips  to  Rangely  lake.  There  is  any  amount 
of  timber  in  their  vicinity,  which  can  be  got  to  the  privileges  on  a 
down-hill  grade;  there  is  also  a  good  market  for  manufactured 
lumber. 

Other  falls  are  situated  on  the  north  branch  of  the  Sandy  river, 
the  descent  of  which  is  ninety  feet.  ■ 

Eastbrook— Hancock  County. 

Two  Powers,  or  More. 

First,  on  the  outlet  stream  of  Molasses  pond,  "Macomber's 
Saw  Mill ;"  the  pond  covers  2.25  square  miles  and  10  feet  depth 
of  storage  are  already  commanded  upon  it;  two  feet  more  are 
feasible. 
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Second,  at  the  outlet  of  Scammon  pond,  a  saw  mill.  Scammon 
pond  covers  one  square  mile,  storage  not  reported.  It  is  fed  by 
Abram's  pond,  0.80  square  mile,  10  feet  storage,  and  by  Molasses, 
area  and  storage  as  above. 

No  others  in  use. 

East  Ltverhorb — Andbosooggin  County. 
From  Selectmen7 8  Returns. 

[8ee  alao  "  East  Liyermore  and  Livermoro."] 

Two  Powers. 

First,  a  privilege  on  the  Johnny  brook ;  a  small  power ;  works 
about  half  the  time. 

Second,  a  privilege  on  the  Norris  brook ;  a  small  power ;  works 
about  half  the  time. 

East  Livermore  and  Livermore — Androscoggin  County . 

From  Returns   of  the  Selectmen,    and  the  Statements   of  H.   W. 

Hutcftins  and  HoUis  Turner,  Esqs.,  and  of  James  Bridge,  Esq., 

of  Augusta. 

[8ee  alio  "Bart  Ltormora,"  and  " Liwmore."] 
One  Power. 

"Livermore  Falls,"  on  the  Androscoggin  river;  height  of  the 
natural  fall  22  feet  in  30  rods,  upper  fall  14  feet,  then  eight  feet 
fall  in  30  rods.  The  dam  located  on  the  crest  of  the  upper  fall  is 
seven  feet  high,  making  the  total  head  and  fall  29  feet.  It  can  be 
raised  seven  feet  more. 

The  power  due  to  the  total  available  fall,  36  feet,  the  volume  of 
water  being  assumed  15  per  cent,  less  than  at  Lewiston,  or  79,900 
cubic  feet  per  minute  at  lowest  run,  is  5,436  horse-powers  gross, 
or  21*7,440  spindles.  The  increase  to  be  derived  upon  use  of  the 
reservoirs  tributary  to  the  river,  above,  may  be  inferred  from 
inspection  of  pages  84-86,  Part  II. 

During  the  summer  of  1867,  the  proprietors  built  a  vtry  excel- 
lent dam,  of  crib  work,  filled  in  with  stone  in  its  whole  extent,  as 
strong  a  construction  as  can  be  made  except  of  split  granite.  It 
was  built  with  a  view  to  future  enlargement,  and  can  be  raised 
seven  feet  without  damage  from  flowing. 

The  land  on  both  sides  of  the  river  is  peculiarly  well  adapted  to 
the  location  of  manufacturing  establishments.  A  company  from 
Massachusetts,  years  ago,  negotiated  for  the  privilege,  with  a 
view  to  canalling  and  improvements  on  the  Livermore  side,  but 
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failed  to  make  any  arrangement  on  account  of  disagreement  as  to 
price. 

The  rock  in  the  immediate  vicinity  of  the  falls  is  fit  for  founda- 
tions and  other  rough  work.  Very  excellent  granite  is  abundant 
within  two  miles.  Bricks  of  excellent  quality  for  building  were 
delivered  at  the  falls,  1868,  for  $6  per  thousand. 

Of  the  5,436  horse-powers,  probably  not  over  one  hundred  are 
in  use,  operating  a  saw  mill,  grist  mill,  and  some  other  small 
establishments. 

The  Rocomeka  Company  are  the  chief  proprietors  of  the  power. 
They  own,  in  addition  to  the  saw  mill,  a  building,  nearly  new,  80 
by  30  feet,  three  stories  high,  and  a  fifty  horse  steam  boiler 
attached  for  heating  purposes.  Building  has  been  used  for  the 
condensation  of  milk ;  but  sufficient  quantities  not  being  procurable 
in  the  vicinity,  the  manufacture  will  probably  be  abandoned,  and 
the  whole  property  put  into  the  market. 

The  privilege  is  regarded  by  experts  as  second  to  none  on  the 
river  except  that  at  Lewiston,  and  to  that  only  in  sum  of  power, 
not  in  availability  and  facilities  for  improvement. 

Market,  all  points,  by  railroad,  which  passes  close  beside  the 
power. 

The  view  accompanying  this  statement  represents  but  little 
more  than  the  fall  produced  by  the  dam. 

East  Machias — Washington  County. 

From  Selectmen's  Returns. 
Six  Powers. 

All  of  the  above  are  within  two  miles  of  tide  water,  four  of  them 
on  the  main  (East  Machias)  river,  and  two  on  Chace's  stream. 

The  four  privileges  on  the  main  river  are  situated  between  the 
head  of  tide  and  Hadley 's  lake,  a  distance  of  three  miles ;  total  de- 
scent in  that  distance,  47  feet. 

First,  •'  Lower  Mills/'  at  the  head  of  tide ;  height  of  mill  pond, 
9.8  feet  above  mean  high  water ;  three  saw  mills  with  lath  mills, 
not  much  used  at  present,  two  grist  mills  and  one  planing  mill. 

Second,  "  Upper  Mills,"  2,000  feet  by  the  course  of  the  river 
above  the  lower;  height  15.8  feet,  or  25.6  feet  above  tide ;  two 
double  saw  mills  or  four  single  saws,  and  two  lath  mills.  Three 
saws  are  about  constantly  employed. 

Third,  between  these  two  dams,  the  water  is  rapid ;  a  dam  might 
be  thrown  across  at  any  point.    At  present  the  privilege  is  occu- 
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pied  only  by  a  gang  and  a  single  saw  mill,  with  grist  mill  and  lath 
mill. 

Fourth,  "Jacksonville  Mills/'  one  and  three-fourths  miles  by 
the  river  above  the  upper  mills,  with  a  farther  elevation  of  about 
12  feet ;  thence  to  Hadley's  lake,  about  one  mile,  and  a  further 
elevation  of  about  10  feet. 

The  above  privileges  are  of  very  unusual  excellence.  The  form 
of  the  land  and  the  condition  of  the  bottom  and  banks  are  such  as 
to  admit  of  the  economical  development  of  the  power.  The  grand 
reservoirs  situated  just  above  furnish  a  great  supply  of  water  close 
at  hand.  The  powers  are  near  tide  water  and  have  ready  access 
to  the  sea.  Freshets  are  unknown,  the  great  lakes  equalizing  the 
flow  of  water ;  no  damage  of  any  sort  has  been  caused  by  flood  for 
60  years. 

Upon  reference  to  page  132,  Part  II,  it  will  be  seen  that  22 
square  miles  of  lakes  and  ponds,  not  including  the  smaller,  are 
tributary  to  this  power,  nearly  all  of  which  are  already  flowed  for 
log-driving  purposes.  A  storage  of  six  feet  upon  20  square  miles 
would  yield,  for  10  hours  per  day,  312  days  a  year,  upon  the^fall 
from  Hadley  lake  to  the  tide,  a  gross  power  of  1,600  horse,  or 
64,000  spindles.  To  this  should  be  added  the  natural  flow  of  the 
river  to  arrive  at  its  constant  manufacturing  power.  But  in  fact 
the  storage  could  be  used  in  six  months  or  less,  the  natural  flow 
of  the  river  sufficing  all  demands  for  the  rest  of  the  year. 

Fifth  and  Sixth,  at  the  outlet  of  Gardiner's  lake  on  Chace's 
stream,  which  enters  the  main  river  above  the  Upper  falls.  Stream 
is  three-fourths  of  a  mile  long,  and  its  descent  in  that  distance  to 
the  main  river  is  30  feet ;  two  single  saws,  two  lath  mills,  one 
shingle  mill.  At  the  point  of  confluence  the  main  river  is  30  feet 
above  tide ;  Gardiner's  lake,  therefore,  is  60  feet  above  sea  level. 
Upon  this  stream  are  two  single  saws,  two  lath  mills,  and  one 
shingle  mill. 

Gardiner's  lake  covers  8.50  square  miles.  If  stored  to  the  depth 
of  six  feet,  it  would  yield  for  the  working  hours  of  the  year  upon 
the  whole  fall  to  the  tide,  a  gross  power  of  840  horse  or  33,600 
spindles.  This  is  the  storage  alone.  Remarks  as  to  availability 
of  the  privileges  upon  the  main  river  apply  here  also. 

Not  over  one-fourth  of  the  whole  power  upon  these  various 
privileges  is  now  employed  in  saw  and  grist  mills.  The  dams  are 
not  tight ;  there  is  no  economy  in  the  use  of  water ;  the  machinery 
though  good,  is  not  the  best  for  economizing  power. 
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Mills  operate  from  the  15th  of  March  to  the  16th  of  December; 
might  work  all  the  year  bat  for  the  difficulty  of  getting  stock  to 
the  mills  after  the  ponds  are  frozen. 

The  water  of  both  the  main  river  and  Chace'e  stream  being 
purified  by  subsidence  in  the  lakes  above,  is  admirably  adapted 
for  paper-making  and  for  chemical  and  bleaching  purposes. 

Granite  is  abundant  on  Hadley  lake.  Lumber  and  other  build- 
ing material  are  of  course  abundant  and  cheap. 

Parties  proposing  the  development  of  this  power  will  meet  with 
substantial  aid  and  cooperation.  The  privileges  are  all  owned  in 
the  vicinity. 

Market,  all  points  reached  by  sea  where  lumber  is  wanted. 

The  view  given  in  connection  with  this  statement  is  that  of  the 
"  Lower  Falls,"  with  a  mere  glimpse  of  the  "  Upper  Falls  "  under 
the  bridge. 

BaSTOK — ABOO8T0OK  COUNTY. 

From  a  Statement,  and  a  Plan  of  the  Streams,  Furnished  by 

•  Albert  Whttcomb  and  David  B.  Marston,  Esqs. 

Four  Powers. 

First,  "Wartman's  Saw  and  Shingle  Mills." 

Second,  "Marston's  Mills,"  on  the  Presque  Isle  river  of  the  St 
John,  dam  10  feet,  could  be  25 ;  saw,  shingle  and  lath  mill,  loca- 
ted on  a  good  road,  or  at  the  crossing  of  two  roads.  Saw  mill  and 
shingle  mill  can  operate  all  the  year. 

Third,  half  a  mile  above,  on  a  good  road ;  dam  could  be  14  feet 
high. 

All  the  machinery  is  of  inferior  quality ;  small  ponds ;  basin  is 
heavily  wooded. 

Fourth,  below  Marston's  mill ;  not  occupied. 

Eastport — Washington  County. 
From  the  Selectmen's  Returns,  and  a  Plan  of  the  Town. 
Three  Powers. 

First,  "  Big  Gove,"  contains  100  acres,  bare  at  low  tide,  depth 
at  mouth  20  feet,  would  require  a  long  dam. 

"  Price's  Oove,"  would  require  dam  250  feet  long,  would  be  but- 
tressed by  rock  at  each  end.    Dam  could  be  built  easily. 

"  Shackford's  Oove,"  would  require  dam  200  feet  long,  rock  at 
both  ends.    Dam  could  be  built  easily.    Mean  rise  and  fall  of  the 
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tide  18  feet ;  powers  could  operate  16  hours  out  of  the  24.    None 
of  the  privileges  are  in  use. 

Eaton-Grant  Plantation — Aroostook  County. 

From  the  Assessors'  Statement. 
Four  Powers. 

First,  "one  of  the  best  unoccupied  water-powers  in  the  county/' 
on  the  Little  Madawaska  stream,  which  is  200  feet  in  width  and 
40  miles  in  length.  Its  last  two  miles  of  length  are  in  this  planta- 
tion, and  in  each  mile  it  falls  40  feet. 

The  power  is  of  unusual  excellence.  The  stream  is  compara- 
tively constant  in  its  supply,  and  the  facilities  for  improvement 
are  first-rate.  Mills  are  needed  in  this  region.  Good  soil,  vast 
amount  of  lumber. 

Second,  Third  and  Fourth,  smaller  powers. 

Edddtgton — Penobscot  County. 

From  Selectmen's  Returns. 
Pour  Powers. 

On  the  Davis  stream,  total  fall  45  feet  in  three-fourths  of  a  mile. 

The  power  is  sufficient  to  saw  2,500,000  long  lumber  and  5,000,- 
000  shingles.  On  the  first  dam,  saw,  shingle  and  clapboard  mills. 
On  the  second  dam,  shingle,  three  grist,  and  carding  machines. 
Mills  operate  all  the  year  except  in  severe  drouths.  Stream  con- 
nected with  two  ponds  of  about  1000  acres.  Rock  abundant. 
Basin  one-fourth  covered  with  woods. 

Market,  Bangor,  six  miles,  by  road ;  and  by  water  for  long 
lumber. 

Eden — Hancock  County. 
Pour  Powers, 

First,  "  Hadley's  Mills,"  in  the  west  part  of  the  town ;  stream 
fed  by  a  pond. 

Second,  above,  "Higgin's  Saw  Mill." 

Third  and  Fourth,  on  Eagle-pond  stream,  two  saw  mills ;  stream 
fed  by  three  or  four  small  ponds. 

Edoecomb — Lincoln  County. 

From  Selectmen's  Returns. 
Four  Powers. 

First,  on  branch  of  Sheepscot  river,  a  mile  from  Wiscasset  vil- 
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lage ;  tide  grist  mill,  80  bushels  per  day ;  pond  of  five  acres;  fell 
eight  feet.    Kendall  wheel. 

Second,  on  a  pond  in  centre  of  the  town ;  grist  and  shingle  mill, 
fall  18  feet,  300  bushels  of  grain  per  day;  will  work  without 
cessation ;  pond  about  200  acres.  Blake  wheel.  Power  only  part 
used. 

Third,  below,  a  grist  mill ;  fall  15  feet,  60  bushels  per  day. 
Works  about  six  months ;  pond  about  20  acres.    Tub  wheel. 

Fourth,  on  branch  of  Sheepscot  river,  four  miles  from  Wiscasset, 
formerly  saw,  grist,  clothing  and  carding  mills,  now  in  ruins;  fell 
15  feet.  A  reservoir  might  be  formed,  of  500  acres,  and  receive 
all  the  water  from  Second  and  Third  mills.  If  said  water-power 
were  improved,  it  would  be  one  of  the  most  valuable  in  Lincoln 
county. 

Edinburg — Penobscot  County. 
Statement  of  8.  E.  Batchelor  and  Isaac  Foster,  Esq*. 

[See  also  "  Edinburg  and  Paflndumkemg."] 
Six  Powers. 

"  Labalister  Rips,"  near  the  south  line  of  the  town  on  Hemlock 
stream,  10  feet  fall ;  not  improved. 

"Little  Falls,"  above,  15  feet,  no  improvement. 

"  Long  Rips,"  above,  12  feet,  no  improvement. 

"Slate  Falls,"  above,  11  feet,  no  improvement,  dead  water 
above,  which  may  be  made  a  large  reservoir. 

Also  two  powers  on  Pollard  brook.    Not  used. 

Edinburg  and  Passadumkeag — Penobscot  County. 

From  (he  Statement  of  S.  E.  Batchelor,  Esq. 
One  Power. 

"  Passadumkeag  Rapids,"  on  Penobscot  river.  The  fall  is  seven 
feet  in rods. 

The  bottom  of  the  river  is  solid  ledge,  well  adapted  to  the  loca- 
tion of  a  dam.    Length  of  dam  required,  about  200  feet. 

The  west  bank  in  Edinburgh  is  about  15  feet,  and  the  east  bank 
about  four  feet  above  the  river  at  a  high  stage ;  the  east  bank  L* 
ledge.    The  land  lies  level.     Canals  can  be  constructed  with  ease. 

The  privilege  is  owned  by  Isaac  Foster  of  Argyle.  It  is  regard- 
ed an  excellent  location  for  mills  of  any  description ;  especially  for 
a  tannery,  as  vast  quantities  for  tanning  material  are  readily  pro- 
curable in  the  vicinity. 
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Edmunds — Washington  County. 

From  the  Beturna  of  Peter  E.  Vose  and  T.  W.  Alton,  Esqs.,  of 

Dennysville,  and  of  (he  Selectmen  of  Edmunds. 

[8ee  alio  "  Dennyirille  and  Edmunds."] 

Nine  Powers. 

First,  on  Cathance  stream,  the  "  Mill  Seat,"  one  mile  from  the 
mills  at  Dennysville ;  ten  feet  head ;  not  improved.  Hock  bottom 
and  sides  to  the  stream  ;  good  chance  to  locate  mills. 

Second,  Third,  Fourth  and  Fifth,  "  The  Flume,"  within  three 
miles  of  the  Mill  Seat,  fall  averaging  from  six  to  15  feet  each.  No 
improvements ;  good  chance  to  improve. 

Sixth,  "Great  Works,"  four  miles  from  Dennysville  by  the  river; 
a  gang  saw  mill,  recently  erected,  owned  by  Hobart,  Vose  and 
others.  The  head  and  fall  here  are  about  11  feet,  and  the  pond  has 
an  area  of  at  least  1000  acres.  This  mill,  taking  into  considera- 
tion the  amount  of  water,  head  and  speed,  ought  to  cut  2,500,000 
to  3,000,000  feet  of  long  lumber  per  sawing  year.  There  is  also 
a  lath  and  shingle  machine  connected  with  the  same.  This  is  a 
good  power, —  is  owned  in  Dennysville.  The  lumber  is  hauled  to 
and  shipped  from  Dennysville,  vessels  of  100  tons  taking  it  at  the 
wharves. 

The  Cathance  lake  is  the  reservoir,  six  or  seven  square  miles  in 
extent,  the  outlet  dam  having  six  feet  head. 

Fourth,  a  saw  mill  and  a  lath  machine,  in  the  same  building,  on 
Bell's  Meadow  brook. 

Fifth,  on  Burnt  Gove  stream,  unimproved ;  a  privilege  of  some 
capacity  for  a  part  of  the  year. 

Sixth  and  Seventh,  on  Little-Falls  stream ;  both  good  privileges. 
One,  the  "  Rock,"  one  mile  from  tide  water  at  Cobscook  bay,  with 
a  dam  of  about  40  feet  in  length  and  eight  feet  in  height,  would 
carry  a  number  of  machines  for  manufacturing  purposes.  The 
other  privilege,  the  "Falls,"  is  of  about  the  same  capacity  as  the 
"Rock." 

Eighth,  at  the  mouth  of  Little-Falls  stream,  an  excellent  tide 
privilege,  pond  covers  80  acres,  can  saw  14  hours  per  day ;  will 
cut  500,000  of  lumber  yearly  with  single  saw. 

Ninth  and  Tenth,  of  somewhat  less  capacity,  but  if  located  in 
some  parts  would  be  improved  to  profit. 
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Elliot — York  Countt. 

Statement  of  the  Selectmen. 

There  is  no  water-power  in  the  town  of  Elliot,  large  or  small. 

Eluotsville — Piscataquis  County. 
Several  Powers. 

One  only  improved,  on  Wilson  stream,  a  saw  mill. 

Stream  fed  by  Wilson  pond,  covering  three  square  miles,  and  by 
four  or  five  smaller  ponds,  which  sum  two  or  three  square  miles. 

Ellsworth — Hancock  County. 

From  the  Statement  of  Hon.  Eugene  Hale,  and  from  the  Returns 
of  the  Board  of  Selectmen. 
Thirty-Nine  Powers. 

First  to  Fifth,  inclusive,  on  Card's  stream,  upon  which  there  have 
been  two  saw,  one  shingle,  one  grist,  and  a  carding  mill.  Not  in 
operation  for  several  years. 

Sixth  to  Tenth,  inclusive,  on  Beach-Hill-pond  stream ;  one  only 
improved  ;  a  dam  and  shingle  mill. 

Eleventh  to  Sixteenth,  inclusive,  on  Reed's-pond  stream ;  two 
dams  and  mills ;  the  others  unoccupied.  Height  of  the  fall,  sixty 
feet  in  half  a  mile. 

Seventeenth  to  Twenty-Eighth, inclusive,  on  Branch-pond  stream; 
fall  90  feet  in  three  miles. 

Twenty-Ninth  to  Thirty-Ninth,  inclusive,  "Ellsworth  Falls," 
the  principal  power  in  town,  situated  on  the  Union  river,  at  Ells- 
worth village  and  above,  the  total  fall  being  85  feet  in  about  two 
miles,  or  "  one  hundred  feet  in  two  and  a  quarter  miles."  Above 
this  point  the  river  is  level  for  a  long  distance,  the  upper  dam  flow- 
ing the  current  back  about  ten  miles  and  slackening  it  12  or  15 
miles. 

For  a  statement  of  the  Reservoirs  tributary  to  this  series  of 
powers,  see  pages  137-138,  Part  II,  of  this  Report.  The  enormous 
storage  now  held  upon  the  ponds  is  used  almost  exclusively  for 
log-driving  purposes. 

Freshets  have  caused  but  trifling  damage  upon  this  river,  and 
none  for  the  past  25  years  worth  mentioning.  The  range  from  low 
to  high  water  may  be  perhaps  six  feet,  where  the  river  is  narrow. 
The  water  now  being  employed  wastefully  sometimes  runs  low  in 
severe  drouths. 


LX  J  V  KI.'S  FT  V    <>!•' 

CALIFORNIA. 


Div.  H.]  THE  WATER  POWERS.  271 

The  mills  work  about  seven  months  in  the  year ;  lie  still  in  the 
winter  and  early  spring.  They  might  be  worked  all  the  year,  so 
far  as  regards  supply  of  water. 

The  machinery  has  not  been  applied  with  any  view  to  economiz- 
ing power;  the  wheels,  etc.,  are  quite  ordinary. 

Rocks  in  the  vicinity,  talcose  slate,  suitable  for  building.  Lay 
of  the  land  about  the  falls  for  almost  the  entire  two  and  a  quarter 
miles  on  the  main  river  is  favorable  for  the  location  of  mills,  work- 
shops, boarding-houses,  etc.  Excellent  opportunities  offer  for 
canalling  and  dividing  the  waters  of  the  river.  At  one  point, 
rather  more  than  a  mile  from  tide  waters,  a  canal  can  be  run  for 
over  half  a  mile,  with  a  fall  of  32  feet,  and  in  no  way  interfering 
with  the  privileges  above. 

The  power  is  employed  almost  exclusively  in  the  manufacture  of 
lumber.  The  mills  have  been  running  50  years;  have  largely 
increased  in  numbers  in  the  last  20  years,  during  which  time  the 
population  of  the  town  has  increased  from  2,000  to  5,000,  and  its 
valuation  in  corresponding  ratio. 

Average  annual  production,  35,000,000  feet  of  long  lumber, 
200,000  sugar-box  shooks,  2,000,000  laths,  5,000,000  shingles, 
200,000  clapboards,  and  a  large  quantity  of  smaller  stuff.  Value 
of  annual  production  estimated  from  $700,000  to  $950,000. 

Accessibility — The  falls  are  situated  upon  tide  waters  and  can  be 

approached  by  vessels  drawing feet  of  water.    The  river 

below  the  fall  is  frozen  about  four  months  of  the  year. 

Market,  New  York,  Boston,  Portland,  and  Cuba ;  all  reached  by 
sea. 

Embden — Somerset  County. 

[See  Also  "  Embden  and  Solon."] 

From  Returns  of  Selectmen,  and  of  William  Atkinson,  Esq. 
Five  Powers,  or  More. 

First,  12  rods  below  the  outlet  of  Embden  pond,  two  saws, 
shingle  and  treshing  machine,  and  turning  lathe.  The  fall  from 
the  outlet  to  the  mill  is  13  feet.  The  dam  at  the  mills  raises  no 
head  on  the  pond. 

Second,  80  rods  below,  saw  and  grist  mill  and  other  machinery. 
Lay  of  the  land  excellent  upon  both  privileges.  Freshets  have  no 
effect.     Very  small  part  of  the  power  used. 

The  Embden  pond  covers  2.50  square  miles,  is  fed  by  a  large 
extent  of  tributary  country,  and  by  several  ponds.  It  can  be 
made  a  reservoir  of  very  great  capacity  when  needed.    The  water 
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from  it  is  warm  in  winter,  so  that  there  is  no  trouble  from  ice ;  it 
never  freezes  at  the  outlet  nor  in  fact  for  miles  below  it. 

Third,  abundant  and  quite  valuable  power,  upon  the  Seven-Mile 
brook. 

Fourth,  Fifth,  etc.;  sufficient  to  drive  a  considerable  amount  of 
small  machinery  nearly  all  the  year. 

"  We  have  all  the  natural  advantages  here  for  a  great  manufac- 
turing community,  climate,  soil,  labor,  agricultural  productions, 
and  water-power."    . 

The  Somerset  Railroad  is  now  building  to  this  point. 

Embden  and  Solon — Somerset  County. 

From  the  Returns  of  Joseph  P.  BusweU,  mittioright,  of  Solon, 

Endorsed  by  the  Selectmen. 

[See  also  "  Embden,"  and  "Solon."] 

One  Power. 

The  "  Carratunk  Falls,"  on  the  Kennebec  river,  one  mile  distant 
from  the  bridge  across  Fall  brook  in  Solon  village.  Fall  20  feet 
perpendicular,  at  the  head  of  which  a  dam  ten  feet  high  can  be 
made,  giving  about  30  feet  head  and  fall,  or  equal  to  the  head  and 
fall  at  Lowell. 

The  volume  of  water  at  this  point,  estimated  as  43  per  cent,  less 
than  at  Augusta,  would  yield  for  the  extreme  low  summer  run  in  a 
very  dry  season,  96,900  cubic  feet  per  minute  for  11  hours  a  day, 
giving  on  a  30-foot  fall  a  gross  power  of  about  5,500  horse,  or  220,- 
000  spindles. 

The  volume  of  water  can  be  more  than  trebled  by  the  use  of  the 
reservoirs  above  for  storage.  See  reservoirs  of  the  Dead,  Moose, 
and  upper  Kennebec  rivers,  pages  95-97  ;  also  page  98,  Part  II. 

The  facilities  for  canalling  by  the  falls  and  along  the  river  bank 
a  distance  of  three-quarters  of  a  mile,  are  very  good.  Nature  ap- 
parently has  done  the  grading  completely ;  no  engineer  could  form 
the  ground  better.  The  panel  of  land,  160  acres  or  more,  within 
the  bounds  of  the  county  road  on  the  east,  the  Falls  road  on  the 
north,  the  river  on  the  west,  and  Fall  brook  on  the  south,  about  one 
mile  north  and  south  by  one-fourth  mile  in  breadth,  is  equally  well 
graded  for  the  erection  of  buildings  sufficient  to  accommodate  the 
population  necessary  to  work  all  the  mills  that  the  whole  power  of 
the  Kennebec  may  drive.  If  more  room  is  wanted,  a  level  plain 
extends  about  two  miles  north  and  south  by  half  a  mile  wide,  east 
of  the  county  road,  affording  ample  space  for  a  good-sized  city. 
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The  northerly  two-thirds  of  the  160  acres,  lying  between  the 
county  road  and  the  river,  is  owned  by  three  or  four  individuals, 
who  reside  on  the  road  and  whose  lots  extend  west  to  the  river. 
The  westerly  half  of  this  plain  along  the  river's  bank  is  covered 
with  young  wood  and  no  doubt  may  be  purchased  at  a  fair  value. 

Coolidge  and  Bodwell  own  some  half  a  dozen  acres  abreast  of 
the  falls,  including  the  wateivpower.  B.  P.  Rowell  of  South  Solon, 
owns  the  power  on  the  west  side  of  the  river,  in  the  town  of 
Embden. 

There  is  plenty  of  stone  suitable  for  mortar  walls,  and  an  excel- 
lent granite  quarry  on  the  river  bank  fifteen  miles  above,  with  good 
facilities  for  boating  down  the  river.  Brick  clay  and  sand  are 
abundant  in  almost  every  direction  within  a  mile  or  a  mile  and  a 
half  of  the  falls. 

The  terminus  of  the  Somerset  railroad,  now  constructing,  will 
be  in  the  immediate  vicinity  of  the  falls. 

Enfield— Penobscot  County. 
From  Selectmen's  Statement. 

[See  also  "  Enfield  and  Howland."] 

Pour  Powers. 

On  the  outlet  of  Cold-Stream  pond ;  which  has  an  area  of  about 
six  square  miles.  The  entire  series  of  privileges  is  called  "  Treat's 
Mills/'  The  height  of  the  falls  is  about  50  feet  in  80  rods.  There 
have  been  four  dams  upon  the  falls  within  the  distance  above 
named.  There  are  now,  saw  mills,  shingle  and  grist  mill  upon  the 
privilege.  Machinery  inferior;  old  style  "ladle-board"  wheel. 
Capacity  of  the  pond .  can  be  increased  by  the  erection  of  dams. 
Freshets  have  no  effect. 

Rocks,  granite  in  part,  good  for  building.  Lay  of  the  land  ex- 
cellent. One-half  the  basin  of  the  stream  covered  with  forests ; 
lumber  was  formerly  manufactured  here ;  less  now. 

Market,  Bangor,  by  railroad  and  river. 

Enfield  and  Howland — Penobscot  County. 

From  the  Statement  of  the  Boards  of  Selectmen. 

£8oe  alio  "  Enfield,"  and  "  Howland  " 

One  Power. 

"  FiBcataquie  Falls,"  cm  Penobscot  river.    Height  of  fall,  21  feet 
eight  inches.    The  river  is  about  900  feet  wide.    Dams  can  be 
firmly  established.    Banks  are  about  25  feet  above  the  river,  so 
18 
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that  its  surface  can  be  raised  as  required.  A  lock  is  built  upon 
one  end  of  the  fall,  to  pass  steamboats  and  river  craft.  A  long 
tract  of  dead  water,  above,  would  serve  for  a  feeder.  The  power 
is  that  due  to  the  entire  volume  of  the  Penobscot  river  at  this 
point,  which  on  a  fall  of  20  feet,  is  some  thousands  of  horse- 
powers. 

The  European  &  North  American  Railway  is  now  constructing 
by  the  side  of  this  privilege. 

No  part  of  the  power  is  improved. 

Etna — Penobscot  County. 
Two  Powers, 

First,  a  shingle  mill  on  Kinsley  stream, 

Second,  a  saw  mill  on  Kinsley  stream,  in  the  east  part  of  the 
town. 

Both  intermittent,  operating  only  at  time  of  high  water. 

Eustis  Plantation — Franklin  County. 
Statement  of  J.  M.  Haynes,  Esq.,  of  Augusta. 
Six  Powers. 

First,  on  Dead  river,  "Eustis  Falls,"  six  miles  above  Flagstaff, 
one-half  mile  below  the  confluence  of  the  North  and  South 
branches,  fall  12  to  20  feet. 

Second,  on  South  branch  or  Saddleback  river,  "Buttermilk 
Falls/'  10  feet,  good  site ;  large  flowage. 

Third,  "Bloomfield  Rapids,"  above,  50  feet  in  100  rods,  good 
site. 

Fourth,  "  Sawyer  Falls,"  above,  25  feet  in  20  rods ;  good  site, 
large  flowage. 

Fifth,  on  the  North  branch,  "  Eustis-River  Falls,"  12  feet,  excel- 
lent site ;  dam,  saw  and  grist  mill. 

Sixth,  on  Stratton  brook,  "  Stevens'  Mill,"  saw  and  shingle. 

Exeter — Penobscot  County. 

From  Selectmen9 s  Returns. 
Ten  Powers. 

First,  on  Kenduskeag  stream,  shingle  and  grist  mill,  fall  10  feet, 
capacity,  500,000  shingles  per  year ;  grist  mill  runs  eight  months. 

Second,  on  the  same,  saw  mill,  Ml  12  feet,  capacity  500,000  of 
lumber  a  year,  could  do  more. 
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« 
Third,  on  the  same,  saw  and  shingle  mill.     Saw  mill  capacity, 

600,000  per  year ;  shingle  machine,  300,000 ;  fall  11  feet,  could  do 
more. 

Fourth,  a  shingle  mill  on  the  same,  fall  10  feet;  capacity 
300,000  per  year. 

Fifth,  on  the  same,  saw  and  shingle  machine,  and  two  runs  of 
stones;  fall,  12  feet;  saw  mill  capacity,  300,000;  shingle  mill 
about  300,000. 

Sixth,  on  the  same,  shingle  mill,  a  nine-foot  fall. 

Seventh,  on  the  same,  grist  mill,  machine  shop,  carriage  shop 
and  tan  yard ;  fall  11  feet. 

Eighth,  on  the  same,  not  now  in  use,  formerly  a  shingle  mill ; 
fell  12  feet ;  of  one-fourth  greater  capacity  than  either  the  other 
privileges. 

Ninth,  shingle  and  grist  mill  upon  the  "Andrew's  Brook ;"  fall 
nine  feet ;  can  cut  200,000  shingles,  can  grind  about  four  months. 

Tenth,  on  the  "Atkins'  Brook,"  capacity  as  No.  9. 

Fairfield — Somerset  County. 

From  Selectmen1 8  Returns. 
Five  Powers, 

First,  at  "  Kendall's  Mills,"  a  dam  across  the  Kennebec  river 
gives  a  fall  of  22  feet  in  three-fourths  of  a  mile ;  works  all  the 
year ;  is  owned  by  the  Kendall's  Mills  Water-Power  Company,  C. 
H.  Foss,  Secretary.  The  value  of  yearly  products  is  estimated  at 
$250,000.  The  principal  market  is  Portland,  Boston  and  New 
York. 

Second,  at  "  Somerset  Mills,"  a  dam  across  the  Kennebec  river 
produces  a  fall  of  12  feet ;  on  this  dam  are  located  seven  saw  mills 
and  other  machinery;  works  all  the  year;  is  owned  by  Silas 
Bates  and  E.  &  E.  J.  &  G.  W.  Lawrence.  Estimated  value  of 
yearly  products  is  $75,000. 

The  extreme  low  run  in  a  drouth,  assumed  as  31  per  cent,  less 
than  at  Augusta,  or  117,300  cubic  feet  per  minute  for  11  hours  a 
day,  would  yield,  for  the  hours  specified,  on  the  total  fall  of  34 
feet,  a  gross  power  of  7,540  horse,  or  301,000  spindles. 

Not  over  half  of  the  power  at  Kendall's  Mills,  and  not  over 
one-fourth  at  Somerset  Mills,  is  now  used.  The  power  is  suscep- 
tible of  very  great  increase  by  the  use  of  reservoirs  above.  See 
storage  basins  of  the  Sandy,  Carrabasset,  Dead,  Moose,  and  upper 
Kennebec  rivers,  pages  94-97  ;  also  page  98. 
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Third,  on  Martin  stream,  about  100  rods  from  the  Kennebec 
river  and  Somerset  Railroad ;  fall  15  feet  in  about  10  rods ;  suffi- 
cient power  to  carry  four  saw  mills  the  most  of  the  year ;  unim- 
proved. 

Fourth,  on  the  same  stream  at  Blacknell's  Mills,  so  called,  North 
Fairfield,  a  saw  mill,  grist  mill,  and  other  machinery ;  works  nearly 
all  the  year ;  located  on  the  centre  road  leading  to  Skowhegan. 

Fifth,  about  four  miles  up  the  stream  from  this  point,  located  on 
the  road  leading  to  Norridgewock ;  fall  about  12  feet  in  ten  rods ; 
of  sufficient  power  to  carry  four  saw  mills  the  greater  part  of  the 
year ;  saw  mill,  a  tannery  and  other  machinery.  The  power  might 
be  very  much  increased  by  removing  obstructions  at  the  head  of 
the  stream.  The  principal  timber  in  the  vicinity  is  hardwood, 
hemlock  and  cedar.  A  very  good  granite  quarry  -within  a  mile  of 
the  stream.  The  water  powers  are  located  in  the  best  farming  sec- 
tion of  the  town,  the  soil  being  a  clay  loam. 

Falmouth — Cumberland  County. 

From  Materials  Furnished  by  Hon.  F.  0.  J.  Smith,  and  by  the 

Selectmen. 

[See  also  "  Falmouth  and  Westbrook."] 

Four  Powers. 

First,  "  Presumpscot  Falls,"  on  the  Presumpscot  river,  two  and 
a  quarter  miles  by  the  course  of  the  river  from  Casco  bay,  being 
the  lowest  water-power  upon  the  river.  This  privilege  is  owned 
by  a  corporation  known  as  the  Presumpscot  Land  and  Water- 
Power  Company.  The  corporation  propose  erecting  a  dam  at  the 
falls,  900  feet  in  length  and  22  feet  above  mean  low  tide,  and  con- 
ducting the  water  from  the  pond  thus  formed,  by  canal,  to  a  point 
in  the  "lower  harbor"  of  Portland,  where  eleven  feet  of  water  are 
found  at  mean  low  tide.  The  flats  from  the  adjacent  shore  out  to 
this  point  will  be  filled  in,  and  extensive  accommodations  for  mills 
and  factories  be  thus  formed,  where  ships  can  discharge  into  and 
receive  cargo  directly  from  the  buildings. 

The  power  at  Cumberland  mills  a  few  miles  above,  is  2,013  horse 
power  gross  on  20  feet  of  fall.  The  power  of  "  Falmouth  Falls" 
will  not  probably  be  found  to  exceed  2,400  horse-power  at  a  low 
stage  of  river  and  at  low  tide.  This  at  least  in  the  present  condi- 
tion of  the  reservoirs. 

The  increase  of  power  that  can  be  commanded  at  this  point  by 
the  use  of  the  storage  basins,  may  be  seen  upon  reference  to  pages 
148-44,  Part  II,  of  this  Report. 
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The  canal  is  already  considerably  advanced  toward  completion, 
being  100  feet  wide  at  its  base  and  narrowest  points,  and  130  broad 
at  its  surface,  and  ten  feet  deep  in  the  shallowest  parts. 

A  hydraulic  dock  is  contemplated,  into  which  vessels  with  or 
without  cargoes  can  be  lifted  by  means  of  a*lock  350  by  60  feet, 
and  the  dock  being  discharged  at  low  tide,  if  so  required,  the  ves- 
sels be  left  high  and  dry  upon  a  cradle  or  outspread  bed  timbers. 
The  dock  will  contain  25  acres*  Other  basins  and  reservoirs  above 
this  will  be  formed  by  the  canal  embankment,  with  an  aggregate 
area  of  50  acres. 

The  Grand  Trunk  railway  runs  by  the  side  of  this  property.  The 
main  improvements  will  be  within  about  a  mile  of  the  Victoria 
wharves  in  Portland  harbor. 

The  wateivpower  being  that  resulting  from  the  volume  of  the 
whole  Presumpscot  river,  will  be  to  a  remarkable  extent  character- 
ized by  equability,  by  exemption  from  both  freshets  and  low  water. 

Material  for  the  best  of  bricks  is  afforded  by  the  entire  body  of 
soil  in  the  vicinity ;  granite  (gneiss)  is  abundant  and  accessible, 
and  building  materials  of  all  sorts  can  be  dropped  from  the  rail- 
way upon  the  premises  of  the  corporation. 

The  corporation  intend  to  build  only  a  saw  mill  and  several  ice- 
houses, and  for  the  present  to  supply  privileges  by  sale  or  rent, 
and  to  leave  to  individual  capitalists  and  corporations  the  work  of 
erecting  the  required  superstructures. 

The  above  statement  is  condensed  from  the  printed  report  of  the 
company,  which  may  be  had  upon  application  to  the  Hon.  Francis 
O.  J.  Smith  of  Portland,  a  member  of  the  corporation.  The  report 
sets  forth  the  singular  advantages  of  the  privilege  with  great  per- 
spicuity and  force. 

This  corporation,  or  rather  the  member  referred  to,  holds  a  char- 
ter, granted  March  15,  1836,  by  the  Legislature  of  Maine,  author- 
izing the  construction  of  a  canal  from  the  Androscoggin  river  at 
Bethel  to  Songo  pond,  the  head  waters  of  the  Presumpscot  river, 
which  canal  should  command  the  delivery  of  the  Pleasant  river,  a 
branch  of  the  Androscoggin,  for  its  feeding.  The  charter  further 
authorizes  the  building  of  a  dam  across  the  Androscoggin  at  any 
point  in  Bethel,  which  shall  not  raise  the  surface  thereof  at  any 
point  over  four  feet,  and  which  shall;  not  direct  the  water  of  the 
river  (Androscoggin)  into  the  canal  aforesaid.  The  construction 
of  the  canal  would  therefore  not  affect  the  manufacturing  capacity 
of  either  the  Androscoggin  or  the  Presumpscot,  except  to  the 
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amount  of  substracting  the  delivery  of  the  Pleasant  river  from  the 
one  and  adding  it  to  the  other.  This  would  be  the  case  at  least 
except  perhaps  in  times  of  great  freshets  upon  the  Androscoggin. 
The  canal  would  be  from  four  to  five  miles  long,  and  could  be 
"  constructed  with  insignificant  cost." 

Second,  the  "Lower  Falls."  on  the  Piscataqua  river;  a  good 
dam,  a  grist  mill,  and  spoke-and-hub  manufactory ;  fall  15  feet  in 
60.  Machinery  operates  all  the  year.  Centre-vent  wheel.  The 
stream  is  connected  with  Goose  pond.  Freshets  quite  heavy,  no 
damage  to  the  mills.  The  lay  of  the  land  for  mills,  Ac,  is  good. 
Yearly  products  of  the  spoke-and-hub  manufactory,  about  $4,000. 

Third,* "  Piscataqua  Upper  Falls/'  one-fourth  of  a  mile  above, 
fall  14  feet ;  saw  mill  cuts  250,000  lumber  per  year,  with  water 
enough  to  saw  double  the  amount,  and  half  the  year  water  enough 
to  run  double  the  present  machinery.     Wheel,  spiral-vent. 

Fourth,  an  excellent  tide  power,  dam  280  feet,  about  seven 
feet  heady  a  first-class  grist  mill,  can  run  15  hours  in  24,  grind 
400  bushels  in  the  time  with  one  run  of  stones.  The  mill  has 
made  60  bushels  of  meal  in  an  hour.  Pond  about  six  acres 
terminating  in  a  creek  into  which  the  tide  flows  about  one  and  a 
half  miles,  and  which  receives  the  drainage  of  more  than  1,000 
acres  by  numerous  brooks.  Vessels  drawing  eight  and  one-half 
feet  can  go  to  the  mill. 


Falmouth  and  Wbstbrook — Cumberland  County. 

[See  also  "Falmouth,"  and  " Wertbrook.*] 

One  Power. 

It  has  been  contemplated  to  build  the  Martin's-point  bridge 
solid,  and  by  the  means  to  convert  the  pond  above  into  a  reservoir 
for  a  tide  power.  The  area  of  the  cove  above  the  bridge  is  about 
768  acres,  estimated  from  the  county  map.  The  mean  rise  and  fall 
of  the  tide  is  about  nine  feet.  An  important  part  of  the  con- 
struction material  required  is  on  the  spot  in  the  abutments  of  the 
bridge.  The  lay  of  the  land  is  such  on  the  left  bank  as  will 
admit  of  the  location  of  any  number  of  mills  under  the  most  favor- 
able conditions.  The  parties  interested  propose  to  build  the  dam, 
the  county  furnishing  toward  it  only  the  cost  of  a  common  pile 
bridge,  and  to  keep  it  in  good  repair  for  a  roadway  (constructed 
on  the  dam)  free  of  all  expense  to  the  county  for  a  period  of  99 
years. 
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Objections  to  the  plan,  based  upon  the  presumed  injury  to  Port- 
land harbor,  are  Believed  to  be  of  no  considerable  weight.  The 
Presumpscot  being  derived  from  a  lake,  whose  waters  are  purified 
by  subsidence,  yields  but  very  little  silt  at  the  utmost,  and  the 
great  part  of  this  would  settle  in  the  reservoir  above  the  dam.  A 
dredging  machine  would  remove  in  a  few  days  all  such  accumula- 
tions as  would  make  below  the  dam  in  a  long  period  of  years. 

The  power  being  close  upon  the  Grand  Trunk  Railway,  and 
upon  navigable  water,  would  be,  it  is  believed,  of  unusual  value 
for  milling  purposes,  and  other  adapted  uses. 

Farmingdale — Kennebec  Oountt. 
Statement  of  Selectmen. 
There  is  no  water-power  in  this  town. 

Farminoton — Franklin  County. 

From  Selectmen?*  Returns. 
[See  aim  "  Cherterville  and  Farmington."] 

Three  Powers,  etc. 

First,  on  the  Temple  stream,  saw  and  grist  mill ;  the  former  runs 
fall  and  spring,  and  the  latter  all  the  year. 

Second,  three  miles  above,  saw  mill. 

Third,  on  the  Fairbanks  mill  stream,  grist  and  saw  mills. 
Operate  part  of  the  year. 

Abundant  and  excellent  rock,  for  building  purposes,  and  an  im- 
mense quarry  of  granite  in  the  immediate  vicinity  of  Farmington 
Falls. 

Other  small  powers  of  no  present  importance. 

Fayette — Kennebec  County. 

From  Selectmen* 8  Returns. 
Five  Powers, 

First,  "  Fayette  Mills/'  owned  by  R.  B.  Dunn,  14  feet  fall  in  a 
run  of  12  feet ;  is  about  half  improved  by  scythe-shops,  running 
ten  trip  hammers,  with  required  machinery  to  finish  scythes.  Mills 
work  all  the  year ;  the  machinery  is  not  of  the  best  construction 
for  economizing  power.  The  stream  is  connected  with  and  fed  by 
nine  large  ponds.  See  second  Table,  page  84.  The  rocks  about 
the  fall  are  of  a  slaty  character  and  are  good  for  building  purposes. 
The  lay  of  the  land  is  good  for  the  location  of  mills  and  workshops. 
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Second,  in  the  west  part  of  the  town,  14  fedt  fall ;  power  to  drive 
three  saws,  two  turning  lathes,  planer  and  moulding  machine. 
Mills  operate  all  the  year.  Stream  connected  with  three  ponds  of 
considerable  size ;  the  land  around  the  falls  is  adapted  to  improve- 
ment. 

Third,  in  the  northerly  part  of  the  town,  11  feet  fall ;  spare 
power,  improved  in  four  saws ;  works  nine  months ;  one  pond. 

Fourth,  in  the  southerly  part  of  the  town,  20  feet  fall,  would 
carry  three  saws  and  a  shingle  Baw ;  works  six  months  ;  fed  by 
the  Berry  pond,  which  might  be  cheaply  dammed  so  as  to  carry 
the  mills  the  year  round. 

Fifth,  fifty  rods  below,  15  feet  fall ;  not  improved. 

Flagstaff  Plantation — Somerset  County. 
Statement  of  J.  M.  Haynes,  Esq.,  of  Augusta. 

One  Power. 

On  the  outlet  stream  of  Flagstaff  pond,  grist  mill  and  saw  mill ; 
pond  covers  2.T5  square  miles. 

FORESTVILLK  PLANTATION — AROOSTOOK  COUNTY. 

From  the  Statement  of  Dominions  Harmon,  millwright. 

Seven  Powers. 

First,  on  Otter  brook  near  the  Aroostook  river,  fall  ten  feet ; 
shingle  mill. 

•  Second,  a  short  distance  above,  a  fall  of  ten  feet  can  be  had. 
No  improvement. 

Third,  on  Oane  brook,  a  good  site  for  a  grist  mill  on  the  bank  of 
the  Madawaska.     Unimproved. 

Fourth,  on  Greenlow  brook,  a  good  mill-site  near  the  Mada- 
waska.    Not  used. 

Fifth,  Sixth,  and  Seventh,  mill  sites  of  unsurpassed  excellence 
on  the  Little  Madawaska  river,  adapted  to  any  sort  of  manufactur- 
ing, lay  of  the  land  favorable,  foundation  for  dams  good.  Ten  feet 
fall  at  each  of  these  privileges.    None  employed. 

The  Madawaska  river  drains  a  large  extent  of  country,  at  least 
250  square  miles,  and  holds  out  well  in  dry  seasons ;  nearly  all  the 
basin  is  covered  with  heavy  forests. 

A  dam  at  its  outlet  will  flow  the  Madawaska  lake  eight  feet ; 
it  would  cost  not  over  $2,000.  Lake  would  thus  make  a  good  res- 
ervoir, as  it  covers  four  square  miles. 
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Fobt  Pairhijj>— Aroostook  County. 

From  Selectmen9 8  Betum$. 
Two  Powers.. 

First,  "Randall's- Mills/'  on  Fitzherbert  stream.;  grist  mill, 
15,000  bushels  of  grain  annually ;  saw,  clapboard  and  shingle 
machinery  ;  in  operation  about,  half  the  year,  intermitting  in  the 
drouth  of  summer  and  the  dead  of  winter. 

Second,  "Barnes'  Mills/'  on  Lovely  brook;  grist,  carding  and 
clothing  mills.  There  being  no  woollen  factories  in  the  county, 
wool  from  a  large  circuit  is  carded  and  the  cloth  dressed  at  these 
mills,  the  machinery  being  in  operation  night  and  day  from  early 
spring  to  late  autumn.     All  the  mills  driven  with  work. 

Lake  connections  upon  Fitzherbert  stream.  Freshets,  at  least 
ten  times  the  ordinary  volume  of  water ;  never  have  caused  any 
serious  damage.  < 

Market,  "Boston,  Mass.,  or  St.  John,  N.  B.,  for  the  practical 
reason  that  the  province  of  N.  B.  affords  us  an  outlet  to  the  'outer 
world '  by  both  rail  and  water,  both  of  which  are  denied  us  in  our 
own  State." 

Fobt  Kent  Plantation — Aroostook  County. 

From  the  Statement  of  William  Dickey,  Esq. 
Four  Powers. 

First,  "Fish  River  Mills/'  on  the  Fish  river,  one  mile  above  its 
junction  with  the  St.  John ;  18  feet  fall.  At  extreme  low  run  there 
are  20  feet  of  water — i.  e.,  a  penstock  five  by  four  feet  full.  The 
low-run  volume  of  water,  by  the  improvement  of  82  square  miles, 
more  or  less,  of  lake  surface  above,  might  be  increased  several 
hundred  per  cent.  A  dam  at  the  outlet  of  the  lower  lake  alone. 
Eagle  lake,  which  covers  not  less  than  22  square  miles,  would  give 
a  vast  amount  of  water  at  all  seasons. 

All  of  the  lakes  can  be  converted  into  reservoirs  and  almost  any 
amount  of  head  raised  upon  them,  the  cost  of  flowage  being  very 
small.     See  page  125,  last  Table. 

This  power  is  now  improved  in  several  single  saws  and  a  gang, 
also  a  fine  grist  mill  with  four  runs  of  stones. 

The  water  in  winter  is  warm,  being  fresh  from  the  lake ;  ice 
never  gives  much  trouble.  The  power  is  never  injuriously  affected 
by  freshets. 

With  suitable  improvements  on  the  lake  above,  this  would  make 
a  power  admirable  in  all  respects  and  adequate  for  the  uses  of  a 
large  manufacturing  corporation. 
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Second,  "  Fish  River  Rapids/'  on  the  St.  John  river,  about  a 
mile  below  the  confluence  of  Fish  river.  This  npon  improvement 
would  make  a  very  fine  power. 

The  bottom  of  the  river  is  ledgy  and  affords  an  admirable  foun- 
dation for  a  permanent  dam.  A  fall  of  16  feet  could  be  secured. 
The  lay  of  the  land  on  either  side  of  the  river  is  not  surpassed  for 
the  convenient  and  safe  location  of  factories.  A  lock  would  be 
required  for  the  passage  of  lumber  rafts  and  tow-boats. 

This  privilege  is  supplied  by  the  contributions  of  the  Fish  river, 
with  its  immense  reservoirs,  as  above  specified ;  also  of  the  Alla- 
guash  and  upper  St.  John.  See  reservoirs  of,  pages  125  and  126. 
It  can  easily  be  converted  into  one  of  the  safest,  most  convenient 
and  constant  of  water-powers  and  equal  to  the  heaviest  operations. 

This  power  taken  together  with  the  Three  great  privileges  on 
Fish  river,  one  in  Fort  Kent,  and  two  in  Wallagrass  Plantation, 
affords  abundant  power  for  the  establishment  of  a  series  of  large 
manufacturing  towns.  The  power,  land,  reservoirs,  and  all  sorts 
of  building  material  can  be  had  at  comparatively  insignificant  cost. 

Third*  on  D'Aigle  brook,  saw  mill,  a  grist  mill  going  up,  abun- 
dant water  for  both  mills  for  eight  months ;  144  square  inches  at 
lowest  run,  sufficient  for  grist  mill ;  breast  wheel. 

Fourth,  on  "  Perley  Brook,"  of  about  the  same  size ;  not  far  from 
Fish  River  Mills.  This  and  the  foregoing  were  in  D'Aigle  Planta- 
tion before  its  incorporation  with  and  conversion  into  Fort  Kent. 


Foxcroft. — Piscataquis  County. 

From  Selectmen' 8  Returns. 
Several  Powers. 

First,  "Foxcroft  Dam,"  on  Piscataquis  river,  at  the  village. 
Upon  this  are  located  mills  as  follows  : 


Sq.  in. 

Head. 

Carding  mill, 

100 

12  feet 

Saw,  shingle  and  clapboard  mill,     . 

500 

12 

Tannery,      .... 

. 

9 

Woollen  factory, 

156 

12 

The  above  are  never  obliged  to  shut  down  for  lack  of  water 
except  in  severe  drouth. 

The  following  three  mills  use  the  surplus  water  from  the  same 
dam ;  are  generally  obliged  to  shut  down  five  weeks  in  the  year 
from  scarcity  of  water : 


Sq.  in. 

Head. 

144 

10  feet. 

144 

10 

144 

14 
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Sash  and  blind  factory, 
Iron  foundry, 
Machine  shop, 

"  Blethen's  Mills,"  as  follows : 

"  Blethen's  saw  and  shingle  mills,"    .  9 

Operate  four  months  annually. 

"Jordan's  gristmill,"  36  14 

Operates  all  the  year.  Could  have  100  inches  nine  months  of 
the  year. 

Second,  "  Pratt's  Ripp,"  on  Piscataquis  river,  a  mile  above  the 
Foxcroft  dam.  It  is  well  nigh  as  valuable  as  the  latter,  is  well 
situated  and  adapted  for  improvement.  The  land  lies  favorable 
for  the  location  of  mills.    No  part  of  the  power  is  used. 

Quite  a  large  number  of  small  ponds  tributary  to  the  river  above 
this  point,  are  or  might  be,  employed  for  storage.  See  Table  page 
107.  Also  immense  bogs  in  Shirley  as  shown  in  the  Table ;  also  a 
large  artificial  reservoir  in  Abbot,  12  miles  above.  Much  of  the 
present  storage  is  used  for  log-driving. 

Third,  Fourth,  Fifth,  etc.,  upon  Weston  and  Chase  brooks.  For- 
mer drains  Weston  pond,  one  by  three-fourths  miles,  which  could 
be  raised  six  feet  without  flowing  more  than  two  acres.  The  latter 
drains  Snow's  pond,  one-half  by  one-fourth  miles ;  pond  might  be 
raised  indefinitely.  The  mills  upon  these  brooks  could  operate 
nearly  all  the  year,  if  the  water  were  suitably  used  and  economized. 
Stream  runs  dry  in  summer,  when  the  reservoir  dams  are  not  kept 
in  order  on  the  ponds. 

There  are  several  privileges  upon  the  Hammond  brook. 

Abundant  granite  for  building  purposes,  accessible  conveniently. 

Market,  chiefly  in  the  county.  The  products  of  the  woollen 
factory  go  in  part  to  Boston  and  New  York.  A  railroad  from  this 
town  (the  terminus)  to  Bangor,  in  running  order  autumn  1869. 

Frankfort — Waldo  County. 
Statement  of  J.  N.  Attoood,  Esq. 
Two  Powers. 

First,  on  Marsh  river,  at  Marsh  village,  16  miles  from  both  Ban- 
gQr  and  Belfast.  Head  and  fall  15  feet ;  dam  of  wood  on  ledge 
foundation.  Power  only  part  improved  now,  in  various  saw,  and 
a  grist  mill ;  is  capable  of  running  a  large  amount  of  machinery. 
Mills  can  operate  all  the  year  except  in  severe  drouth. 
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The  stream  is  connected  with  lakes  and  ponds,  two  of  which  are 
of  considerable  magnitude,  and  by  the  aid  of  artificial  reservoirs, 
which  conld  be  cheaply  constructed,  the  capacity  of  the  power 
could  be  very  largely  increased. 

The  land  is  convenient  for  location  of  mills  and  workshops,  and 
stone  and  wood  -  building  materials  can  be  easily  procured,  there 
being  two  extensive  granite  quarriee  within  a  mile  and  a  half  of  the 
location,  and  wharves  within  one-half  mile  of  the  mill,  on  Marsh 
river,  where  large  vessels  come,  and  flat-boats  to  the  mills. 

Second,  "  Flat-Rock  Falls/'  about  one  and  a  half  miles  above, 
now  unoccupied ;  a  very  (excellent  locality  for  factories 

Franklin — Hancock  County. 
From  the  Statement  of  B.  F.   Gerrish,  Esq.,  Agent  of  the  F.  L. 

M.  <£  W.  Co.,  and  a  Plan  of  the  Lands,  Streams,  and  Ponds. 
Six  Powers,  and  More. 

First,  "Donnel  Pond  Privilege/'  12  feet  head,  and  more  can  be 
had ;  privilege  fed  by  Donnel  and  several  small  ponds,  all  of  which 
are  used  as  reservoirs. 

Second,  "Alderbrook  Privilege/"  14  feet  head,  supplied  from 
the  above  ponds. 

Third,  "Hog-Bay  Privilege/'  below,  and  fed  by  the  same 
ponds ;  10  feet  head,  10  more  can  be  had. 

Tributary  to  the  above  powers  are  reservoirs  as  follows : 

"Fox  Pond/'  150  acres,  is  flowed  four  feet,  and  can  be  raised 
three  feet  more. 

"  Otter-Bog  Pond/'  can  be  raised  so  as  to  flow  150  acres  Bix 
feet  deep. 

"  Upper  Shillalah,"  now  flowed  six  feet,  can  be  raised  four  feet 
more,  and  would  thenxsover  200  acres. 

"Lower  Shillalah"  is  now  raised  10  feet,  and  might  be  flowed 
five  feet  more,  covering  100  acres. 

"Donnell"  or  "Great  Pond,"  flowed  11  feet;  several  hundred 
acres. 

"Alderbrook  Pond/'  flowed  10  feet;  area,  when  flowed,  300  acres. 

"  Duck  Pond/'  80  acres ;  six  to  ten  feet  storage  can  be  had. 

These  ponds,  taken  in  connection  with  the  natural  run  of  the 
streams,  yield  a  large  and  constant  supply  of  water.  Freshets 
are  kept  under  perfect  control. 

Fourth,  on  the  outlet  stream  of  Little  or  "Breeches"  pond  in 
Township  9 ;  15  to  20  feet  head  can  be  had  near  Hog-Bay  and 
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near  the  mouth  of  the  stream.    Pond  covers  100  acres  and  can  be 
flowed  several  feet. 

Fifth,  Sixth,  etc.,  "Taunton,"  "Egypt,"  "Scammon,"  and 
several  minor  powers  in  this  vicinity. 

The  first  three  powers  operate  all  the  year,  or  the  first  two  all, 
and  Hog-Bay  nearly  all.  The  others  operate  from  one-half  to  two- 
thirds  of  the  year. 

The  larger  powers  are  capable  of  manufacturing  many  millions 
of  lumber  yearly.  There  are  dams,  mills,  etc.,  on  each  of  the  first 
three  where  long  lumber,  etc.,  is  manufactured  extensively  annu- 
ally. The  pthers  manufacture  laths,  shingles,  clapboards,  staves, 
headings,  pickets,  etc. 

Wheels  mostly  in  use  are  an  old  style  of  iron  wheel,  that  uses 
water  without  stint.  At  Hog-Bay  some  more  modern  machinery 
has  recently  been  put  in. 

Donnel  pond  and  Alderbrook  privileges,  land  and  mills,  are 
owned  by  the  "  Franklin  Land,  Mills  and  "Water  Company ;"  the 
Hog-Bay  mills,  by  Messrs.  West  &  Macomber;  "Egypt,"  by 
William  Salisbury;  Taunton,  by  various  parties;  Scammon,  by 
Gladding,  Hoyt  &Co. ;  others  variously. 

Bock,  hard  blue  slate,  boulders,  and  a  large  amount  of  superior 
granite,  close  at  hand. 

Lay  of  the  land  good,  almost  without  exception ;  at  "Donnel" 
and  "Alderbrook"  ample  and  eminently  convenient. 

Vast  quantities  of  hardwood,  spruce,  pine  and  hemlock,  suffi- 
cient to  stock  the  mills  for  many  years ;  ship  timber  abundant ;  the 
growth  is  more  than  eqivalent  to  present  demand. 

The  improvement  of  the  power  has  gradually  and  permanently 
increased  population,  and  has  added  to  the  wealth  of  the  place. 
Sixteen  new  dwellings  erected,  186T. 

Annual  production  for  the  past  four  years,  about  ten  millions  of 
lumber  yearly  ;  double  could  be  done  annually.  Market,  mainly 
Boston  and  New  York ;  occasionally  Philadelphia,  and  the  coast, 
by  sea. 

The  Franklin.  Land,  Mills  and  Water  Company,  have  one  of  the 
most  liberal  charters  from  the  Legislature  of  our  State ;  a  present 
capital  of  $S2,000,  with  the  right  to  extend  it  to  $50,000.  Its 
lakes,  streams  and  water-powers,  are  so  completely  within  its  own 
territory,  that  any  flowage  now  required,,  or  that  would  be,  is 
entirely  within  its  own  control ;  tribute  for  water  privileges  being 
paid  only  to  the  company.    The  powers  are  near  the  head  of  tide- 
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water  on  "  Frenchman's  Bay,"  and  are  approached  by  vessels  of 
500  tons  and  upwards.  A  ship  of  1,200  tons  has  been  built  and 
launched  here ;  vessels  are  built  here  annually.  In  fine,  but  few 
places,  comparatively,  offer  superior  inducements  to  capitalists 
who  wish  to  invest  in  these  interests,  to  Franklin,  and  especially 
the  lands,  some  twelve  thousand  acres  of  which  belong  to  said 
company. 


Franklin  Plantation — Oxford  County. 

Statement  of  the  Assessors. 
Five  Powers. 

Situated  upon  Spear's  stream,  a  tributary  to  the  Androscoggin 
river.  Said  stream  furnishes  sufficient  water  for  sawing  about 
half  of  the  year. 

First,  fall  11  feet,  shingle  machine. 

Second,  fall  16  feet,  saw  mill. 

Third,  fall  20  feet,  unoccupied. 

Fourth,  fall  14=  feet,  unoccupied. 

Fifth,  fall  20  feet,  unoccupied. 

Freedom — Waldo  County. 
From  the  Report  of  A.  J.  Billings,  Esq. 
Five  Powers. 

Situated  upon  a  stream  issuing  from  a  pond  that  at  high  water 
covers  about  a  square  mile,  and  at  low  about  one-third  of  that 
area.  Total  fall,  TO  feet.  Sufficient  water  to  use  100  square 
inches  under  10  feet  head,  during  10  hours  in  each  day,  through 
the  dry  season. 
'  First,  22  feet  head ;  a  flour  mill. 

Second,  14  feet  head ;  a  corn  mill.  About  14,000  bushels  of 
grain  manufactured  in  the  two  grist  mills  jointly,  yearly. 

Third,  12  feet  head ;  saw  mill,  shingle  mill,  etc.  Production, 
$T00. 

Fourth,  13*  feet  head;  carding  machine,  machinery  for  manu- 
facturing cloth.     Production,  $1,100. 

Fifth,  nine  feet  head ;  tannery.     Production,  $1,000. 

Freshets  harmless.  Stream  very  constant.  Area  of  the  pond 
could  not  be  increased.  Machinery  excellent ;  the  Boston  wheel 
and  close  wheel. 
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Freekan — Franklin  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First  "  Oliver  Falls/'  in  the  north  part  of  the  town,  on  a  branch 
of  Seven-Mile  brook. 

Second,  "  Starbird  Falls/9  on  a  branch  of  Sandy  river. 

Third,  "  Crosby  Falls/'  in  the  centre  of  the  town,  on  a  branch 
of  Sandy  river. 

Improved  in  saw,  threshing,  and  clover  mills.  Turbine  wheels. 
No  lakes  or  ponds. 

Market,  Farmington,  by  road. 

Freeport — Cumberland  County. 

From  Selectmen's  Returns. 
Two  Powers, 

First,  at  the  head  of  tide  waters  on  Harrasekett  river ;  fall,  40 
feet;  stone  dam.  Power  has  been  sufficient  to  run  a  gristmill 
with  three  runs  of  stones,  and  a  saw  mill  with  other  machinery 
attached.    Mills  have  been  destroyed  by  fire ;  privilege  for  sale. 

Second,  on  the  east  branch  of  Royal  river ;  grist  mill  and  saw 
mill ;  run  a  part  of  the  year. 

Friendship — Knox  County. 

From  Selectmen's  Returns. 
Six  Powers. 

First  and  Second,  on  Goose  river  and  Goose  pond ;  fall  20  feet. 

Third,  on  Beckett's  brook ;  fall,  20  feet  in  30  rods. 

Fourth,  Fifth  and  Sixth,  tide  privileges ;  one  with  a  good  stone 
dam. 

One  privilege  only  is  improved,  in  saw  and  stave  mill.  The 
fresh-water  powers  operate  10  months ;  salt  water,  12  hours  per 
day  the  year  through.  The  streams  are  connected  with  two  small 
ponds ;  artificial  reservoirs  feasible ;  good  stone  for  building. 

Market,  Thomaston,  by  road. 

Fryeburg — Oxford  County. 

Statement  of  E.  C.  Farrington,  Esq. 
Six  Powers. 

First,  "  Merrill's  Mills,"  on  Kezar  river,  saw,  grist  and  shingle; 

run  only  6  months,  proprietor  not  having  the  right  to  flow  meadow 

lands  above  the  mills. 
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Second,  on  "Ballard's  brook,"  "Locke's  Mills,"  saw  and  grist. 

Third  and  Fourth,  on  Evans'  brook,  near  Fryeburg  village,  on 
one  a  carriage  shop ;  on  the  other  a  grist  mill. 

Fifth,  on  Elkin's  brook,  grist  and  saw  mill. 

Sixth,  by  far  the  largest,  unoccupied,  "  Swan's  Falls,"  situated 
upon  the  Saco  river,  within  a  mile  of  Fryeburg  village,  and  one 
and  a  half  miles  of  the  contemplated  P.  &  0.  R.  R.  Direct  fall  of 
eight  feet,  with  rapids  extending  several  rods.  River  200  feet 
wide.  The  privilege  is  judged  equal  to  heavy  operations.  The 
river  is  variable  in  its  volume  in  this  section. 

Fryeburg  is  a  town  of  very  unusual  agricultural  excellence,  the 
intervales  upon  the  Saco  being  productive  of  immense  quantities 
of  hay.    There  is  a  large  amount  of  lumber  in  the  region. 
* 

Gardiner — Kennebec  County. 

From  (he  Returns  of  R.  H.  Gardiner,  Esq.,  and  from  Articles 
in  the  Kennebec  Journal. 
Eight  Powers. 

All  of  these  are  situated  in  the  city  of  Gardiner  on  the  Cobbos- 
see  Contee  river,  within  one  mile  of  the  mouth  thereof,  and  taken 
together  are  called  the  Cobbossee  Contee  Falls.  The  total  height 
of  the  falls  is  127  feet  above  high  tide ;  and  183  feet  above  low  tide 
in  the  Kennebec  river. 

The  power  of  the  whole  fall,  estimated  by  a  skillful  hydraulic 
engineer,  during  the  year  ending  July,  1866,  being  the  year  of  the 
greatest  drouth  ever  known  in  New  England,  and  during  October, 
the  driest  month  of  that  year,  is  1,200  horse.  This  power  is  real- 
ized, the  reservoirs  of  the  river  being  comparatively  unimproved. 

All  of  the  mills  work  throughout  the  greater  portion  of  the  year 
by  day  and  by  night.  Upon  the  dams  where  all  the  power  is  used, 
a  portion  of  the  machinery  is  sometimes  obliged  to  lie  idle  for  two 
or  three  months.     In  ordinary  seasons  everything  is  running. 

About  half  of  the  power  is  employed. 

The  machinery  is  not  of  the  best  construction  for  economizing 
power.     The  Blake  wheels  are  mostly  used. 

Six  of  the  eight  privileges,  upon  all  of  which  are  strong  well- 
built  stone  dame,  are  owned  by  the  heirs  of  the  late  Hon.  R.  H. 
Gardiner ;  one  is  owned  by  F.  G.  Richards,  and  one  by  S.  D.  War- 
ren,  of  Boston,  Mass. 

For  reservoirs  tributary  to  this  power,  and  the  storage  now  held 
or  judged  feasible  thereon  at  moderate  cost,  see  Part  II,  page  97, 
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second  Table.     Artificial  reservoirs  are  entirely  feasible  at  mode- 
rate cost,  and  would  vastly  increase  the  power. 

Owing  to  the  extent  of  its  reservoirs  the  stream  is  very  safe  from 
freshets ;  the  total  range  of  water  on  the  crest  of  unoccupied  dams 
seldom  exceeds  two  feet. 

Stone  and  other  building  material  abundant.  Lay  of  the  land 
about  the  falls  excellent  for  the  location  of  buildings.  Sufficiency 
of  land  connected  with  each  dam  for  all  required  building  purposes. 

Six  of  the  eight  dams,  including  land  and  privileges,  are  for  sale; 
or  a  large  amount  of  power  to  rent.  Proprietors  would  assist  in 
surveys  required  for  the  development  of  the  power. 

First  power,  reckoning  from  the  foot  of  the  falls ;  dam  one  foot, 
head  18.28  feet.  Eleven  establishments,  engaged  chieflyin  the 
manufacture  of  lumber  as  follows  : 

Saw  mill,  N.  0.  Mitchell,  40  hands ;  annual  product  four  to  five 
million  feet  of  lumber,  $175,060. 

Saw  mill,  Arthur  Berry,  40  men;  annual  product  $150,000;  in 
long  lumber,  shingles  and  clapboards. 

Sash,  blind  and  door  factory,  Joseph  L,  Mitchell  &  Co.,  six  hands. 

Saw  mill,  Daniel  Grey,  Id  bands ;  product  2,000,000  lumber  long 
and  short,  $80,000. 

Sash  and  blind  factory,  P.  S.  Robinson,  six  hands;  1,000,000 
clapboards  and  $2,000  of  sash  and  blinds. 

Cabinet  shop,  James  Nash,  $8,000 ;  also  Cabinet  shop,  Morgan. 
and  Wadsworth,  $10,000. 

Gardiner  Plaster  Mill,  $7,000. 

Lumber  manufacture,  H.  W.  Jewett,  35  hands,  $10,000 ;  also  in. 
same  business,  Hooker,  Libby  &  Co.,  $60,000. 

Gardiner  Flour  Mill,  manufacturing  40,000  bushels  of  wheat 
yearly.  In  the  same  building,  Bartlett,  Dennis  &  Co.,  a  grist  mill, . 
60,000  bushels  a  year.     Power  all  occupied. 

Seeond  power,  dam  two  feet,  head  11.01  feet.  Power  about  half/ 
employed,  as  follows : 

Machine  shop,  foundry,  etc.,  P.  C.  Holmes  &  Co.,  28  band*, 
annual  product  $45,000. 

"  Blake"  water-wheel  manufactory,  Atwood  A  Howland,  $8,000. . 

Third  power,  dam  three  feet,  head  19.01  feet.  About  half  occu- 
pied, as  follows : 

J.  E.  Ladd  &  Co.,  millwrights ;  fancy  goods  manufactory,  Ghas. 
Swift,  $10,000 ;  mill  work,   H.  Scriber,  Jr.,  $8,000  iron  work;  E. 
Drake,  $10,000  wood  work. 
19 
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Woollen  factory,  I.  N.  Tucker,  six  sets  of  cards,  40  hands ;  450 
yards  per  day ;  $120,000  yearly  product. 

Washing  machine  factory,  R.  W.  George,  $5,000, 

Broom  factory,  Moore  &  McOausland ;  broom  handles,  Augustas 
Lord ;  mill  work,  Joseph  Perry,  eight  hands,  $24,000. 

Saw  mill,  Joshua  Gray,  25  hands,  total  product,  $60,000,  long 
lumber  and  short. 

"People's  Grist  Mill,"  7,000  barrels  flour,  $100,000. 

Fourth  power,  dam  four  feet,  head  16.18  feet,  half  occupied,  as 
follows : 

Two  small  saw  mills,  Lincoln  Perry  and  R.  T.  Hayes  &  Co. 

Carriage  spring  factory,  Wentworth  &  Butler,  six  hands, 
$15,000. 

Axe  factory,  Elbridge  Berry,  $7,500. 

Forge,  owned  by  P.  C.  Holmes  &  Co. 

Fifth  power,  dam  five  feet,  head  16.30  feet ;  wholly  unoccupied. 
See  view  of. 

Sixth  power,  dam  six  feet,  head  16.69  feet :  Copsecook  paper 
mill,  owned  by  S.  D.  Warren  of  Boston ;  paper  for  books  and 
newspapers.  Annual  product  550  tons,  $175,000.  Thirty-eight 
hands;  power  about  half  employed. 

Seventh  power,  dam  seven  feet,  head  15.51  feet ;  fully  occupied. 
Paper  mills,  Messrs.  Richards  &  Co.,  yearly  product  900  tons, 
$400,000.     Seventy-five  hands. 

Eighth  power,  dam  eight  feet, .head  13.38  feet;  wholly  unoccu- 
pied. 

Total  number  of  hands  employed  410.  Total  annual  product, 
.$2,000,000. 

Garland — Penobscot  County. 

From  Selectmen's  Returns. 
TPen  Powers. 

All,  with  one  exception,  situated  on  the  head  waters  of  the 
Kenduskeag  stream.  No  precipitous  falls,  but  a  gradual  descent 
from  the  west  line  of  the  town  to  the  southeast  corner. 

First,  at  the  west  side  of  the  town ;  fifteen  and  one-half  feet 
head ;  saw  mill,  Hopkins1  wheel,  operates  four  months ;  will  cut 
600,000  of  lumber ;  shingle  mill,  Tub  wheel,  six  months  cutting 
about  500,000 ;  grist  mill,  Carleton  wheel.  The  dam  flows  about  a 
mile. 

Second,  40  rods  below ;  saw  mill,  turbine  wheel,  10  feet  head; 
200,000  feet. 
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Third,  15  rods  below ;  planing  mill  and  rake  factory ;  six  feet 
head,  Tub  wheel,  earning  $1,200.  On  the  same,  a  machine  shop, 
carding  mill,  cloth  dressing  and  weaving ;  turbine  wheel. 

Fourth,  shingle  mill,  below ;  10  feet  head ;  Steam's  wheel ; 
500,000  feet ;  runs  six  months. 

Fifth,  below ;  saw,  Tub  wheel ;  13  feet  head ;  cuts  500,000 ;  runs 
four  months.  Planing  mill,  with  saw,  and  other  machinery ;  earns 
about  $1,000 ;  full  time.  Also  grist  mill,  Carleton  wheels ;  pond 
flows  one  and  a  half  miles ;  full  time. 

Sixth,  below ;  tannery ;  six  and  one-half  feet  head ;  Steam's 
wheel;  $5,000. 

Seventh,  below ;  saw ;  Steam's  wheel,  six  months ;  cuts  500,000 ; 
nine  and  one-half  feet  head ;  flows  three-fourths  of  a  mile.  Also 
shingle  mill ;  Steam's  wheel ;  one-half  time ;  cuts  about  500,000. 

Eighth,  unoccupied ;  seven  feet  head ;  below. 

Ninth,  50  rods  below ;  saw,  scroll  wheel ;  12  feet  head ;  earns 
$1,000.     Shingle  mill ;  scroll  wheel ;  $800. 

Tenth,  on*  Black  stream,  seven  feet  head ;  a  shingle  mill ;  Tufcr 
wheel. 

Bocks,  argillaceous  slate. 

Market,  at  home,  and  Bangor,  by  teams. 


Georgetown — Sagadahoc  County. 
From  the  Returns  of  B.  F.  Hinkley,  Esq, 

Jrtve  Powers. 

First,  a  tide  power  on  Robin  Hood's  cove ;  saw  and  shingle  mill  ? 
also  shingle  and  grist  mill ;  large  amount  of  business. 

Second,  a  tide  power  on  Eastern  branch  of  same  cove,  will  carry 
three  or  four  sawB.     Unimproved. 

Third,  "  Wyman's  Privilege,"  a  tide  power,  unimproved. 

Fourth,  on  the  outlet  of  Nichols'  pond ;  carding  and  shingle 
mill ;  room  for  an  overshot  wheel  15  feet  feet  in  diameter. 

Fifth,  in  connection  with  a  great  meadow,  whose  outlet  has  a 
long  and  steep  descent ;  can  be  greatly  improved  by  a  dam. 

Machinery  very  good.    Turbines. 

Market,  Boston,  by  water. 
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GilujlP— Oxford  County. 

From  Selectmen's  Be  turns.    • 
Three  Powers. 

First,  a  grist  mill  or  Pleasant  brook ;  can  operate  two  runs  of 
stones  a  few  months  yearly.    Not  now  in  operation. 

Second,  a  saw  mill  on  Chapman's  brook ;  can  operate  but  a  short 
time  yearly.    Not  now  in  operation. 

Third,  a  stream  with  abundant  water  but  uncontrollable,  called 
Wild  river ;  dam  after  dam  has  been  swept  away  by  freshets,  and 
a  mill  formerly  upon  it  was  carried  off;  it  is  now  not  used  at  all 
for  power. 

Qlenbubn — Penobscot  Cophty. 
Statement  of  the  Postmaster,  Selectmen,  and  others, 
Two  Powers,  More  feasible. 

First,  on  Kenduskeag  stream,  two  miles  above  Bangor  line ;  for- 
merly improved,  dam  carried  away  on  account  of  bad  construc- 
tion ;  not  rebuilt,  aa  until  recently,  no  ready  access  to  the  privi- 
lege was  possible,  and  the  lumber  had  to  be  rafted  down  river. 
Eoads  now  built  near  the  site.  More  water  than  at  Kenduskeag 
village,  Black  branch  coming  in  below  the  village. 

Second,  a  shingle  mill,  on  Lancaster  brook. 

A  canal  from  Pushaw  lake  to  the  Kenduskeag  river  has  been 
proposed,  the  lake  to  be  dammed  at  its  natural  outlet  in  Oldtown, 
and  also  at  a  low  point  in  Orono  where  water  escapes  in  freshets. 
It  is  alleged  that  12  square  miles  of  reservoir  on  the  lake  and  sur- 
rounding low  land  can  be  had  with  six  feet  of  storage  thereon. 
This  would  yield  on  total  mil  of  100  feet  to  the  tide  a  gross  power 
of  1,900  horse  for  the  working  hours  of  the  year,  or  76,000  spin- 
dles. Length  of  canal  three  and  half  miles ;  cost,  4  by  12  feet, 
including  dams,  about  $9,000. 

A  statement  from  the  Messrs.  Coombs,  Civil  Engineers,  of  Ban- 
gor, communicates  the  following  facts :  1st,  that  the  lake  is  not 
now  used  for  the  storage  of  waters ;  the  dam  on  the  natural  outlet 
stream,  below  the  Rips,  "  exercises  scarcely  any  appreciable  effect 
upon  the  body  of  water  in  the  lake."  2nd,  "  by  a  few  compara- 
tively inexpensive  dams,  etc.,  the  water  oould  be  raised  several 
feet  on  the  pond ;  no  surveys  have  yet  been  made  to  ascertain  the 
resultant  flowage."  3rd,  "the  channel  of  the  outlet  is  ledge  and 
can  be  lowered  without  heavy  expense ;  this  at  least  is  our  judge- 
ment and  recollection  without  actual  survey." 
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Glenwoob— Aroostook  County. 
One  Po*er. 

"  Wytopitlock  Falls,,,  100  rods  below  the  Wytopitlock  lake ; 
fall  ten  feet  in  ten  rods. 

Good  circular  board  saw,  clapboard  and  shingle  machine ;  a  grist 
mill  is  needed  very  much. 

The  power  being  fed  by  a  lake,  four  by  two  miles,  is  constant 
throughout  the  year.  It  can  be  made  to  saw  3,000,000  feet  annu- 
ally with  ease.  Only  a  part  of  the  power  is  used ;  freshets  entirely 
harmless. 

Good  rock  for  building.  The  whole  country  above  the  mill  is  an 
unbroken  forest  of  the  best  of  lumber.  It  has  built  up  an  incorpo- 
rated town  out  of  the  wilderness  in  five  years. 

Market,  Bangor,  for  short  lumber;  the  country  £bove  for  long. 

Gorham — Cumberland  County. 
From  Selectmen's  Beturn*. 
{366  aho  "  Gotham  and  Windham.*] 
Six  Powers,  Small. 

First,  near  centre  of  town,  on  Little  river,  "Davis  Mill,"  12  feet 
head,  and  20  horse-power.  Saw,  grist,  and  stave  mills ;  centre- 
vent  wheel ;  mills  work  half  the  year ;  falls  formed  by  cut  through 
solid  ledge.    No  ponds. 

Second,  two  miles  below,  "Cloudman's  Mill";  eight  feet  head 
and  20  horse;  saw  and  threshing  mill.  Centre-vent  and  spiral 
wheels ;  saw  mill  used  all  the  year. 

Third,  "  Curtis's  Mill,"  south  part  of  town,  on  Stroudwater 
river ;  ten  feet  head  and  25  horse ;  stone  dam ;  saw,  grist,  carding 
and  shingle  mills.  Tuttle  wheel,  highly  esteemed.  Will  run  one 
mill  all  the  year.  Fall  formed  by  cut  through  solid  ledge ;  a  small 
pond. 

Fourth,  "  Shaw's  Mill,"  on  north  branch  of  Little  river;  ten  feet 
head,  and  20  horse ;  saw  mill,  shingle  mill,  Ac.  Mills  run  four 
months. 

Fifth,  one  and  a  half  miles  below,  "  Libby's  Mill*"  14  feet  head, 
twenty  horse;  unimproved;  formerly  a  saw  mill.  Fall  22  feet, 
would  run  a  saw  mill  the  greater  part  of  the  year. 

Sixth,  on  Little  river,  formerly  a  mill,  now  unimproved.  Several 
other  falls  upon  which  formerly  were  millB  of  various  kinds,  have 
long  been  unimproved. 

Streams  are  very  variable  in  their  volume ;  generally  unconnect- 
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ed  with  ponds,  and  flow  through  cleared  land.    Artificial  reser- 
voirs would  be  expensive. 


GoRHAH  AND  WlNDHAM — CUMBERLAND  COUNTY. 

From  the  Reports  of  the  Boards  of  Selectmen, 
[See  also  "  Gorham,"  and  "  Windham."] 

Fine  Powers. 

All  of  the  above  are  situated  on  the  Presumpscot  river,  which 
forms  the  common  boundary  of  Gorham  and  Windham. 

First,  "  Harden's  Palls,"  one  mile  from  the  outlet  of  Sebago 
lake ;  11  feet  head.  The  power  on  the  Gorham  side  is  owned  by 
Goff  &  Plummer,  and  is  improved  in  part,  the  improvements  con- 
sisting of  one  double  saw  mill,  a  keg  mill,  and  other  machinery 
that  is  used  in  connection  with  saw  mills.  Windham  side,  owned 
by  the  Anderson  heirs ;  unimproved. 

Second,  one  mile  below  Harden's  falls,  "  Great  Falls,"  with  16 
feet  head.  The  power  is  owned  on  the  Gorham  side  by  John 
Lindsey,  and  improved  in  part  with  grist  mill,  plaster  mill,  saw 
mill,  &c.  Windham  side  is  owned  by  William  H.  White  and  Wal- 
ter Corey ;  improved  by  Mr.  White  with  two  saw  mills,  one  gang 
of  saws,  grist  mill,  box  mill,  Ac;  by  Mr.  Corey  with  a  chair 
factory. 

Third,  half  a  mile  below  Great  falls  are  "  Whitney's  Falls,"  with 
14  feet  head.  The  falls  are  unimproved,  and  owned  on  Gorham 
side  by  Jefferson  Mayberry  and  others,  and  on  Windham  side  by 
Joseph  W.  Parker  and  J.  Walker. 

Fourth,  half  a  mile  below  Whitney's  falls,  "  Island  Falls,"  with 
ten  feet  head.  This  power  is  unimproved,  and  owned  on  Gorham 
side  by  Solomon  Libby,  and  on  Windham  side  by  0.  Haskell. 

Fifth,  nearly  a  mile  below  Island  falls,  "  Dundee  Falls,"  with  18 
feet  head.  The  power  in  unimproved,  and  is  owned  on  Gorham 
side  by  Solomon  Libby,  and  on  Windham  side  by  Frank  Mayberry. 

Sixth,  nearly  a  mile  below  Dundee  falls,  "  Leavitt's  Falls,"  with 
12  feet  head.  This  power  is  unimproved  and  is  owned  entirely  by 
the  Oriental  Powder  Company. 

Seventh,  a  mile  below  Leavitt's  falls,  are  "  Gambo  Falls,"  with 
16  feet  head.  This  power  is  improved,  in  part,  and  owned  entirely 
by  the  Oriental  Powder  Company.  The  improvements  consist  of 
the  extensive  powder  works  of  this  company. 

Eighth,  a  mile  below  Gambo  falls,  "  Little  Falls,"  with  IT  feet 
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head.  This  power  is  unimproved  and  is  owned  hy  Watson  New- 
hall. 

Ninth,  half  a  mile  below  Little  falls  are  "  Mallison  Falls/'  with 
18  feet  head.  This  power  is  owned  on  Oorham  side  by  Stevens 
and  Ray,  and  improved  in  part  with  a  grist  and  saw  mill.  On 
Windham  Bide  the  improvements  consist  of  a  woollen  mill,  and  are 
owned  by  the  Mallison  Falls  Manufacturing  Company. 

The  head  on  the  above  falls  is  susceptible,  in  several  cases,  of 
being  nearly  or  quite  doubled.  The  horizontal,  or  running  distance 
in  which  the  descents  above  specified  are  attained,  varies  in  the  dif- 
ferent cases,  from  one-fourth  to  one  mile. 

No  estimate,  by  measurement,  has  ever  been  made  of  any  of  these 
powers,  other  than  a  survey  of  the  head  at  each  fall,  which  was 
made  several  years  ago.  But  a  small  part  of  the  power  at  either 
falls  is  used.  With  scarcely  an  exception  the  mills  work  all  the 
year.  The  machinery  is  not  of  the  best  construction  for  economiz- 
ing power.  At  Harden's  falls,  the  Centre-vent  and  Spiral  wheels 
are  used ;  at  Great  falls,  the  Centre-vent  and  Kendall  wheel ;  and 
at  Gambo,  13  water  wheels  are  run,  from  tubs  to  turbines.  ' 

For  reservoirs  tributary  to  these  powers,  see  Part  II,  pages 
143-44. 

The  head  waters  being  so  entirely  under  control,  there  are  no 
freshets.  The  stream  is  almost  entirely  uniform  throughout  the 
year,  varying  from  low  to  high  water  not  over  two  feet.  The 
out-cropping  and  underlying  rocks,  about  the  falls,  consist  of 
granite,  mica  schist,  &c,  and  are  regarded  as  very  suitable  for 
building  purposes.  The  lay  of  the  land,  about  the  falls,  is  excel- 
lent for  the  location  of  mills,  workshops,  &c. 

About  one-third  of  the  basin  of  the  stream  forest-covered. 

At  Little  falls,  formerly  there  were  a  cotton  factory  and  saw 
mill.  The  former  was  burned  down  several  years  ago  and  has 
never  been  rebuilt. 

Market,  Portland,  distant  from  the  different  falls  from  10  to  15 
miles ;  by  road,  or  the  Cumberland  and  Oxford  canal,  which,  on 
the  Gorham  side,  passes  in  close  proximity  to  the  falls.  The 
P.  &  0.  E.  R.  is  constructing  to  the  last  four  powers. 

GOULDSBOROUGH — HANCOCK   COUNTY. 

From  Selectmen9 8  Returns. 
Four  Powers. 
First,  at  Prospect  harbor,  on  Prospect  Harbor  stream,  the  outlet 
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of  Forbes'  pond.  The  pond  is  about  a  mile  square,  and  is  about  a 
mile  above  the  privilege.     Fall  20  feet  in  600.     Unimproved. 

Second,  at  Winter  harbor,  on  Winter  Harbor  stream.  Fafi  20 
feet  in  600 ;  unimproved.     Privileges  close  upon  tide. 

Third,  at  West  bay,  on  West  Bay  stream,  which  runs  from  low 
land ;  no  pond.  Saw,  two  shingle,  and  grist  mills ;  operates  half 
of  the  year. 

Fourth,  at  West  Gouldsborough,  on  Jones'  stream,  the  outlet  of 
Jones'  pond  ;  pond  is  two  by  one  miles.  Fall  40  feet  in  40  rods; 
saw,  grist,  and  shingle  mill,  and  cabinet  shop.  Power  partially 
improved ;  mills  operate  all  the  year. 

None  of  the  machinery,  on  the  above  powers,  is  economical  of 
power ;  privileges  are  owned  by  various  parties  in  the  vicinity ; 
the  ponds  are  susceptible  of  large  improvement  for  reservoir  pur- 
poses; artificial  reservoirs  are  feasible;  freshets  not  destructive; 
lay  of  the  land  good,  in  all  cases,  for  building.  The  improvement 
of  the  power  has  been  of  considerable  benefit  to  the  town ;  might 
be  of  much  greater. 

Market,  chiefly  Boston,  by  water ;  this  applies  to  all  the  points 
specified.    Aggregate  annual  products,  $10,000. 

Grafton — Oxford  County. 

From  Selectmen's  Beturns. 
Two  Powers. 

First,  "  Screw-Augur  Falls,"  on  Bear  river,  in  southeast  part  of 
town ;  fall  50  feet  in  100  ;  saw  mills. 

Second,  "  Brown's  Falls,"  on  Cambridge  river,  in  west  part  of 
town  ;  fall  50  feet  in  195  ;  saw  mills. 

Both  powers  operate  nine  months.  With  better  machinery  and 
improvement  of  the  reservoirs,  which  can  be  very  cheaply  effected, 
they  can  work  all  the  year.     Miller,  Tuttle  &  Co.,  N.  Y. 

First  quality  of  granite ;  land  about  the  falls  convenient  for  build- 
ing ;  enormous  quantities  of  lumber  in  the  region ;  improvement 
of  the  power,  though  only  partial,  has  added  much  to  the  prosperi- 
ty of  the  town. 

Market,  Bethel,  and  thence  to  Portland. 

Grant  Isle  Plantation — Aroostook  County. 
Two  Powers. 

First,  in  the  north  part  of  the  township,  a  grist  mill.  Stream  is 
fed  by  a  pond  nearly  a  mile  square. 

Second,  a  grist  mill  at  Grant  Isle  in  the  St.  John. 
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Gray — Cumberland  County. 

From  Selectmen's  Statement. 
Eight  Powers. 

Four  on  Collyer  stream,  the  outlet  of  Dry  pond. 

First,  "  Dry  Mills,"  saw,  grist,  shingle  and  stave  mills ;  run 
two-thirds  of  the  year ;  fall  eight  feet. 

Second,  "  Webster'B  Mills,"  at  North  Gray,  saw,  grist,  shingle, 
and  sash  and  door  mills ;  run  all  the  year. 

Third,  "  Mayall's  Mills,"  of  brick,  Olfene  &  Thurlow,  ladies' 
cloths ;  one  building  at  present  unoccupied.  Water  the  year 
round ;  -fall  H  feet.  Estimate  of  power  40  years  ago,  40  horse. 
Centre-vent  wheel. 

Fourth,  "  Weymouth's  Falls,"  the  best  power  in  town,  a  Ml  of 
80  feet  can  easily  be  made. 

Fifth,  still  further  down,  "  Morse's  Mills,"  long  since  gone  to 
decay.  The  capacity  of  Oollyer's  branch  can  be  largely  increased 
at  a  small  expense,  by  artificial  means. 

Sixth,  on  the  great  Sucker  brook,  stave  mill ;  runs  most  of  the 
year. 

Seventh,  a  mill  at  West  Gray,  recently  built,  various  saws,  &c, 
runs  most  of  the  year,  and  derives  its  power  from  artificial  means, 
back  flowage,  &c. 

Eighth,  formerly  saw  and  grist  mill,  the  "Kamsdell  Mill,"  on 
Meadow  brook.    Privilege  now  unoccupied,  mills  gone. 

Plenty  of  building  material,  some  timber,  &c. 

Market,  Portland,  by  road.    Railroad  at  Pownal,  five  miles. 

Greenbush — Penobscot  County. 

From  Selectmen's  Returns. 
One  Power. 

"  Oleman  Mills,"  on  Olemon  stream,  near  its  mouth,  fall  12  feet; 
made  by  a  dam  which  ponds  the  water  back  about  five  miles. 

Power  operates  two  saws,  a  grist,  shingle,  clapboard  and  lath 
machine,  all  the  summer,  and  with  an  additional  foot  to  the  dam 
will  drive  them  all  the  year.     Large  improvements  just  made. 

No  lakes  near.  No  injury  from  freshets ;  granite  good  for  build- 
ing ;  lay  of  the  land  good. 

Market,  Bangor,  by  Penobscot  river;  E.  &  N.  A.  R.  R.  passes 
within  40  rods  of  the  mill. 
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Greene — Androscoggin  County. 
From  Selectmen's  Returns. 

[See  alao  "  Greene  and  Turner.1'] 

Four  Powers. 

First,  on  Sabbatus  stream,  15  feet  fall  from  top  of  dam  to  vent  of 
wheels ;  two-thirds  of  the  fall  is  secured  by  the  dam. 

Second,  on  Meadow  brook,  Baw  and  shingle  mill ;  operate  fall 
and  spring. 

Third  and  Fourth,  on  the  outlet  stream  of  Allen's  pond.  Neither 
is  employed  now,  but  they  are  more  valuable  than  either  of  the 
others.  Formerly  grist,  shingle,  and  carding  mill  upon  them. 
Water  holds  out  the  year  round ;  fall  20  and  25  feet ;  excellent 
chance  for  dams.  Saw  mills  and  a  grist  mill ;  former  operate  four 
months,  latter  all  the  year.  No  damage  from  freshets ;  annual  pro- 
duction $T,000. 

Market,  Lewiston  and  Portland,  by  rail. 

Greene  and  Turner — Androscoggin  County. 
Statement  of  M.  T.  Lvdden,  Esq.,  of  Turner. 
>  [See  also  "  Greene,"  and  "  Turner."] 

One  Power. 

"  Turner  Centre  Falls,"  at  Turner  Centre  bridge,  on  the  Andros- 
coggin, ten  miles  above  Lewiston ;  12  feet  fall ;  excellent  oppor- 
tunity for  canals  and  dam ;  hard  bottom  and  banks ;  abundant 
stone. 

If  the  volume  of  water  at  low  run  be  assumed  to  be  five  per  cent, 
less  than  at  Lewiston,  or  89,300  cubic  feet  per  minute,  11  hours  per 
day,  the  gross  power  of  the  fall  is  about  2,030  horse,  or  81,200 
spindles. 

The,  power  can  be  vastly  increased  by  use  of  reservoirs ;  see 
pages  85-86,  Part  II,  of  Report.     No  improvement. 

Greenfield — Penobscot  County. 

Statement  of  Jeremiah  Towle,  Esq. 
Five  Powers. 

First,  on  Olemon  stream,  shingle  and  clapboard  mill. 

Second,  25  rods  above,  unimproved ;  formerly  saw  and  grist 
mills. 

Third,  on  Sunkhaze  stream,  saw  and  shingle  mill,  called  the 
"  LeBallister  Mill." 
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Fourth,  one  mile  above,  the  "  Crocker  Falls,"  unimproved ; 
formerly  clapboard  and  shingle  mill. 

Fifth,  one  and  one-half  miles  above,  "Big-Dam  Falls,"  a  dam 
for  log-driving ;  no  other  improvement. 


Greenville — Piscataquis  County. 

From  Selectmen9 8  Statement. 
Pour  Powers.  • 

First,  on  Wilson's  stream ;  fall  100  feet  in  1.5  miles  ;  will  saw 
1,000,000%  feet  of  boards ;  saw  mill  formerly, — carried  away  by 
freshets  in  1846 ;  owned  by  the  town. 

Second,  on  Eagle  stream ;  six  feet  fall  in  25  ;  will  saw  75,000 
feet  boards  ;  saw  mill ;  two  months. 

Third,  on  West  Bay  stream;  fall  10  feet  in  10  rods;  saw, 
shingle,  clapboard,  and  grist  mill ;  will  saw  250,000  of  boards ; 
eight  months.     Fed  by  a  brook. 

Fourth,  on  Whitcomb  brook ;  fall  10  feet  in  20 ;  saw  mill ;  will 
saw  50,000  boards. 

Wilson's  stream  is  fed  by  several  ponds,  a  constant  and  large 
supply  of  water  may  be  had.  An  immense  quantity  of  excellent 
slate  for  roofing  purposes. 

Old-fashioned  Flutter  wheels.  Power  only  partially  improved. 
Slate  rocks  for  building. 

Market,  Bangor,  by  road. 

Geeenwood — Oxford  County. 

From  Selectmen7 s  Statement. 
Eight  Powers. 

First,  at  the  outlet  of  Hick's  pond. 

Second,  "Richardson's  Mill,"  on  Sanborn  river. 

Third,  "Hick's  Mills,"  saw  and  shingle,  at  the  outlet  of  Twitch- 
ell's  pond. 

Fourth,  at  the  "  McKenney  Falls,"  on  the  Morgan  stream,  height 
100  feet. 

Fifth,  "  Bacon  Falls,"  on  a  branch  of  the  Little  Androscoggin 
river,  height  50  feet ;  unimproved. 

Sixth,  on  the  Little  Androscoggin ;  unimproved,  a  large  and  con- 
stant slipply  of  water  from  various  ponds  above. 

Seventh,  "  Lock's  Mills,"  grist,  saw  and  carding  mill,  excelsior 
factory,  etc.    This  is  upon  Alder  river,  which  issues  from  ponds 
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covering  1,000  or  more  acres,  and  is  a  valuable  and  steady  power, 
perfectly  safe  and  constant  at  all  seasons.  The  larger  pond  can  be 
raised  four  feet  by  a  dam  for  a  reservoir.  Grand  Trunk  Railway 
track  close  by. 

Eighth,  a  saw  mill,  in  northwest  part  of  town. 


Greenwood  Plantation — Aroostook  County. 
Statement  of  W.  H.  Bryaon,  Esq,,  of  Haynemritte. 

One  Power. 

On  "  Scaggrook"  stream ;  fail  20  feet  in  a  mile.    No  improve- 
ment.   Stream  drains  quite  a  large  extent  of  country. 


Guilford — Piscataquis  County. 

From  Selectmen1 8  Returns. 
Pour  Powers. 

First,  "  Guilford  Village  Palls,"  on  the  Piscataquis  river;  fall  14 
feet ;  mills  run  all  the  year,  except  in  an  extremely  dry  season. 
A  saw,  two  shingle,  two  clapboard,  one  lath,  one  grist  mill,  two 
carriage  shops,  a  blacksmith's  shop,  and  one  woollen  factory  with 
two  sets  of  machinery,  all  in  full  operation.  600,000  of  lumber 
per  year,  4,000,000  shingles,  1,500,000  clapboards,  1,000,000  laths, 
30,000  bushels  of  grain,  with  carriage,  planing,  and  smith  work 
-done  by  water.  Power  owned  by  the  Guilford  Manufacturing 
Company ;  woollen  factory  by  Hobart  &  Young. 

Second,  at  the  outlet  of  Davis  pond,  fall  11  feet ;  saw,  shingle, 
and  clapboard  machinery ;  500,000  feet  of  lumber,  3,000,000  shin- 
gles, 400,000  clapboards.  Stream  fed  by  three  ponds ;  power  good 
10  months,  and  by  a  •higher  dam  at  the  outlet  of  pond  could  be 
made  available  all  the  year,  at  a  trifling  expense. 

Third,  on  the  outlet  stream  of  Salmon  pond,  two  shingle  mills, 
200,000  shingles  yearly ;  works  about  eight  months. 

Fourth,  on  the  Piscataquis  river,  two  miles  west  of  Dover  village) 
a  fall  of  20  feet  in  30  rods,  an  admirable  site  for  a  cotton  or  woollen 
factory.    This  power  is  wholly  unimproved. 

Various  ponds  and  sites  for  reservoirs  above,  which  if  duly 
improved  would  give  a  large  supply  of  water. 

Freshets  on  the  Piscataquis,  quite  heavy ;  range  of  water,  10  feet. 
The  banks  of  the  stream  are  high  so  that  little  or  no  damage  is  done. 


Bock,  limestone  and  slate;  lay  of  the  land  excellent  at  Guilford 
village.  The  improvement  of  the  power  has  greatly  increased  the 
wealth  of  the  town ;  the  village  contains  one-third  of  the  whole 
taxable  property  of  the  town,  and  it  is  nearly  all  the  result  of  the 
utilization  of  the  power. 

Value  of  annual  products  of  the  water-power  alone,  $300,000. 

Market,  Bangor,  via  Dexter  &  Newport  Railroad,  station  12 
miles  distant.  Bangor  &  Piscataquis  Railroad,  now  building  to 
Dover  and  Foxcroft,  station  six  miles  distant. 

Hallowkll — Kennebec  County. 
Nine  Powers, 

The  "  Vaughan  Stream  Falls."  The  total  descent  is  188  feet  in 
about  a  third  of  a  mile.  No  estimate  of  the  power  has  ever  been 
made  with  any  degree  of  accuracy.  On  one  of  the  falls,  upon 
which  there  is  an  overshot  wheel  20  feet  in  diameter,  and  a  grist 
mill  with  three  runs  of  stones,  grinding  can  be  done  11  months  of 
the  year.  Three  only  of  the  privileges  are  improved,  using  55 
of  the  188  feet.  Overshot  and  breast  wheels  employed,  and  no 
others.  The  power  is  owned  by  William  Stickney  and  Simon 
Page.  The  stream  is  naturally  variable.  Artificial  reservoirs  of 
almost  any  desired  magnitude  could  be  constructed,  and  a  vast 
amount  of  water  kept  in  reserve. 

Rock,  granite,  suitable  for  building  purposes,  in  some  respects 
the  best  variety  quarried  in  this  country  if  not  the  world. 

Some  25  hands  are  employed  in  the  mills  the  year  through. 
Market,  Portland  by  rail,  Boston  by  steamboats,  four  times  a  week ; 
vessels  drawing  12  feet  can  come  within  100  rods  of  the  stream. 

Hamlin  Plantation — Aboostook  Oountt. 

From  Assessors'  Returns. 
Vow  Powers. 

First,  "  Hammond  Privilege/'  on  Hammond  brook ;  large  quan- 
tities of  spruce  lumber  in  the  basin  of  the  stream.    Unimproved. 

Second,  on  Duboy  brook,  about  40  feet  perpendicular  descent. 
A  large  amount  of  machinery  might  be  kept  in  motion  throughout 
the  year  by  means  of  an  overshot  wheel  28  feet  in  diameter. 

The  stream  is  fed  by  a  small  pond.  Another  small  lake  in  the 
vicinity  which  now  discharges  its  waters  into  Black  brook,  and 
thence  into  the  Aroostook  river,  might  at  a  small  expense  be  con- 
nected with  the  Duboy  brook.  The  privilege  probably  belongs  to 
the  State. 
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Third,  a  small  power  below  the  above,  near  the  river  St.  John. 

Fourth,  a  power  on  Stony  brook,  an  active  stream,  which  would 
keep  considerable  machinery  in  motion  by  means  of  an  overshot 
wheel. 


Hamlin's-Grant  Plantation — Oxford  County. 

Statement  of  (he  Assessors. 

There  are  no  streams  of  any  considerable  size  in  Hamlin' s-Grant 
Plantation,  and  none  whatever  suitable  for  milling  purposes. 

Hampden — Penobscot  County. 
From  a  Statement  and  Plan  of  the  Streams  furnished  by  Daniel 

Crosby,  Esq. 
Six  Powers,  or  More. 

First,  on  Sowadabscook  river,  near  its  junction  with  the  Penob- 
scot. Fall  at  low  water  nine  feet ;  various  lumber,  shingle  and 
lath  saws;  four  American  turbines,  150  inches  water  each,  or  35 
horse-power  in  ail ;  a  fulling  mill,  six  horse-power. 

Second,  above,  a  paper  mill  of  four  30-inch  engines,  three 
turbines,  400  inches  water,  50  horse-power.    Head  and  fall  13  feet. 

Third,  above,  paper  mill  of  six  30-inch  engines,  three  turbines, 
400  inches  water,  65  horse-power.    Head  and  fall  17  feet. 

Fourth,  Fifth  and  Sixth,  between  this  mill  and  Stetson's  pond, 
two  and  one-half  miles,  one  occupied  by  saw,  lath  and  shingle 
machines ;  head  10  feet ;  head  at  the  other  two  privileges  eight 
feet ;    not  occupied. 

The  Sowadabscook  is  the  outlet  of  various  ponds,  area  1,000 
acres ;  not  improved  for  storage  on  account  of  flowage.  At  the 
foot  of  Stetson's,  the  lowest  pond,  a  ledge  in  the  channel  prevents 
the  drawing-down  of  the  pond.  The  attempt  to  construct  a  cut  or 
channel  at  this  point  resulted  in  a  law  suit  on  part  of  mill  owners 
on  the  Kenduskeag  stream,  between  which  and  the  Sowadabscook 
there  is  a  natural  thoroughfare  with  the  water  flowing  forth  and 
back  at  different  seasons — and  ultimately  in  an  abandonment  of 
the  scheme.  The  use  of  these  ponds  with  the  flowage  feasible 
would  add  greatly  to  the  value  of  the  powers.  As  now  used  the 
ponds  serve  neither  river  for  reserve  purposes.  The  river  is 
naturally  constant.    Scanty  water  only  for  two  months. 
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Hancock — Hancock  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  "  Graves'  Privilege/ '  on  Skilling's  river,  at  tide  water. 
Unimproved. 

Second,  "Joy's  Privilege/ '  above,  one-third  mile  from  tide 
water.    Unimproved. 

Third,  "  McFarland's  Privilege,"  above,  one-half  mile  from  tide. 
From  McFarland's  privilege  to  salt  water  is  a  continuous  fall  of 
10  feet  in  100.     Unimproved. 

Power  of  20  horse  the  year  round.  Formerly  grist,  saw,  and 
shingle  mills ;  went  to  decay,  dams  finally  swept  away  by  freshets. 

One  small  pond.  An  artificial  reservoir  three  miles  by  one 
could  be  constructed.  Stream  comparatively  constant  at  all  sea- 
sons. 

The  power  being  located  upon  tide,  is  favorably  situated  as 
regards  accessibility. 

Eock,  suitable  for  rough  work. 

Hanover — Oxford  County. 

From  Selectmen's  Returns. 
Numerous  Powers. 

On  the  outlet  stream  of  Howard's  pond,  which  falls  three  hun- 
dred and  sixty-five  feet  in  its  course  of  one  and  a  half  miles  to  the 
Androscoggin. 

One-fourth  of  the  power  is  improved.  There  is  but  one  dam,  at 
the  outlet  of  the  pond.  Wheels,  overshot.  The  mills  work  all  the 
year :  annual  product,  $5,400. 

The  pond  is  three-fourths  by  half  a  mile ;  its  capacity  could  be 
doubled  at  an  expense  of  $500.  The  mills  on  the  stream  now  con- 
stitute about  one-fourth  of  the  valuation  of  the  town.  Freshets 
harmless. 

Mills  are  within  seven  and  a  half  miles  of  the  Grand  Trunk  Rail- 
way.    Market,  for  the  products  of  the  mills  is  now  at  the  mills. 

Harmony — Somerset  County. 

From  Selectmen's  Returns. 
Four  Powers, 

First,  "Harmony  Village,"  on  Biggins'  stream;  500,000  of 

boards,  150,000  shingles,  and  a  machine  shop.    Part  of  the  mills 

operate  all  the  year.    Power  only  partially  used. 
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Second,  below,  carding  and  cloth-dressing  machine. 

Third,  at  Main  Stream  village,  on  Sebasticook  main  stream; 
500,000  feet  of  boards,  1,000,000  shingles,  and  a  good  grist  njilL 
Operates  all  the  year. 

Fourth,  on  "  Main  Stream  Falls,"  below ;  unimproved. 

A  bog  six  miles  by  three-fourths  mile,  is  flowed  by  a  dam,  in  con- 
nection with  Higgins'  stream.  Stream  can  be  made  to  yield  abun- 
dant water  all  the  year  \  Main  stream  also,  by  proper  dams. 

Good  building  stone.     Market,  Skowhegan,  Newport,  by  road. 

Harpswell — Cumberland  County. 

From  Statement  of  ike  Selectmen,  and  of  Messrs.  True  &  Co.r 

of  Portland. 
Several  Powers. 

All  are  tide  powers,  several  very  excellent  ones  being  unim- 
proved. 

First,  "Casco  Bay  Mills,"  at  the  lower  Narrows  of  the  "  Basin," 
in  the  southwest  part  of  the  town.  Length  of  dam  275  feet ;  height 
above  low  water,  12  feet ;  mean  rise  of  tide,  nine  feet.  Area  of 
pond,  200  acres ;  about  one-fourth  filled  at  low  water  to  about  15 
feet  depth.  Mill,  45  by  50  feet,  three  storied ;  Ryder  turbine,  50 
horse-power.  Building  will  accommodate  three  wheels  and  six  runs 
of  stones.  Capacity  of  privilege  fully  developed,  estimated  at  600 
horse-power.  Privilege  situated  on  an  excellent  harbor  ;  vessels 
of  8,000  bushels  grain  capacity  discharge  directly  into  the  mill. 
Fourteen  miles  from  Portland.  Owned  by  George  W.  True  &  Co., 
Portland. 

Second,  at  "  Mill  Cove,"  grist  mill  and  saw  mill. 

No  information  respecting  the  other  privileges. 

Harrington — Washington  County. 

Selectmen's  Returns. 
Two  Powers. 

First,  on  Mill  river,  fall  ten  feet,  stream  very  rapid ;  water  spring 
and  fall. 

Second,  on  Great  Marsh  stream  j  fail  about to  the  mile  ; 

will  carry  one  saw  the  year  round. 

Saw,  lath,  and  shingle  mills.  Rock,  limestone,  "  which  should 
be  tested/' 
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Harrison — Cumberland  County. 

From  Selectmen's  Returns. 
Four  Powers. 

First,  at  the  outlet  of  Anonymous  pond,  at  Harrison  village,  fall 
twelve  feet ;  "  Tolman  &  Co.'s  wire-factory";  product  $50,000  per 
annum. 

Second,  on  Bear  river,  at  the  village,  fall  21  feet.  The  Harrison 
Water  Power  Company  have  just  commenced  building  a  dam  for  a 
factory. 

Third,  on  the  same  river,  just  below,  fall  ten  feet ;  unoccupied. 

Fourth,  at  Bolster's  mills,  on  Crooked  river,  fall  eight  feet,  dam 
ponds  the  water  back  60  rods ;  saw,  grist  and  shingle  machine  ; 
wheels  overshot,  centre-vent,  and  Leffel's  American  double  turbine. 

Bear  river  is  the  outlet  of  Bear  pond  ;  Crooked  river  is  connect- 
ed with  numerous  ponds  above ;  no  damage  by  freshets ;  abundant 
supply  of  water  except  in  severe  drouths.     Rock;  granite,  abun- 
dant and  of  good  quality ;  lay  of  the  land  very  good. 

Market,  Portland,  by  canal,  and  road. 

Hartford — Oxford  County. 

From  Selectmen's  Returns. 
Three  Powers. 

On  Bungermuck  stream;  fall  respectively  9,  15,  and  20  feet. 
They  are  not  improved. 

Hartland — Somerset  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  "  Upper  Sebasticook  Falls,"  in  the  village  of  Hartland,  on 
the  west  branch  of  the  Sebasticook  river,  about  one  mile  from  the 
outlet  of  Moose  pond ;  fall  30  feet  in  75  rods. 

Second  and  Third,  smaller  powers  about  three  miles  from  the 
village. 

Improvements  upon  the  above  powers,  three  dams,  saw,  shingle 
and  grist  mill,  carding  machine,  woollen  factory,  carriage  and 
blacksmith  shop ;  powers  operate  all  the  year ;  Tuttle  wheel  used. 

A  storage  of  six  feet  on  Moose  pond,  assumed  at  10  square  miles, 

will  yield  for  10  hours  a  day,  312  days  per  year,  480  horse-power, 

gross,  on  the  Upper  Sebasticook  fallB,  or  19,200  spindles.    The 

storage  could,  however,  be  used  in  six  months  or  less,  and  the 

20 
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power  increased  in  proportion,  the  natural  run  sufficing  all  demands 
the  residue  of  the  year. 

Artificial  reservoirs  of  very  great  extent  can  be  constructed ; 
freshets  perfectly  harmless ;  range  of  water  about  five  feet ;  water 
abundant  at  all  seasons. 

Rocks,  granite ;  one-half  basin  forests ;  lay  of  the  land  good. 

Market,  Bangor,  by  road  to  Pittsfield,  seven  miles,  and  thence 
by  railroad. 

Haynbsvillb  and  Leavitt  Plantations — Aboostook  County. 
From  the  Statement  of  W.  H.  Bryson,  Esq.,  of  HayneswUe. 

One  Power, 

At  "The  Forks''  of  the  East  and  West  branches  of  the  Matta- 
wamkeag  river,  .within  a  half  mile  of  the  road  from  Bangor  to 
Houlton.  A  dam  400  feet  long  would  give  a  head  of  eight  feet. 
-  The  bed  of  the  river  is  ledge.  The  great  Mattawamkeag  lake, 
5.50  square  miles,  12  miles  above,  on  the  West  branch,  is  an  im- 
mense reservoir,  having  a  dam  at  its  outlet  which  raises  a  12-foot 
head.     Unimproved. 

Hebbon — Oxford  County. 

From  Selectmen's  Eeturn. 
Several  Powers. 

"  Matthews  Pond  Falls,"  height  140  to  180  feet  in  100  rods. 
Only  one  mill  upon  it.  The  power  fully  employed  would  saw  800- 
000  of  lumber.     Could  be  worked  all  the  year  with  a  suitable  dam. 

Machinery  now  used  of  the  poorest  construction ;  old-fashioned 
wooden  wheel.  Area  of  the  two  connected  ponds,  470  acres.  Their 
capacity  could  be  doubled  by  a  dam,  and  at  a  trifling  expense. 
Rocks,  coarse  granite,  suitable  for  building  dams.  .Lay  of  the  land 
convenient. 

Market,  West  Minot  and  Mechanic  Falls. 

Hbbmon — Penobscot  County. 

Selectmen's  Returns. 
Two  Powers. 

First,  "  Shaw  &  Harding  Mill,"  on  Cold  brook.  Fall  eight  feet. 
Dam  and  mill  upon  it;  mill  out  of  repair;  operates  four  months. 
Situated  close  by  the  Maine  Central  Baikovd,  and  three  miles  from 
the  business  part  of  Bangor. 


Brr.  II.]  THB  WATBR  P0WXB8.  gOT 

Second,  on  the  Wheeler  stream,  "King's  Mill-Dam";  five  and  a 
half  miles  from  Bangor.  About  equal  to  the  first-mentioned  in 
capacity.     No  other  improvement  than  the  dam. 

Hinklet  Township — Washington  County. 
■   Statement  of  Peol  Tornah. 

[See  alio  "  Hinkley  Township  and  Township  No.  XXVII."] 

Several  Powers* 

On  the  East  and  West  Musquash  streams,  the  outlets  of  the  lakes 
of  the  same  name.  There  is  a  fall  of  60  feet  from  West  Musquash, 
and  100  feet  from  East  Musquash  lake  to  Big  lake.  The  lakes  are 
dammed  four  and  seven  feet  respectively,  and  yield  a  large  volume 
of  water.    ■ 

Hjnklky  Township  and  Township  No.  XXVII — Washington  County. 
Statement  of  Oscar  Pike,  Esq.,  of  Princeton,  and  Anson's  Survey. 
Several  Powers. 

The  outlet  stream  of  Grand  lake,  on  the  west  branch  of  the  St. 
Croix,  or  the  "  Grand  Lake  Stream,"  has  a  fall  of  about  80  feet  in 
its  descent  to  Big  lake.  At  its  head  the  St.  Croix  Log  Driving 
Company  built  in  1867,  a  dam  to  hold  about  eight  feet  head. 

A  storage  of  only  four  feet  on  the  lake,  will  yield  on  the  whole 
fall  1,480  horse-power,  for  ten  hours  a  day,  312  days  per  annum,  or 
59,200  spindles.  In  addition,  the  various  lakes  above  are  dammed, 
and  the  supply  of  water  can  be  much  increased  thereby.  The  stop- 
age  could  be  used  in  six  months  or  less,  the  natural  flow  sufficing 
the  rest  of  the  year. 

The  lower  privilege  at  the  head  of  steamboat  navigation  on  the 
Big,  Long,  and  Lewey's  lakes,  is  furnished  with  an  almost  com- 
plete dam  by  nature ;  a  ridge  of  rock  running  across  the  river  leaves 
only  about  25  feet  to  be  constructed.  A  head  of  15  or  more  feet 
can  be  had  readily.  Solid  rock  bottom  and  sides.  Most  excellent 
chance  for  mills.  Quite  a  large  eddy  above  serves  as  a  natural 
pond. 

The  sites  above  are  likewise  very  superior.    All  unimproved. 
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Hiram — Oxford  County. 

From  the  Report  of  Surveys  of  Gyrus  IngaUs  and  Oeorge 
Wadsworth,  E&qs. 
[See  alio  "  Baldwin  and  Hiram,'*  "  Cornish  and  Hiram,"  and  "Hiram  and  Paxsonsfield."] 
Twenty-Five  Powers. 

Nine  of  the  above  are  situated  upon  Hancock  brook,  which  is  a 
chain  of  eight  or  more  considerable  lakes  and  ponds. 

First,  100  rods  from  Hiram  bridge,  Allen's  mill  and  privilege ; 
various  saws ;  head  and  fall  eight  feet.  , 

Second,  25  rods  above,  Clark  &  Co.;  various  saws  and  a  grist 
mill ;  head  and  fall  16  feet. 

Third,  20  rods  above,  a  dam  seven  feet,  can  be  made  ten  feet ; 
pond  of  five  acres.  Formerly  a  shingle  machine.  It  is  held  as  a 
reserve  for  the  mills  below. 

Fourth,  three-quarters  mile  above,  Rankin's  saw  mill  and  privi- 
lege ;  head  and  fall  10  feet. 

Fifth,  Sixth,  and  Seventh,  above  the  Rankin's  mill,  excellent  sites 
for  mills  of  large  capacity.  Dams  twelve  feet  high  can  be  made  at 
small  expense,  as  the  banks  are  closely  adjacent  and  the  foundation 
rock.    Two  wooden  dams  are  used  for  log-driving. 

Eighth,  two  miles  above,  the  "  Barker  Dam,"  at  the  outlet  of 
Barker  pond,  head  and  fall  eight  feet,  and  at  an  altitude  of  275  feet 
above  the  Saco  river  at  Hiram  bridge.  Pond  contains  over  500 
acres.  From  this  pond,  northeasterly,  one  mile,  is  the  Pickerel 
pond,  25  acres. 

Ninth,  from  this  pond  np,  three-fourths  of  a  mile,  at  the  foot  of 
the  "  Great  Hancock  Pond,"  stone  dam  50  feet  long,  eight  feet 
high ;  pond  contains  500  acres.  From  the  upper  end  of  this  pond, 
four  rods  further,  the  foot  of  the  "  Upper  Hancock  Pond  "  is  reach- 
ed, which  contains  about  100  acres.  Three-fourths  of  a  mile  east 
of  this  pond,  are  four  other  ponds,  some  of  which  are  of  consider- 
able size,  and  flow  into  the  Great  Hancock  pond. 

The  ponds  connected  with  this  stream  taken  together  have  an 
area  of  not  less  than  2,500  acres,  and  at  small  expense  could  be 
made  reservoirs  to  the  Saco  for  extensive  operations. 

Tenth,  on  Wadsworth  Canal  brook,  various  saws ;  13  feet  head 
and  fall,  pond  four  acres.     Water  six  months. 

Eleventh,  two  miles  above,  "  Hatch  and  Warren's  Mill,"  ten  feet 
head  and  fall,  pond  four  acres,  various  saws. 

Twelfth  and  Thirteenth,  on  Hunter's  brook,  fall  for  overshot 
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wheels  25  feet  diameter,  could  operate  about  all  the  year.  Good 
sites  for  light  machinery,  and  accessible. 

Fourteenth  and  Fifteenth,  on  Barnes'  brook,  30  to  40  feet  fall  can 
be  had  at  each.     Great  amount  of  hemlock  and  hard  wood. 

Sixteenth,  above,  at  the  "  Barnes  place,"  formerly  a  saw  mill. 
Not  used. 

Seventeenth,  a  mile  above,  "  Wadsworth's  Mill/'  stave  and  shin- 
gle.    Operates  part  time  nearly  all  the  year. 

Eighteenth  and  Nineteenth,  on  Meadow  brook,  formerly  grist 
mills ;  dam  12  feet  high,  feasible ;  water  for  small  machinery,  near- 
ly all  the  year. 

Twentieth,  half  a  mile  above,  "Pierce's  privilege,"  suitable  for 
an  overshot  wheel,  and  light  work. 

Twenty-First  and  Twenty-Second,  on  Mill  brook  ;  one  near  the 
Fryeburg  stage  road,  has  an  overshot  wheel  22  feet  in  diameter, 
and  eight  feet  fall  from  the  dam  above.  Formerly  operated  a  grist 
mill,  now  various  lumber  saws. 

Twenty-Third  and  Twenty-Fourth,  etc.,  good  privileges,  above. 

Twenty-Fifth,  on  "  Spring-Schoolhouse  brook,"  at  crossing  of 
road,  might  operate  nearly  all  the  year  by  use  of  reservoirs. 

Hiram — Oxford  County,   and  Parsonsfield — York  County. 

Statement  of  Oeorge  Wadsworih,  Civil  Engineer,  of  Hiram, 

[See  also  "  Hiram,"  and  "  Parsonsfield."] 

Two  Powers .• 

On  the  Great  Ossipee  river,  between  the  site  of  "Warren's  Mill,1' 
and  Kezar  Falls.  Head  of  12  feet  can  be  had  at  each.  .  These  sites 
are  regarded  as  valuable  in  their  degree  as  Kezar  Falls. 

The  river  is  very  permanent,  being  fed  by  large  ponds  which  are 
already  improved  for  storage,  and  are  susceptible  of  greater  im- 
provement.    See  page  TY,  second  Table. 

« 
Hiram  and  Porter — Oxford  County. 

Statement  of  George  Wadsivorth,  Civil  Engineer. 
[See  also  "  Hiram,"  and  "  Porter."] 

Four  Powers. 

On  the  outlet  stream  of  Spectacle  and  other  ponds. 

First,  the  lowest  near  Ossipee  river,  "  Stanley's  Mill,"  various 
saws  and  planer.  Nine  feet  head  and  fall.  Can  operate  all  the 
year. 
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Second,  "  Milliken's  Mill,"  above,  grist  mill,  and  various  saws, 
operating  all  the  year. 

Third,  above,  at  outlet  of  Spectacle  and  Trafton  ponds ;  formerly 
saw  and  grist  mills.  Now  unoccupied  ;  except  dam  for  reservoirs. 
Ten  feet  head  and  fall  can  be  had,  the  best  privilege  on  the  stream. 

Fourth,  "  Merrifield's  Mill,"  at  outlet  of  Jay-Bird  pond,  stave 
and  shingle  machinery.  Head  and  fall,  now  five  feet,  can  be 
doubled. 

Hodgdon — Aroostook  County. 

From  Selectmen9 8  Returns. 
Three  Powers. 

Good  privileges,  on  the  Meduxnakeag  river,  and  all  in  a  running 
distance  of  one  mile ;  the  upper  two  50  rods  apart. 

The  upper  two,  "  Jewett  &  DunelFs  Mills";  the  lower,  "  Hutch- 
inson's Mills." 

Upper  fall  11  feet ;  second,  six  feet ;  lower,  nine  feet.  No  natu- 
ral ponds  in  the  vicinity.  The  upper  dam  ponds  back  the  water 
three  miles ;  the  lower  about  a  mile. 

Economically  applied,  the  power  would  carry  a  considerable 
amount  of  machinery  nearly  all  the  year.  Poorly  applied  at 
present. 

On  the  upper  dam,  various  saws,  a  carding  and  fulling  and  grist 
mill. 

On  the  second  dam,  a  shingle  mill.  • 

On  the  lower  dam,  various  saws,  and  planing  machine. 

The  grist  mill  works  all  the  year ;  the  saw  mill  two-thirds  of  the 
year ;  the  lower  mill  nearly  all  the  year ;  the  shingle  machine  was 
erected  recently. 

The  machinery  is  not  economical  of  power;  centre-vent  and 
reacting  wheels. 

An  artificial  reservoir,  five  miles  by  four,  could  be  constructed 
at  small  expense  above  the  upper  dam,  and  the  land  it  would  flow 
is  nearly  useless ;  freshets  harmless ;  total  range  from  lowest  to 
highest  water,  about  eight  feet. 

Holden — Penobscot  County. 
From  a  Statement  of  the  Selectmen,  and  a  Plan*  of  the  Streams. 

Six  Powers. 

Four  situated  on  Dead  river  the  outlet  of  Fitz  pond,  which  is 


Dnr.  H.]  „  THS  WATBfc  POWBBS.  gXl 

four  mfles  by  half  a  mile.  All  good  privileges,  and  sufficient  to 
run  an  up-and-down  saw  throughout  the  year  except  in  a  severe 
drouth. 

First,  a  shingle  mill. 

Second,  a  saw  mill  and  tannery. 

Third,  saw  mill  and  shingle  mill. 

Fourth,  a  shingle  mill. 

Fifth,  on  Budge's  stream,  a  saw  mill. 

Sixth,  on  the  same,  a  saw  mill. 

The  powers  on  Budge's  stream  run  about  four  months  in  the 
year. 

Annual  product,  about  $10,000.  Market,  Bangor,  seven  miles 
distant. 

Holden  Township — Somerset  County. 
Statement  of  Heman  Whipple,  Esq.,  of  Solon. 

Six  Powers. 

First,  on  Heald  stream,  three-fourths  mile  above  south  line,  16 
feet  fall  can  be  had ;  grist  mill  to  be  built. 

Second,  a  mile  above,  15  feet  fall,  saw  mill. 
%  Third,  three-fourths  mile  above,  10  feet  fall,  dam. 
Fourth,  "  Dog-Hole  Falls,"  above,  12  feet.    No  improvement. 
Pond  above,  one-half  square  mile,  flowed  eight  feet. 
Fifth,  one-half  mile  from  south  line,*  fall  10  feet,  dam. 
Sixth,  one  mile  above,  10  feet  rail,  dam. 
Pond  above  for  reservoir,  one-half  square  mile. 

Holeb  Township — Somerset  County. 

Statement  of  fix- Governor  Goburn. 
Two  Powers. 

First,  on  Moose  river  in  the  extreme  southeast  corner  of  the 
township,  "Holeb  Falls,"  48  feet  fall  in  80  rods.  Very  fair 
chance  for  dams  and  mills,  granite  bottom  and  banks.  No  im- 
provement. 

Second,  on  Barrett  brook,  15  feet  in  30  rods.  Good  site  for 
dam  and  mills.    Small  pond,  which  ean  be  dammed. 

Hollis — York  County. 

[See  also  " Buxton  end  Hollis,"  "Buxton,  Hollis  and  Standish,"  and  "Dayton  and 

Hollii." 
Three  Powers. 

First,  a  saw  mill  on  a  brook  running  from  Hollis  Centre  to 
Barker' s-Pond  stream. 
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Second,  a  saw  mill  on  a  tributary  to  Kelliok  pond,  about  three- 
fourths  of  a  mile  above  the  pond. 

Third,  on  the  same  stream,  about  a  mile  above,  a  saw  mill. 


Hope — Knox  County. 
From  the  Selectmen's  Returns  and  a  Plan  of  the  Streams. 

Ten  Powers,  and  More. 

Four  at  the  foot  of  the  Hobbs  and  Pish  ponds,  all  within  three- 
fourths  of  a  mile ;  average  head  upon  each  privilege  10.  feet. 

First,  on  the  dam  at  the  foot  of  the  ponds,  various  saws  and  a 
grist  mill. 

Second,  below,  saw  mill,  water  for  a  large  business  10  months. 

Third,  on  the  next  dam,  saw,  threshing,  grist,  and  machine  shop 
equipment ;  water  the  year  round. 

Fourth,  on  the  next  dam,  various  saws. 

Fifth  and  Sixth,  below,  unoecupied. 

Lay  of  the  land  good  for  building ;  abundance  of  rocks,  and 
quite  heavily  wooded.  Mills  located  at  the  foot  of  the  above 
named  ponds ;  see  page  140,  second  table. 

Seventh,  at  the  foot  of  the  Mansfield  pond ;  saw  for  staves  and 
heading ;  eight  months  in  the  year ;  head  14  feet ;  a  great  amount 
of  lumber. 

Eighth  and  Ninth,  below,  unoccupied. 

Tenth,  mill  for  staves  and  heading ;  three  months.  Other  privi- 
leges below,  superior  to  this,  unoccupied.  These  privileges  are  at 
the  upper  end  of  the  Hobbs  and  Fish  ponds.  Mills  located  from 
10  to  12  miles  of  Rockland,  and  seven  to  nine  miles  of  Camden ; 
both  good  markets. 

Houlton — Aroostook  County. 

From  Selectmen's  Returns. 
Seven  Powers. 

Upon  the  south  branch  of  the  Meduxnakeag  river  and  its  tribu-: 
taries,  known  as  the  "  Cary,"  the  "  Page  and  Madigan,"  the 
"Ham,"  "Logan,"  "Mansur,"  "Cressey"  and  "Houlton" 
water-powers.  The  Cary  privilege  has  a  fall  of  about  30  feet ;  the 
others  of  about  12  feet. 

"Power  is  sufficient  for  the  largest  manufactories;  water 
abundant  all  the  year."  Improved  in  two  grist,  four  saw,  and 
two  carding  mills ;  two  cabinet  shops,  one  tannery  and  a  machine 


Bit.  II.]  THE  WATEB  P0WBB8.  g}g 

shop  and  foundry.  Numerous  lakes  and  large  streams ;  the  lakes 
can  be  converted  into  large  reservoirs  at  small  expense. 

Freshets  never  destructive;  sites  for  building  very  excellent; 
rock  suitable  for  building  close  at  hand. 

"  There  is  a  most  excellent  opportunity  for  factories,  especially 
woollen  factories.  We  raise  the  best  of  wool,  in  great  quantities, 
which  now  goes  to  Boston  and  then  comes  back  to  us  in  cloth. 
Other  manufactories  are  greatly  needed,  and  we  can  offer  the 
highest  inducements."  The  soil  in  this  region  is  a  deep  rich  loam, 
-underlaid  by  clay. 

Market,  Boston  and  Bangor;  the  former  by  the  St.  Andrews 
Railroad  and  steamboat.  "Our  great  trouble,  in  years  past,  has 
been  means  of  access  to  the  rest  of  the  world.  The  railroad  above 
mentioned  has  begun  to  give  us  relief.  The  opportunities  and 
necessities  for  manufacturing  here  are  very  unusual." 

Howard  Township — Piscataquis  County. 
Statement  of  Luther  Chamberlain,  Esq.,  of  Atkinson. 
Eight  Powers. 

First,  on  the  Ship  pond  stream,  about  30  rods  above  Sebec  lake ; 
a  head  of  10  feet  can  be  had  perpendicular,  and  by  flumes  a  fall 
of  20  feet  in  200  of  run. 

Second,  Third,  Fourth,  above,  rapids ;  from  8  to  12  feet  on  each 
can  be  had. 

Fifth,  on  the  outlet  stream  of  Long  pond,  a  fall  of  18  feet  can 
be  had. 

Sixth,  on  Wilson  stream,  about  a  mile  above  Sebec  lake ;  a  fall 
of  15  feet  can  be  had  perpendicular ;  rock^  bottom  and  banks. 
Good  site  for  mills.    Formerly  a  mill. 

Seventh,  a  short  distance  above,  a  perpendicular  fall  of  15  feet 
can  be  had ;  solid  ledge,  good  chance  for  mills. 

Eighth,  a  saw  mill  on  the  outlet  of  Beaver  pond. 

Ship  pond  covers  three  square  miles,  is  fed  by  other  ponds,  and 
is  a  grand  reservoir.     Long  pond  covers  a  square  mile. 

Howland — Penobscot  County. 
From  Selectmen's  Returns. 

[See  also  "  Enfield  and  Howland."] 
Two  Powers, 

First,  the  "Howland  Falls,"  at  the  mouth  of  Piscataquis  river. 
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Height  20  feet,  produced  by  a  dam,  which  ponds  the  water  back 
six  miles  or  more  to  the  privileges  in  Maxfield.  The  dam  is  300 
feet  long,  is  built  of  logs,  and  is  of  great  strength,  with  a  sluice 
for  ice  at  the  east  end,  40  feet  long  and  two  feet  deep.  Five  saw 
mills  are  already  built  upon  the  privilege;  there  is  room  with 
abundant  power  for  five  more. 

Upon  the  south  side  of  the  river  there  is  a  natural  canal  through 
which  the  river  could  be  turned  with  insignificant  cost.  The  land 
upon  the  canal  is  level,  and  but  little  elevated  above  high  water. 
It  affords  sites  for  any  number  of  mills,  of  unsurpassed  excellence 
and  easily  and  cheaply  improved. 

Enormous  quantities  of  lumber  remain  upon  the  river  above, 
especially  of  hemlock.  No  more  favorable  opportunity  could 
possibly  be  afforded  for  tanning  on  an  extensive  scale.  The 
"extract  of  bark"  for  tanning  purposes  could  also  be  made  here 
under  the  most  favorable  conditions.  The  privilege  is  owned  by 
Messrs.  N.  J.  Miller  of  Portland,  and  Albert  Emerson  of  Bangor. 

The  Piscataquis  at  this  point  drains  1,216  square  miles,  or  only 
about  100  square  miles  less  than  the  Saco  at  Saco ;  it  is  fed  by 
over  14  square  miles  of  lakes  and  ponds,  including  only  29  of  the 
larger.  The  surface  of  the  basin  is  generally  moderately  uneven 
and  undulating,  so  that  the  surplus  drainage  is  not  thrown  off  with 
rapidity,  and  a  comparatively  large  volume  is  reserved  for  use  in 
the  summer  season.  A  storage  of  six  feet  upon  the  Schoodic, 
Sebec,  Seboois  and  Endless  lakes  alone,  47  square  miles,  would 
furnish  1,580  horse-powers,  63,200  spindles,  for  10  hours  a  day, 
312  days  per  year,  on  this  fall.  But  the  storage  could  all  be  used 
in  three  to  six  months  furnishing  a  two  to  three  fold  greater  power, 
to  sustain  which,  for  the  rest  of  the  year,  the  natural  run  of  the 
river  would  be  more  than  sufficient.  The  lakes  specified  are 
comparatively  near  at  hand.  To  the  above  figure  for  the  power 
attainable  in  a  drouth  by  storage,  should  be  added  the  natural 
low  run  of  the  river,  which  at  this  point  would  probably  be  400  to 
500  horse-powers,  on  a  20-foot  fall. 

Second,  a  power  on  the  Seboois  river ;  unimproved. 

These,  taken  in  connection  with  the  enormous  power  on  the 
Penobscot  river,  carry  up  the  manufacturing  resources  and  capa- 
bilities of  this  town  to  a  figure  not  surpassed. 
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Hudson — Penobscot  County. 

Statement  of  Joel  Mann,  Esq. 
One  Power. 

At  Hudson  village,  in  the  centre  of  the  town,  on  the.  outlet 
stream  of  Little  Pushaw  lake,  two  saw,  a  shingle  and  grist  mill, 
and  other  machinery,  and  power  sufficient  to  carry  as  much  more. 

Lumber  is  manufactured  the  year  round. 

The  Little  Pushaw  lake  covers  nearly  a  square  mile,  and  is  fed 
by  numerous  and  considerable  streams. 

Independence  Plantation — Penobscot  County. 

Statement  of  (he  Assessors. 
Several  Powers. 

On  the  Crossuntic  stream,  large  enough  to  operate  saw  mills 
and  shingle  and  clapboard  machines.  There  are  swamps  and  ponds 
that  might  be  converted  into  reservoirs  of  considerable  capacity. 

None  improved. 

Indian  Township — Washington  County. 

Statement  of  Oscar  Pike,  Esq. 
Two  Powers. 

First  on  the  Tomar  stream,  three  miles  from  the  river,  fall  10 
feet ;  dam  and  shingle  machine. 

Second,  one  and  a  half  miles  above,  10  feet  fall;  excellent  chance 
for  dam.     Not  used. 

Stream  fed  by  the  Tomah  ponds  which  cover  two  square  miles, 
and  can  be  flowed. 

Indian-Pond  Township — Somerset  County. 

Statement  of  Messrs.  J.  M.  Haynes  of  Augusta,  and  Eeman 

Whipple,  of  Solon. 
Several  Powers. 

From  the  dam  at  the  foot  of  Indian  pond  to  the  mouth  of  Chace's 

stream,  the  Kennebec  river  is  a  violent  torrent,  constituting  the 

well-known  "  Rapids,"  the  upper  half  of  which  is  in  this  township. 

The  fall  is  not  less  than  150  to  200  feet  in  a  run  of  four  and  a  half 

miles.    The  banks  are  very  high  and  steep,  and  together  with  the 

bottom  and  sides  of  the  river  are  solid  ledge.    There  are  points, 

however,  where  dams  could  be  constructed  and  facilities  for  access 

secured. 
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At  the  head  of  the  rapids,  "  Indian-Pond  Dam,"  flows  five  miles, 
large  reservoir,  dam  200  feet  long,  24  gates ;  good  site  for  devel- 
opment in  all  respects. 

Between  the  two  ponds,  which  are  classed  together  as  Indian 
pond,  is  quick  water  for  one-half  mile,  with  a  good  site  for  im- 
provement.    Upper  pond  two  miles  long. 

There  are  several  privileges  upon  other  streams,  as  follows : 

First,  at  the  foot  of  the  lower  pond  on  Chace's  stream,  a  most 
excellent  site,  where  20  feet  fall  can  be  had ;  a  dam  already  built. 
Below  this  the  stream  is  very  swift,  but  the  height  and  steepness 
of  the  banks  render  it  almost  unimprovable. 

Second,  Third,  etc.,  above,  good  sites,  with  large  and  numerous 
reservoir  ponds.     Not  used. 

Fifth,  Sixth,  etc.,  on  Indian  stream ;  reservoirs  above.  Not  used. 

Indian  Purchase  Township  (East) — Penobscot  County. 
Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 
Eleven  Powers,  or  More. 

First,  Second,  etc.,  "  Grand  Falls,"  on  the  Penobscot  river,  one 
mile  of  swift  water ;  lower  pitch  15  or  20  feet. 

Fourth,-  Fifth,  Sixth,  etc.,  above  Grand  Falls,  "Island  Falls," 
two  miles  long.     One  pitch  20  feet  in  20  rods. 

Seventh,  "Rhine's  Pitch,"  ten  feet  fall. 

Eighth,  at  outlet  of  Quakish  lake,  a  dam  can  be  built  12  feet 
high ;  lake  about  a  square  mile  and  a  half. 

Ninth  and  Tenth,  from  Quakish  lake  to  North-Twin  Dam  about 
one  mile  of  rough  water ;  fall  about  25  feet. 

Eleventh,  "  North  Twin  Dam."  The  dam  is  about  400  feet  long, 
16  feet  high,  and  has  22  gates.  It  flows  North  Twin  lake,  five 
square  miles,  South  Twin,  four  square  miles,  Pamedumcook  six 
square  miles,  and  Amjejus  four  miles,  holding  an  enormous  store 
of  water. 

Industry — Franklin  County. 

From  Selectmen's  Statement. 
Two  Powers. 

First,  at  the  outlet  of  Clear-Water  pond,  "Allen's  Mills";  33  feet 
fall  in  55  rods.  Eight  hundred  inches  of  water,  under  a  12-foot 
head,  operates  12  hours  per  day  through  the  year ;  machinery  not 
of  the  best  construction ;  grist,  saw,  shingle,  clapboard  and  lath, 
and  shovel-handle  machinery ;  also  a  tannery,  with  water  privilege 
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sufficient  to  use  100  cords  of  bark  per  year ;  the  dam,  at  the  foot 
of  pond,  may  be  raised  three  feet ;  abundant  stone  for  building 
purposes;  the  pond  contains  from  1,500  to  2,000  acres;  water 
deep  and  clear ;  absolute  immunity  from  danger  by  freshets. 

Six  miles  from  Farmington  depot,  good  roads ;  15,000  dozen 
shovel  handles  manufactured  last  year,  and  hauled  to  depot  for 
two  cents  per  dozen. 

Second,  "  West's  Mills/ ;  30  feet  fall  in  50  feet  distance ;  saw 
and  shingle  machine,  two  months  per  year ;  grist  mill,  ten  months 
per  year.     Ten  miles  from  Farmington  depot. 

Island  Falls  Plantation — Aroostook  County. 
Statement  of  E.  F.  Dinomore,  Esq. 
Three  Powers. 

First,  on  the  Mattawamkeag,  west  branch,  fall  20  feet,  with  a 
chance  for  flowage  of  some  hundreds  of  acres,  by  a  higher  dam. 
Water  enough  at  all  seasons  to  carry  a  large  amount  of  machinery. 

There  are  at  present  on  this  privilege  a  saw,  shingle,  and  grist 
mill.  The  stream  drains  a  large  extent  of  rolling  country,  is  fed 
by  numerous  ponds,  and  is  therefore  comparatively  constant. 

Second,  on  "  Cold  Brook,"  saw  and  grist  mill. 

Third,  on  Dyer  brook,  water  sufficient  for  saw  and  grist  mill. 
Unimproved.  This  and  the  foregoing  power  are  situated  near  the 
stage  road. 

ISLESBOROUGH — WALDO    COUNTY. 

From  Statement  of  the  Selectmen. 
Six  Powers,  or  More. 

First,  at  the  outlet  of  a  pond  of  12  acres,  which  may  be  in- 
creased to  twice  that  size  by  means  of  a  cheap  dam ;  an  eight-foot 
greater  head  than  the  present  may  be  had  and  water  sufficient  to 
carry  a  grist  mill  two-thirds  of  the  year.  Pond  lies  one-third  mile 
from  sea  shore. 

Second,  on  the  same  stream,  just  at  its  mouth ;  with  another 
dam,  the  water  may  be  used  again  to  as  good  advantage  as  at  the 
pond.    Unimproved. 

Third,  Fourth,  etc.,  from  the  pond  to  the  sea  line  there  is  a  total 
fall  of  60  feet,  which  might  be  improved  in  two  or  three  privileges. 
Unimproved. 

Fifth,  a  tide  power  at  the  head  of  Sabbath-day  harbor,  quite  a 
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reservoir,  with  a  very  narrow  entrance,  which  could  be  dammed  at 
trifling  expense.     Unimproved. 

Sixth,  a  tide  power  at  the  head  of  Gilkey's  harbor,  with  a  large 
reservoir  which  could  be  dammed  at  not  unreasonable  expense, 
and  a  large  amount  of  work  done.    Unimproved. 

Bocks,  shale. 

Jackhak  Township — Somerset  County. 

Statement  of  Eeman  Whipple,  Esq. 
One  Power. 

About  half  a  mile  from  lake,  "  Churchill  Falls/'  fall  10  feet,  ex- 
cellent chance  for  improvement ;  good  land  all  about.    Not  used. 

Jackson — Waldo  County. 

From  Selectmen's  Returns. 
Six  Powers. 

First,  on  Hadly  brook,  saw  mill ;  fall  fourteen  feet. 

Second,  on  Hadly  brook,  fall  20  feet. 

Third,  Fourth,  Fifth  and  Sixth,  on  Marsh  stream ;  total  fall  of 
the  four  combined,  60  to  10  feet  in  three-fourths  mile ;  two  saw, 
one  grist,  and  a  shingle  mill ;  operate  from  one-third  to  one-half  of 
lie  year.    Power  only  partially  improved. 

Rose  wheel.  Two  ponds  at  the  head  of  Hadly  brook ;  each  will 
cover  twenty-five  acres.  Artificial  reservoirs  feasible  to  some 
extent.  Basin  one-third  wooded.  Mills  cut  in  1867,  600,000  feet 
hemlock  boards,  1,000,000  shingles,  25,000  feet  vessel  plank. 
Total  value,  $7,800. 

Market,  Belfast,  by  road ;  "  hope  soon  to  have  a  railroad." 

Jay — Franklin  County. 

From  Selectmen's  Returns. 
Five  Powers. 

First,  "Jay  Bridge  Falls,"  on  the  Androscoggin  river,  three 
miles  above  Livermore  Falls,  and  several  miles  below  Capons' 
Rips  in  Canton  on  the  same  river. 

Formation. — The  bottom  and  banks  of  the  river  at  this  point 
consist  of  solid  ledge,  extended  both  above  and  below  the  falls. 
An  island,  fifteen  acres  in  extent,  divides  the  fall  into  two  parts 
and  serves  for  abutments  to  the  sections  of  the  dam.  A  first-class 
dam  was  erected  in  1867,  and  commands  a  head  of  12  feet.    Its 
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sections  are  respectively  150  and  200  feet  long.  The  river  is 
rapid  both  above  and  below,  and  exhibits  a  well  defined  pitch  a 
short  distance  above  the  dam  where  another  island  divides  the 
river  into  two  channels.  There  is  also  a  pitch  a  short  distance 
below. 

Volume  of  Water  and  Power. — If  the  extreme  drouth  run  at  this 
point  be  assumed  to  be  20  per  cent,  less  than  at  Lewiston,  or 
75,200  cubic  feet  per  minute,  the  gross  power  of  the  falls,  if  so 
much  as  30  feet  be  available,  is  4,260  horse-power  gross,  or  170,- 
400  spindles ;  that  developed  by  the  present  dam  is  about  69,000 
spindles.  The  power  can  be  increased  by  raising  the  dam,  10  feet 
or  more,  as  may  be  desired,  no  loss  from  flowage  being  entailed 
thereby.  It  can  also  be  enormously  increased,  in  common  with 
the  other  great  powers  upon  the  river,  by  the  use  of  the  reservoirs 
above.     See  pages  84-87,  Part  II. 

Lay  of  (he  land. — Unsurpassed  upon  the  east  bank,  there  being 
an  extensive  slope  of  evenly  graded  surface  and  of  suitable  height 
for  improvement,  upon  the  margin  of  which  a  canal  could  be  con- 
structed down  river  to  any  distance  required,  and  mills  advantage- 
eously  located  thereon.  The  island  also  is  of  such  height  that 
factories  can  be  placed  upon  it  favorably,  a  natural  run  extending 
through  it,  which  could  be  inexpensively  converted  into  a  canal, 
and  mills  located  in  connection.  The  substratum  of  both  the 
island  and  banks  being  mainly  ledge,  affords  the  best  possible 
basis  for  the  firm  establishment  of  dams,  mills,  and  all  required 
structures.  The  territory  bordering  the  privilege  also  lies  well 
for  the  accommodation  of  boarding  houses,  and  other  appurte- 
nances of  a  manufacturing  town. 

Building  materials. — The  island  is  a  body  of  granite  of  first-rate 
building  quality.  A  quarry  of  excellent  granite  is  also  adjacent 
on  the  bank  of  the  river.  Good  brick  clay  is  close  at  hand. 
Lumber  can  of  course  be  procured  in  unlimited  quantities  from  up 
river. 

Proprietorship,  etc. — The  privilege  is  owned  by  Hon.  John  Lynch 
of  Portland.  The  only  improvement  upon  it  at  present  is  the  dam 
and  a  saw  mill.  The  line  of  the  Androscoggin  Railroad  is  within 
one  and  a  half  miles.  The  privilege  is  declared  by  experts  to  be 
unsurpassed  upon  the  river  as  respects  feasibility  of  development 
and  as  a  site  for  heavy  operations. 

Second,  about  one  mile  below  Jay  bridge,  "  French's  Fails/'  on 
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the  Androscoggin.  Total  height  10  feet ;  no  part  of  the  power  is 
improved. 

Third,  below  the  above  named  falls,  the  "Otis  Falls,"  on  the 
Androscoggin,  situated  about  one-half  mile  above  Li  verm  ore  falls. 
The  total  height  of  said  falls  is  fourteen  feet,  within  a  running  dis- 
tance of  six  rods ;  no  part  of  this  power  is  improved,  either  by 
mills  or  dam.  It  is  owned  by  Capt.  Ezekiel  Treat  of  Livermore 
falls,  and  Dr.  Kilburn  of  Lewiston. 

The  power  of  these  two  privileges  is,  in  proportion,  as  above. 

Fourth,  "  Stubb's  Mill,"  in  the  east  part  of  town ;  stream  small. 

Fifth,  "  Look's  Saw  Mill,"  in  north  part  of  town ;  small  stream; 
operates  several  months. 

Jefferson — Lincoln  County. 

From  the  Statement    of  the  Selectmen,   and  a  Plan  of  (he 

Streams. 
Ten  Powers. 

First,  on  Dyer's  river,  saw  and  shingle  machinery;  fell  11  feet 
eight  inches.  Cuts  equal  to  300,000  of  lumber.  With  a  good 
dam  (easy  to  construct)  mill  could  be  run  eight  months.  Good 
chance  on  one  side  for  a  grist  mill,  or  other  machinery.  The 
forest  adjacent  consists  of  pine,  about  3,000,000  or  4,000,000,  white 
and  red  oak,  maple,  birch,  &c. 

Second,  two  miles  above ;  grist,  carding  and  fulling,  stave  and 
shingle  mills ;  fall  ten  feet ;  water  to  grind  most  of  the  time. 

Third,  above,  an  old  saw  mill  about  rotted  down  ;  a  good  privi- 
lege ;  fall  nine  feet.  It  is  the  outlet  of  Dyer's  pond.  The  pond  is 
three  by  one-half  miles,  with  another  pond  tributary  to  it,  one  by 
one-half  miles. 

Fourth  and  Fifth,  on  the  brook  connecting  the  ponds,  one  seven 
feet,  the  other  ten  feet. 

Sixth  and  Seventh,  on  the  Weeks  stream  ;  two  saw  mills ;  fall 
eight  feet.     The  two  could  saw  about  500,000  a  year. 

Eighth,  "  Jackson's  Mills,"  on  Jackson's  stream,  head  and  fall 
12  feet,  dam  flows  pond  one-half  mile  long;  saw,  and  stave 
machine ;  400  square  inches  water ;  five  months. 

Ninth,  below,  "Bond  &  Jackson's  Grist  Mill,"  eight  feet  head 
and  fall,  144  square  inches  of  water. 

Tenth,  below,  "  Deshon's  Mills,"  eight  feet  head  and  fall,  stave 
and  threshing  machines,  operating  eight  months  and  three  months, 
respectively. 
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Eleventh,  below,  grist  mill,  eight  feet  head  and  fall,  operates 
nearly  all  the  year. 

The  foregoing  mills  on  Jackson's  stream  have  stone  dams  on 
ledge  foundation. 

Twelfth  and  Thirteenth,  etc.,  good  sites  below. 

Fourteenth,  "  B.  Weeks'  Saw  Mill,"  above  Dyer's  Long  pond  ; 
small  mill  pond. 

Fifteenth,  "  Caldwell  &  Brown's  Mill,"  stave,  on  a  branch  of 
this  stream. 

Sixteenth  and  Seventeenth,  stave  and  shingle  mills,  small 
capacity. 

Jerusalem  Township — Franklin  County. 

Statement  of  Abner  Toothaker,  Esq.,  of  Phillips. 
One  Power. 

Dam  at  the  forks,  flows  river  back  one  and  one-half  miles ;  also 
Reddington  pond  is  raised  several  feet  for  a  reservoir. 

JoNESBOROUGH — WASHINGTON   COUNTY. 

From  a  Plan  of  the  Streams  furnished  by  J.  D.  Parker,  Esq.,  of 

Steuben. 
Three  Powers. 

First,  the  "  Great  Falls,"  on  Chandler's  river,  a  dam,  no  other 
improvements. 

Second,  "  The  Mills,"  at  the  village,  and  at  the  head  of  tide. 

Third,  on  a  creek  tributary  to  the  estuary  of  Chandler's  river, 
near  the  village,  a  mill. 

Jonesport — Washington  County. 

From  Selectmen's  Returns. 
One  Power. 

On  Indian  river ;  fall  10  feet ;  only  partially  improved,  in  dams 
and  mills ;  mills  operate  half  the  time.  Turbine  wheel.  No  ponds. 
No  artificial  reservoirs  feasible. 

Underlying  rock,  syenite.  Little  forest.  Market,  all  points,  by 
sea. 

K  Township — Aroostook  County. 
From  the  Statement  of  Dominicus  Harmon,  Esq.,  of  Forestville 

Plantation. 
Two  Powers, 

First,  on  the  Little  Madawaska  river,  a  good  mill  site ;  fall  ten 
feet.    Unimproved. 
21 
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Second,  on  the  same  river,  a  good  mill  site.    Unimproved. 

The  river  has  a  large  and  comparatively  steady  volnme  of  water, 
as  it  drains  250  square  miles  of  territory.  The  Madawaska  lake, 
four  square  miles,  can  be  dammed  eight  feet,  making  the  powers 
constant  throughout  the  year.    Vast  amount  of  lumber. 

Kenduskeag — Penobscot  Countt. 
From  the  Selectmen's  Returns  t  and  a  Plan  of  the  Streams. 
Four  Powers. 

First,  "  Kenduskeag  Village  Power ;"  "  Garland's  Mills"  on  the 
east  side,  "  Hodsdon's  Mills"  on  the  west  side  of  the  stream,  fell 
11  feet;  water  at  medium  stage  of  the  river,  600  square  inches; 
width  at  dam,  200  feet. 

"Garland's  Mills;"  production,  1,500,000  feet  board  measure, 
4,000,000  shingles,  40,000  bushels  grain.  "Hodsdon's  Mills;" 
production,  1,000,000  shingles,  300,000  staves,  100,000  heading 
boards,  12,000  pounds  wool,  carded. 

Second,  "Higgins'  Mill,"  one  and  a  quarter  miles  above  the 
foregoing  power;  production,  700,000  board  measure,  1,500,000 
shingles ;  fall  nine  feet ;  600  square  inches  of  water  at  medium 
stage ;  width  at  dam,  200  feet. 

Third,  "Young's  Mills,"  on  Bog  brook;  production,  800,000 
shingles. 

Fourth,  "Piper's  Mills,"  on  Bog  brook;  production,  200,000 
board  measure. 

Grist  mills  work  all  the  year;  the  others  might,  but  do  not 
probably  more  than  half  the  year.  Machinery  of  the  best  construc- 
tion.   Tuttle's  centre-vent  wheel. 

"  For  the  last  five  years  all  the  mills  on  Kenduskeag  river  could 
have  run  all  the  year  round.  The  volume  of  the  stream  seems  to 
have  increased." 

Market,  Bangor,  by  turnpike,  ten  miles  distant. 

Kennebunk — York  County. 

From  Selectmen's  Returns. 
Seven  Powers. 

First,  Second  and  Third,  "  Mousam  Village  Falls,"  at  the  head  of 

tide  on  Mousam  river,  two  and  a  half  miles  from  the  sea.     Divided 

into  three  pitches ;  total  height  of  fall  40  feet.    The  lower,  to  the 

foot  of  which  the  tide  flows,  has  no  dam.    The  second  has  a  sash 

and  blind  factory,  machine  shop,  saw  mill,  shingle  machine,  with 
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circular  saws.  The  upper  has  It  feet  fall ;  two  cotton  mills  and  a 
grist  mill. 

Fourth,  two  miles  above,  on  the  same  stream,  "Lord's  Cotton 
Mills/'  eight  feet  fall. 

Fifth,  one-half  mile  above,  "  Davis'  Lumber  Mill,"  nine  to  ten 
feet  fall. 

Sixth,  one  mile  up,  "  Varney's  Falls ;"  12  feet  fall. 

Seventh,  one  mile  further  up,  "Great  Falls,"  fall  45  feet,  with  a 
natural  stone  dam  and  some  "  twelve  hundred  horse-powers ;  one 
of  the  best  powers  in  the  State ;"  entirely  idle ;  owned  by  Dana, 
Fitch  &  Thompson. 

From  Great  falls  to  Mousam  Village  falls,  is  150  feet  descent,  the 
distance  five  miles.  In  this  distance  the  gross  power  is  estimated, 
including  Great  Falls,  to  be  about  3,600  horse  power,  or  144,000 
spindles,  for  11  hours  a  day,  312  days  per  annum. 

The  stream  is  very  constant.  See  page  147,  Part  II.  "  The  power 
could  be  increased  one-fourth  by  the  improvement  of  the  ponds  for 
reservoirs ;  total  range  of  water  from  low  to  high,  3.5  feet.  The 
falls  are  bounded  all  about  with  ledge ;  one-fourth  of  the  basin 
covered  with  woods. 

Market,  Boston  and  Portland,  by  rail,  also  all  parts  by  sea. 


Kennebunkport — York  County. 

From  Selectmen's  Returns. 
Eight  Powers. 

First,  John  Smith's  saw  mill ;  fall  10  feet ;  saws  quite  an  amount 
of  lumber. 

Second,  Jacob  Curtis'  saw  and  shingle  mill ;  fall  10  feet ;  both  in 
middle  part  of  town,  on  small  streams. 

Third,  Moses  Nason's  saw  and  carding  mill,  on  Eennebunk  river. 

Fourth,  Edwin  Hutchins'  shingle  and  clapboard  mill;  saws 
50,000  per  year ;  on  a  small  stream. 

Fifth,  Goff  's  mills,  Andrew  Merrill's  shingle,  saw  and  grist  mill. 

Sixth,  Perkins'  mill ;  fall  12  feet ;  near  the  sea. 

Seventh,  Goodwin's  mill ;  saw  mill ;  small  stream ;  does  but  little. 

Eighth,  tide  mill,  James  D.  Perkins,  in  village;  grist  mill, 
valuable. 

Some  of  the  above  operate  only  at  high  water. 
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KlNGFIELD — FRANKLIN  COUNTY. 

Statement  of  William  Dolbier,  Esq. 
Thirty  Powers,  or  More. 

The  Carrabasset  river  from  the  north  line  of  the  town  to  below 
the  village,  a  distance  of  five  miles,  is  exceedingly  rapid,  and  good 
sites  for  mills  are  found  at  nearly  every  point,  the  whole  number 
available  is  not  less  than  20,  of  10  feet  fall  each. 

On  the  lower  privilege  at  the  village,  a  fall  of  12  feet  in  50  rods, 
four  saws  can  be  driven  the  year  through.  Only  a  part  of  the 
power  has  ever  been  used.  The  mills,  burned  last  year,  are  now 
rebuilding. 

The  river  is  connected  with  several  lakes  and  ponds,  which  are 
already  in  part,  and  can  be  in  a  higher  degree  improved  for 
reservoirs.  The  sum  of  available  power  is  great,  as  the  fall  is 
very  large,  and  the  bottom  and  banks  of  the  stream  admit  of  cheap 
improvement. 

Several  located  on  the  outlet  stream  of  Tuft's  pond,  300  acres, 
and  can  be  flowed  several  feet. 

Several  on  the  outlet  stream  of  Dutton  pond ;  on  one  a  saw  mill ; 
pond  is  flowed  several  feet ;  one  of  the  falls  is  50  feet  perpendicular. 

This  pond  and  stream  are  tributary  to  the  powers  on  the 
Carrabasset. 

Several  on  Rapid  stream,  and  one  or  more  on  Indian  stream. 
As  a  whole,  the  water-power  of  this  town  is  of  quite  unusual 
dimensions,  considering  the  size  of  the  streams.  The  streams  are 
subject  to  considerable  rise,  but  hold  out  well,  being  fed  by  springs 
about  the  bases  of  the  mountains  and  by  ponds. 

A  large  proportion  of  the  basin  of  the  stream  still  wooded.  Total 
yearly  products,  $8,000. 

Market,  Farmington,  by  road. 

Kingsbury — Piscataquis  County. 
Statement  of  Leonard  HiUon,  Esq. 
Six  Powers,  and  More. 

Three  situated  on  the  outlet  stream  of  the  Kingsbury  pond,  or 
ponds,  three  square  miles,  fed  by  a  large  extent  of  tributary 
country,  and  an  excellent  and  copious  reservoir. 

First,  at  the  foot  of  the  pond,  fall  14  feet ;  saw,  clapboard,  grist, 
shingle  and  lath  mills.  Power  is  sufficient  to  drive  double  the 
machinery  the  year  through. 
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Second  and  Third,  on  the  same  stream,  not  improved ;  stone  and 
lumber  close  at  hand  for  building,  fall  16  feet  each. 

Fourth,  Fifth  and  Sixth,  on  Thorn  stream,  fall  14  feet  each. 

Vast  quantities  of  spruce  and  cedar  in  the  vicinity  of  the  above 
powers. 

Market,  now  Skowhegan,  28  miles ;  will  be  at  Solon  as  soon  as 
railroad  is  built,  12  miles  by  road. 

Kittert — York  County. 
Statement  of  J.  H.  Sanborn,  Esq. 
Two  Powers. 

First,  a  tide  power  on  Spruce  creek,  sufficient  for  a  saw  and 
grist  mill. 

Second,  a  tide  power,  at  Cate's  island,  sufficient  for  a  grist  mill. 
Operate  the  whole  year. 

Lagrange — Penobscot  County. 

Digested  from  Selectmen's  Returns. 
Pour  Powers. 

First  and  Second,  on  Dead  stream;  Third,  on  Birch  stream; 
Fourth,  "Slate  Falls,7'  upon  Hemlock  stream.  Fall  at  each 
averages  eight  feet  in  three  rods. 

Two  mills  on  Dead  stream,  valuable  powers;  operate  three 
fourths  of  the  year ;  capacity  not  known  to  the  reporter.  No  mill 
on  Hemlock  stream.  Formerly  a  mill  on  Birch  stream,  not  now  in 
use. 

Two  small  ponds  connected  with  Birch  stream.  They  can  be 
improved  for  reservoirs.  Dead  stream  connected  with  lake  Boyd 
which  covers  two  or  three  square  miles  and  is  a  capacious  reser- 
voir.   The  basin  of  Hemlock  stream  heavily  wooded. 

Market,  Bangor,  by  road.     Railroad  is  building  into  the  region. 

Lebanon — York  County. 

From  Selectmen's  Returns. 
Three  Powers. 

Situated  on  the  Salmon  Falls  river.  The  upper  is  opposite  the 
Three  Ponds  village  in  Milton,  and  is  known  as  the  "  Three  Ponds 
Privilege."  Two  miles  below,  is  the  "  Skates  &  Lyman  Privi- 
lege." Below  this,  directly  opposite  East  Rochester,  is  the  "  East 
Rochester  Privilege." 
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Upon  the  lower  fall,  on  the  Rochester  side,  are  two  woollen 
mills,  one  of  brick,  the  other  wooden ;  each  four  stories  high,  150 
feet  in  length,  and  54  feet  wide,  in  which  are  11  sets  of  woollen 
machinery.  These  mills  ran  the  whole  year  and  have  a  full  sup- 
ply of  water.  The  capital  is  $100,000,  and  $500,000  worth  of 
goods  are  manufactured  per  year.  The  Gocheco  Manufacturing 
Company  own  these  mills. 

The  total  height  of  the  falls,  on  each  of  these  powers,  is  20  feet 
to  about  900  feet  in  running  distance.  The  power  is  not  all  im- 
proved. There  are  a  saw  mill,  grist  mill,  Ac,  on  the  upper,  and 
nothing  on  the  two  lower,  on  the  Lebanon  side.  Each  of  the  pow- 
ers is  capable  of  carrying  as  much  machinery  as  is  now  used  at 
East  Rochester ;  there  are  two  dams  now  constructed.  TKe  mills 
work  all  the  year.  The  machinery  is  of  the  best  construction. 
The  upper  dam  is  owned  by  the  Great  Falls  Manufacturing  Com- 
pany ;  the  middle  by  Skates  &  Lyman,  and  the  lower  by  the 
Cocheco  Manufacturing  Company.    For  reservoirs  see  page  149. 

The  rocks  about  the  falls  are  not  suitable  for  building  purposes ; 
the  land  would  be  convenient  to  locate  mills  upon.  The  forests 
about  the  stream  have  been  considerably  cut  off.  The  building  of 
mills  on  the  New  Hampshire  side,  has  increased  the  population  in 
our  town  and  made  the  real  estate  more  valuable.  The  land  and 
farms  in  the  vicinity  of  the  power,  have  already  increased  one-half 
in  value.    Market,  Great  Falls  and  East  Rochester. 


Lee — Penobscot  County. 
From  Selectmen's  Returns, 
Four  Powers. 

On  the  west  branch  of  the  Mattakeunk  river,  the  "  Mattakeunk 
Falls."    Total  descent  100  feet  in  two  and  a  half  miles. 

Only  a  small  part  of  the  power  is  improved,  in  dams  and  mills ; 
part  of  the  mills  operate  all  the  year,  part  one-half,  part  one-fourth. 
Stream  fed  by  Mattakeunk  lake,  which  covers  1,000  acres.  Its 
capacity  can  be  readily  increased.  No  rocks.  One-half  of  the 
basin  of  the  stream  covered  with  woods. 

Market,  Bangor,  by  road. 
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Leeds — Androscoggin  County. 
From  Selectmen's  Returns. 
[See  alao  "  Leeds  and  Turner."] 
Eight  Powers. 

First,  on  Cushman's  Mill  stream ;  grist  mills ;  in  former  years 
used  also  for  saw  mills. 

Second,  fifty  rods  below ;  shingle  machine,  etc. 

Third,  on  Coffin's  Mill  stream ;  saw  and  shingle  mills. 

Fourth,  on  Bridgham  stream,  unimproved ;  formerly  grist  mill 
and  carding  mill.     A  considerable  pond  connected. 

Fifth,  on  Mason  brook,  not  nsed,  formerly  a  grist  mill. 

Sixth,  on  a  small  stream  in  the  north  part  of  the  town ;  a  shingle 
mill. 

Seventh,  not  nsed,  in  northwest  part  of  the  town ;  operates  a 
shingle  mill. 

Eighth,  a  small  but  good  power  in  southwest  part  of  the  town ; 
formerly  a  saw  mill.     Not  used. 

The  Androscoggin  pond,  on  the  confines  of  Leeds,  is  connected 
with  the  Androscoggin  river  by  Dead  stream,  and  the  pond  lying 
upon^he  same  level  as  the  river,  the  waters  flow  in  and  out  accord- 
ing to  the  stage  of  the  river.  Could  be  stored  at  high  water,  and 
held  for  reserve. 

The  water-powers,  though  not  large,  are  susceptible  of  much  more 
use  than  is  now  made  of  them. 

Market,  Lewiston,  by  road  or  rail. 

Leeds  and  Turner — Androscoggin  County. 
From  the  Returns  of  Leeds  and  Turner,  and  of  M.  T.  Ludden,  Esq. 

[See  alio  "  Leeds,"  and  "  Turner.1*] 
One  Power. 

The  "North  Turner  Falls,' '  at  North  Turner  bridge,  16  miles 
above  Lewiston,  fall  13  feet.  The  natural  force  of  the  water  is  so 
great  that  a  saw  mill  has  been  run  here  by  its  means. 

Sites  for  mills  excellent.  Facilities  for  canals  first-class.  Build- 
ing materials  abundant.  An  island  in  the  river  diminishes  the 
required  length  of  dam.  Firm  bottom  and  banks  for  dams,  and 
other  structures.     Railroad  station  within  four  miles. 

If  the  volume  of  water  at  low  run  be  assumed  10  per  cent,  less 
than  at  Lewiston,  or  84,600  cubic  feet  per  minute  for  11  hours  a 
day,  the  gross  power  of  the  fall,  at  13  feet,  is  2,080  horse-power, 
or  83,200  spindles. 
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For  reservoirs  tributary  to  this  power,  see  pages  84-86,  Part  II. 
Unimproved. 

Levant — Penobscot  County. 

From  Selectmen's  Returns. 
Five  Powers. 

On  Black  stream,  and  its  tributaries. 

First,  "  Wiggin's  Mills,"  at  Levant  village,  fell  ten  feet  in  125 
rods.  Saw,  shingle,  and  lath  machines,  run  six  months,  and  some 
of  the  machinery  the  whole  year,  manufacturing  long  and  short 
lumber  of  an  aggregate  value  of  $7,000. 

No  natural  lakes  or  ponds,  but  by  constructing  a  dam  half  a  mile 
above  the  mills,  thereby  forming  an  artificial  pond  several  miles  in 
length,  the  power  would  be  available  throughout  the  year,  and 
one  of  the  best  in  the  State.  The  stone  about  the  falls  is  a  coarse 
slate,  easily  rifled,  used  in  the  vicinity  in  the  construction  of  dams, 
cellar  walls,  &c.  The  land  slopes  gently  for  ten  rods  to  the  brink 
of  the  stream,  and  is  quite  favorable  to  the  erection  of  mills,  work- 
shops, &c;  about  one-half  the  basin  of  Black  stream  is  covered 
with  forest. 

Second,  at  South  Levant,  "  Weston's  Mills,"  fall  15  feet  in  200 
rods.  Saw,  shingle,  grist,  and  clapboard  mills,  which  run  about  half 
the  year,  employing  nearly  all  the  power,  excepting  at  times  of  high 
water,  and  manufacture  about  $Y,500.  Ponds  and  lay  of  land  as 
at  Wiggin's. 

Third,  shingle  mill,  on  "IIorsebackRoad";  fall  eight  feet  in  100 
rods,  can  cut  yearly  about  500,000  shingles,  but  at  present  is  not 
employed  to  any  extent. 

Fourth,  at  West  Levant,  "White's  Mill,"  fall  20  feet  in  half  a 
mile;  saw  and  shingle  mill,  300,000  long  lumber  and  300,000 
shingles,  capable  of  doing  much  more.     Operates  five  months. 

Fifth,  in  the  west  part  of  Levant,  "Emerson's  Mills,"  fall  22  feet 
in  20  rods,  saw  mill,  formerly  two  saw  mills ;  will  operate  one  mill 
four  months  per  year.  Manufactures  200,000  to  300,000  feet  of 
long  lumber. 

Market  for  lumber,  Bangor,  by  road. 

Lewiston — Androscoggin  County. 
Digested  from  Memoranda  furnished  by  A.  D.  Lockwood,  Esq. 

Five  Powers. 

First,  "  Lewiston  Falls,"  on  the  Androscoggin  river,  20  miles 
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above  its  junction  with  the  Kennebec,  and  40  miles  by  the  river 
from  the  ocean. 

How  Formed. — By  a  ledge  of  gneiss  and  mica  schist,  crossing 
the  river  diagonally,  which  is  so  extended  as  to  form  the  bottom 
and  sides  of  the  stream  both  above  and  below  the  falls,  and  which 
projects  above  the  level  of  the  water  in  several  small  rocky  islets, 
that  serve  as  abutments  to  the  dams. 

Height. — Of  the  natural  fall,  38  feet,  which  with  dams  of  an 
average  height  of  about  12  feet,  produces  an  available  power  of 
fully  50  feet  head.  This  descent  is  attained  in  a  horizontal  dis- 
tance of  600  feet. 

Volume  of  Water. — Volume  at  lowest  stage,  94,000  cubic  feet  per 
minute,  11  hours  a  day.  The  water  is  under  such  perfect  control 
that  the  total  run  of  the  river  in  drouth  is  economized,  none  going 
to  waste  by  night  or  Sundays.  The  enormous  increase  in  the 
volume  of  water  that  can  be  realised  at  this  point  may  be  Been 
upon  reference  to  Part  II,  pages  84-8T.  The  volume  of  water 
now  used  is  58,000  cubic  feet  per  minute. 

Power. — At  lowest  run,  8,900  horse,  gross  measurement,  or  356,- 
000  spindles.  Of  this  5,450  horse  are  now  in  use.  The  available 
power  can  be,  as  shown  in  Part  II,  doubled  or  trebled,  as  required. 
It  is  perfectly  secure  against  all  possible  contingencies  of  ice  or 
flood.  Total  range  from  lowest  to  highest  water  on  the  dams, 
about  eight  feet. 

Lay  of  the  Land. — Exceedingly  favorable  for  the  location  of 
manufacturing  establishments,  there  being  two  natural  levels  on 
the  mfergin  of  the  river,  the  lower  allowing  22  feet  fall,  the  upper 
28  feet ;  and  there  being  also  abundant  room  for  factories  employ- 
ing the  whole  power.  The  levels  are  sufficiently  distant  from  the 
river  and  from  each  other  to  afford  ample  space  for  the  largest 
establishments,  with  their  yard  room,  boarding-houses,  etc. 

The  territory  removed  from  the  river  is  favorably  disposed  for  the 
location  of  streets  and  building  lots,  and  for  the  growth  of  a  large 
city.   Seven  acres  have  been  elegantly  laid  out  as  a  public  square. 

Incidentals. — Firm  foundations  for  the  large  mills  are  easily  ob- 
tained at  trifling  cost.  Bricks  of  the  best  quality  are  made  close 
at  hand.  Stone  is  procurable  in  unlimited  quantities.  Lumber  is 
supplied  by  the  country  above  and  adjacent.  The  surrounding 
native  population  of  farmers  furnishes  the  operatives  for  the  greater 
part. 

Accessibility. — Lewiston  is  connected  with  the  seaboard  by  two 


WATBK  POWER  OF  MAIKB.  [Pa»  EL 

lines  of  railway,  and  is  within  six  and  a  half  hours  of  Boston,  one  ' 
and  a  half  of  Portland,  and  one  hour  and  a  quarter  of  Bath.  Cot- 
ton can  be  brought  to  its  warehouses,  from  Mobile  or  New  Orleans, 
as  cheaply  as  to  Lowell  or  Lawrence ;  and  transportation  of  either 
raw  material  or  manufactured  goods  can  be  effected  at  as  little  cost, 
as  to  or  from  any  other  of  the  large  interior  manufacturing  towns 
of  the  country. 

Improvements. — Four  dams,  850  feet  in  aggregate  length.  Guard 
locks,  with  seven  sluiceways,  9  by  12  feet ;  main  canal  64  feet  in 
average  breadth  in  the  clear,  and  designed  for  12  feet  depth  of 
water.  Cross  canal  40  feet  broad  in  the  clear,  10  feet  of  water. 
The  dams  and  guard  locks  are  constructed  of  split  granite,  in  the 
most  solid  and  substantial  manner. 

Proprietorship. — The  power  is  owned  by  the  Franklin  Company. 
Office  at  Lewiston;  agent,  A.  D.  Lock  wood. 

Corporations. — The  various  manufacturing  companies  now  in 
occupation  of  the  power,  are  as  follows,  viz: 

Bates  Manufacturing  Company,  David  M.  Ayer,  Agent.     Incorpo- 
rated 1850.     Commenced  operations  1852. 

Capital  stock, $1,000,000 

•*£»       (  Cotton,  2, 40,000  spindles. 

mu18'    \  Woollen,  1, 8  sets  machinery. 

F.emales  employed, 850 

Males,  "    350 

Horse-power, 800 

Water-wheels, 6  turbines. 

Buildings, .^rick. 

Goods  manufactured, Cotton  and  woollen. 

x>^An^;^    rw*^       f  5,701,372  yards  cloth  per  year. 

Production-Cotton,      j  1,417,949  Jounds  «       »      " 

WnnllPn    J  226,155  yards  cloth  per  year, 

woouen,  |  146,912  pounds  "      "      " 

MU  Manufacturing  Company,  Josiah  G.  Coburn,  Agent.    Incorpo- 
rated 1850.     Commenced  operations  1854. 

Capital  stock, $700,000 

Mills, 2 

Spindles, 51 ,200 

Females  employed, 800 

Males,  "  200 

Horse-power, 800 

Water-wheels, 4  turbines. 
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Buildings, Brick. 

Goods  manufactured, Cotton. 

Production      I  7,037,353  yards  cloth  per  year, 

rroaucuon,     |  1,753,770  pounds  "      "      " 

Androscoggin  Mills,  Amos  D.  Lockwood,  Agent.     Incorporated 
1860.     Commenced  operations  1860. 

Capital  stock, $1,000,000 

Mills, 2 

Spindles, 50,000 

Females  employed, 788 

Males,  "      312 

Horse-power, 800 

Water-wheels, 5  turbines. 

Buildings, Brick. 

Goods  manufactured, Cotton. 

6,508,000  yards  cloth  per  year. 
1,750,000  pounds  "      "      " 
1,800,000  grain  bags     "      " 
1,800,000  pounds  "       "      " 


Production, 


Continental  Mills,  Stephen  I.  Abbot,  Agent.      Incorporated  1865. 

Commenced  operations  1866. 

Capital  stock, $900,000 

Mills, * 1 

Spindles, 27,360 

Females  employed, N 395 

Males,  "     175 

Horse-power, 440 

Water-wheels, 3  turbines. 

Buildings, Brick. 

Goods  manufactured, Cotton. 

Production      i  5,600,000  yards  cloth  per  year, 

rroauction,     |  1,400,000  pounds  "      "      " 

Franklin  Company,  A.  D.  Lockwood,  Agent.    Incorporated  1854. 

Commenced  operations  1857. 

This  company  owns  the  water  power,  canals  and  the  adjoining 
land  around  the  falls  on  both  sides  of  the  river,  also  several  hun- 
dred acres  of  land  in  and  around  the  more  thickly  settled  portion 
of  the  city.    They  also  own  the  following  property,  viz  : 
Lincoln  Mill,  J.  K.  Piper,  Agent. 
Mills, 1 
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Spindles, 20,000 

Females  employed, 285 

Males,  " 143 

Wheels, 2  turbines. 

Buildings, Brick. 

Goods  manufactured, Cotton. 

Production      I  2,800,000  yards  cloth  per  year. 

production,     |  750,000  pounds  "      "      " 

Grist  Mill  building,  occupied  by  Bradley  &  Co.,  manufacturers  of 
flour  and  meal. 

D.  Cowan  &  Co.,  manufacturers  of  woollen  goods,  also  dyeing  and 
bleaching  woollen  and  cotton  yarns,  employing  27  females,  25 
males. 

H.  H.  Dickey,  manufacturer  of  belting  and  covering  rollers,  em- 
ploying 10  men. 

Wheels, 3  turbines. 

Sawmill,  occupied  by  S.  R.  Bearce  &  Co.,  manufacturers  of  lumber. 

Water  wheels, 5 

Lewiston  Bleachery  and  Dye  Works,  occupied  by  H.  W.  Farrell. 

Capacity  for  bleaching  and  dyeing, 8  tons  per  day. 

Females  employed, 14 

Males, 204 

Water-wheels, 1  turbine. 

Mechanic  shops,  occupied  by  O.  B.  Morse,  stair  builder ;  David 
Scott,  manufacturer  of  weaver's  reeds ;  0.  H.  Littiefield,  doors, 
sash  and  blinds ;  L.  W.  Gilman,  bobbins  and  spools ;  Rufus 
Stevens,  machinist. 

Water  wheels, 2  turbines. 

Lewiston  Mills,   Marshall   French,   Agent.      Incorporated   1853. 

Commenced  operations  1853. 

Capital  stock, $500,000 

Mills, 2 

Spindles, \ 17,880 

Females  employed, 460 

Males, 211 

Horse  powers, 450 

Water-wheels, 3  turbines. 

Buildings, Brick. 

Goods  manufactured, Cotton  and  Jute. 

Pwwi,,,*;^     n«f4rt«       J  764,619  yards  cloth  per  year. 

Production— Cotton,     |  1,241,776  pounds  "       "      " 
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Jute  used, 1,6*79,281  pounds  per  year. 

Cotton  and  jute  bags 1,283,423  per  year. 

Lewiston  Falls  Manufacturing  Co.,  John  M.  Prye,  Agent.     Incor- 
porated 1834.     Commenced  operations  1834. 

Capital  stock, $60,000 

Mills,  2 

Seta  machinery, 6 

Females  employed, '. 45 

Males,  "         40 

Horse-power, 100 

Water-wheels, 2 

Buildings, Brick  and  Wood. 

Goods  manufactured, Woollen. 

Production      I  225,000  yards  cloth  per  year, 

rroauction,     |  200,000  pounds  "      "      " 

General  Statistics  and  Summary. 

Number  of  manufacturing  companies,     15 

Capital  invested $5,000,000 

Number  of  cotton  mills, 9 

Spindles, #. 220,000 

Water-wheels, 33 

Power  used  for  cotton  mills,       3,666,    ) 

"       "    other  purposes,    500,    >■    6,666  horse. 
Power  not  used,  2,500    J 

Females  employed, 3,664 

Males, 1,660 

Annual  production — 28,409,344  yards  cotton  cloth;  8,313,495 
pounds  cotton  cloth ;  451,155  yards  woollen  cloth ;  346,912  pounds 
woollen  cloth;  3,033,423  grain  bags;  1,679,281  pounds  jute  used. 

Population  of  Lewiston, 13,000 

"    Auburn, 8,000 

Valuation  of    Lewiston, $5,500,000 

"      Auburn, ' $1,680,000 

Number  of  churches  in  Lewiston, 7 

"        "  school-houses, 21 

"  schools, 38 

Expenditures  for  school  purposes,  1866-7, $53,278.58 

In  1850,  when  operations  commenced  for  the  improvement  of  the 
power,  the  population  was  only  about  4,000,  and  the  total  valua- 
tion $625,596.    It  is  not  presumed  that  the  growth  of  the  city  has, 
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by  any  means,  reached  the  limit  due  to  even  the  present  improve- 
ment of  the  power ;  but  even  at  its  present  stage  it  strikingly 
illustrates  the  rapidity  with  which  water-power,  when  adequately 
improved,  under  favorable  conditions,  accumulates  wealth  and 
augments  population.  If  all  the  available  lake  surfaces  of  the 
Androscoggin  were  as  thoroughly  improved  as  those  of  the  Merri- 
mac  now  are,  the  population  of  the  city  would  probably  go  up  to 
over  40,000,  and  with  Auburn,  which  is  divided  from  Lewiston 
only  by  the  Androscoggin,  would  probably  reach  at  least  50,000. 

It  will  be  seen  that  the  population  of  Lewiston  and  Auburn  is 
21,000,  and  a  part  of  the  growth  of  Auburn  is  the  result  of  the 
improvement  of  the  water-power  here,  for  though  there  are  no 
factories  there,  many  live  on  that  side  of  the  river  who  do  busi- 
ness in  Lewiston. 

Second,  "Lewiston  Lower  Power,"  two  miles  below  Lewiston 
Palls,  on  the  Androscoggin  river,  of  1500  horse,  which  has  not 
yet  been  improved. 

Third,  two  miles  up  the  river,  at  "Deer  Rips/'  there  is  unim- 
proved power  of  at  least  2,500  horse ;  the  two  together  being  suf- 
ficient to  drive  cotton  mills  containing  about  250,000  spindles. 

Fourth,  "  Barker's  Mills,"  on  Barker's  Mill  stream ;  fall  20  feet 
in  20  rods,  saw  and  grist  mill ;  both  operate  three  months,  and  the 
grist  mill  nearly  the  whole  year.  Stream  fed  by  Berry  pond.  J. 
B.  Ham  &  Co. 

Fifth,  at  the  outlet  of  Noname  pond,  fall  12  feet  in  12  rods, 
power  sufficient  to  drive  one  run  of  stones  the  whole  year.  Pond 
is  flowed  a  little,  can  be  flowed  so  as  to  cover  300  acres,  with  con- 
siderable damage. 

Lmington — Somerset  County. 
Several  Powers. 

First,  a  saw  mill  on  Sandy  stream  in  the  north  part  of  the  town. 

Second,  on  Alder  brook,  the  outlet  of  Butler  and  other  ponds,  a 
saw  mill. 

Other  powers  not  improved.  A  large  extent  of  pond  surface 
available  for  reservoirs  to  any  desired  extent. 

Liberty — Waldo  Cototy. 

From  Selectmen's  Returns. 

Twenty-Five  Powers. 
On  the  St.  Oeorge  and  Sheepsoot  rivers.    First  to  the  Fifteenth 
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(inclusive)  in  the  first  mile  below  the  outlet  of  St.  George's  pond. 
The  fall  in  that  mile  is  150  feet.  Improvements,  tanneries,  saw 
mills,  grist  mills,  stave  and  shingle  mills,  shovel  handle  factory, 
and  many  others.  Part  of  the  mills  operate  all  the  year ;  a  part 
stop  two  or  three  months  for  want  of  water. 

Streams  connected  with  many  lakea  and  ponds ;  artificial  reser- 
voirs feasible ;  freshets  not  very  destructive ;  few  rocks.  The  use 
of  the  power  has  greatly  benefited  the  town. 

Market,  Belfast,  by  road. 

Limerick — York  Countt. 

From  a  Statement,  and  a  Plan  of  the  Streams  furnished  by 

H.  S.  Burbank,  Esq. 

[See  alto  "  Limerick  and  Waterborough."] 

Eight  Powers,  or  More. 

First,  "Holland's  Factory,"  on  Brown's  brook ;  woollen  goods; 
fall  of  12  feet  in  five  rods,  with  a  dam  of  12  feet  head  besides. 
About  half  of  the  power  is  improved ;  works  the  year  round ;  runs 
1,144  spindles,  could  carry  2,300  spindles;  iron  machinery;  breast 
wheel,  20  feet.  Stream  is  connected  with  three  ponds,  two  of  which 
are  one  and  one-half  by  one  and  one-half  miles ;  and  one  is  one  by 
one-half  miles.  At  the  outlet  of  two  of  these,  dams  could  be  easily 
constructed ;  the  other  has  a  dam ;  granite  around  the  falls ;  good 
location  for  shops  and  houses  near  the  mill ;  basin  of  stream  nearly 
all  cleared.  Twelve  years  ago  the  owner  bought  the  power,  then 
not  in  use  for  some  years ;  he  now  pays  heaviest  tax  in  town. 
Annual  value  of  his  manufactures,  $150,000  ;  made  for  Boston  and 
New  York  markets ;  situated  ten  miles  from  line  of  Portland  and 
[Rochester  Railroad ;  and  SO  miles  from  Portland. 

Saw  mill  on  the  same  fall,  and  shingle  machine,  both  working 
the  year  round ;  each  having  one  saw. 

Second,  "  Bradbury's  Mill,"  one-fourth  mile  below,  grist  mill 
and  shingle  machine ;  two  feet  fall,  (natural,)  in  eight  rods ;  small 
dam  of  three  feet  head ;  mainly  worked  with  waste  water  of  Hol- 
land's ;  could  be  much  improved ;  good  banks ;  worked  the  year 
round. 

Third,  "  The  Enterprise,"  formerly  "Old  Foster  Mill  Privilege," 
about  one  mile  below ;  unimproved  ;  fall  five  feet  in  20  rods ;  once 
used ;  had  dam  with  ten  feet  head  in  fair  condition ;  stream  about 
two  rods  wide,  steep  banks,  rocks  enough  for  building  purposes. 

Fourth,  "  Folsom's  Mill,"  grist  mill,  runs  about  three-fourths  of 
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the  year ;  proprietor  intends  to  improve  the  power  and  build  saw 
mills. 

Fifth,  "The  old  Jackson  Mill  Privilege,"  on  Staples' brook ; 
formerly,  but  not  now,  improved.  Fall  11  feet  in  12  rods ;  steep 
banks ;  excellent  opportunity  for  building  dams ;  plenty  of  rocks ; 
small  stream ;  not  connected  with  lakes  or  ponds ;  good  location 
for  shops. 

Sixth,  "  Durgin's  Mill,"  on  Staples' brook ;  email  power,  for 
sawing  lumber. 

Seventh,  on  Fogg's  brook,  "  The  Fogg  Mill  Privilege,"  not  now 
improved;  fall  16  feet  in  80  rods,  with  quick  water  above  and 
below;  narrow  current;  steep  banks  for  80  rods  or  more;  any 
quantity  of  rocks  on  and  in  the  banks ;  the  old  dam  had  head  of 
11  feet. 

Eighth,  a  mile  below,  "  Dole  &  Gilpatrick's  Saw  Mill,"  cutting 
lumber  nearly  the  year  round ;  three  feet  fall  in  ten  rods. 

There  are,  besides  the  estimated  powers,  some  privileges  for 
sawing  lumber  and  grinding  grain  sufficient  for  the  adjacent  neigh- 
borhood, but  not  worthy  of  note  in  this  communication. 

Limerick  and  Waterborough — York  County. 
From  the  Returns  of  H.  H.  Burbank,  Esq.,  of  IAmerick. 

[See  also  "  Limeriok,"  and  M  Waterborough."] 

Two  Powers. 

First,  on  Little  Ossipee  river ;  privilege  occupied  by  the  Water- 
borough  Manufacturing  Company  on  the  south  side,  and  by  Stim- 
son's  grist  mill  on  the  north  or  Limerick  side ;  grist  mill  has  three 
t  runs  of  stones ;  operates  the  year  through.  Two  feet  fall  in  20 
rods ;  dam,  seven  feet  head ;  gradual  rapids  for  some  distance  be- 
low points  measured,  (in  the  survey  made  by  Mr.  Burbank.) 

Second,  the  " Scratch"  privilege,  on  the  same  river;  unimprov- 
ed ;  formerly  used.  Natural  fall,  four  feet  in  20  rods,  with  rapids 
above  and  below.  For  a  mile  above  the  termini  of  the  20  rods, 
the  river  rises  six  feet,  and  for  a  niile  below  falls  10  feet;  all  quick 
water ;  steep  banks ;  no  damage  will  be  done  by  flowage ;  narrow 
current. 

Limestone  Plantation — Aroostook  County. 

Statement  of  E.  J.  Paitee,  Esq. 
Two  Powers. 

First,  "Getchell'3  Mill,"  on  Limestone  stream,  saw  and  clap- 
board mill. 
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Second,  "  Pattee  &  Jones'  Mill,"  saw  and  clapboard  mill.  The 
latter  is  new ;  the  power  has  been  sufficient  to  drive  the  clapboard 
mill  all  summer,  and  saw  mill  part  of  the  time. 

LmnroTON— York  County. 

From  Selectmen's  Returns. 

[See  also  "  Baldwin  and  Limington,"  and  "  Limlagton  and  Standisfc."] 

Five  Powers* 

First,  on  Little  Ossipee  river,  in  the  southeast  part  of  the  town, 
"Nason  Falls";  height,  60  feet;  length,  one-fourth  of  a  mile; 
width  of  the  river,  lib  feet.  Improvements,  grist,  shingle  and  saw 
mills  on  each. 

Second,  three  miles  further  down  and  near  Limington  falls, 
"Chase's  Falls";  height  86  feet;  length  40  rods;  width  of  the 
river,  lib  feet.   Improvements,  saw,  box  and  shingle  mills  on  each. 

Third,  on  "  Small's  Mill  Pond,"  at  the  outlet  of  Horn  pond ; 
length,  850  feet ;  width  80  feet ;  height  20  feet ;  saw  mill  and  grist 
mill. 

Fourth,  a  power  on  Salmon  brook ;  grist  mill  and  tannery. 

Fifth,  a  power  on  Kellick  pond ;  saw  mill,  clapboard  and  shingle 
machine. 

The  power  is  not  all  improved.  The  mills  on  the  river  work  all 
the  year ;  on  the  ponds,  nearly  all  the  year. 

Large  ponds  connected  with  the  stream,  which  can  be  converted 
into  reservoirs  at  little  expense.  See  page  11.  Bocks,  granite, 
suitable  and  close  at  hand  for  building,  on  the  rivers. 

Market,  Portland. 

Limington — York  County;  and  Standish — Cumberland  County. 
From  Returns  of  the  Boards  of  Selectmen. 

[See  also  "  Limington,"  and  "  Standiah."] 

Three  Powers. 

First,  "  Steep  Falls,"  at  the  northeast  corner  of  Limington,  four 
miles  below  the  rips  between  Baldwin  and  Limington,  on  the  Saco 
river ;  height,  40  feet  in  three-fourths  of  a  mile.  River  at  this  point 
150  feet  wide  and  10  feet  deep.  Improvement,  a  box  machine, 
formerly  a  double  saw.    Two  million  feet  lumber  sawed  annually. 

If  the  volume  of  water  at  this  point  be  assumed  to  be  5,000  cubic 
feet  per  minute  less  than  at  Saco,  or  18,000  per  minute  for  the  24 
hours,  the  gross  power  day  and  night  due  to  40  feet  fall,  is  about 
1,000  horse  power,  40,000  spindles;  or  about  2,180  horse  power, 
87,300  spindles,  for  11  hours  a  day. 
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Second,  "  Union  Falls,"  on  the  Saco  river,  in  the  close  vicinity 
of  Steep  falls ;  height,  26  feet  in  80  rods ;  width  of  the  river,  200 
feet. 

The  power  at  this  point,  with  water  as  above,  is  650  horse  power 
gross,  day  and  night,  or  over  1,400  for  11  hours  a  day. 

Third,  " Limington  Falls,"  one  mile  further  down;  height,  65 
feet  in  one-third  of  a  mile ;  width  of  the  river  250  feet.  Improve- 
ments, a  saw  mill,  a  box  machine  and  shingle  machine. 

The  estimated  power  on  this  fall  is  1,625  horse  power  gross  for 
24  hours,  or  3,540  horse  power  for  11  hours  a  day,  or  141,600 
spindles. 

Total  power  of  the  several  falls,  T,120  horse  power,  gross,  for 
11  hours  a  day,  or  284,000  spindles.  An  insignificant  portion 
of  the  power  is  now  used.  The  greater  part  of  it  can  be  put  to 
use  with  ease,  the  lay  of  the  land,  the  state  of  bottom  and  banks 
all  favoring  development. 

Railroad  communication  with  Portland  is  confidently  looked  for. 

Lincoln — Penobscot  County, 

From  Selectmen' 8  Beturns. 
Seven  Powers. 

First,  Second  and  Third,  on  the  Mattanawcook  stream  at  and  near 
Lincoln  village,  and  all  within  one  mile  of  the  Penobscot  river.  Dams 
are  erected  on  two  of  these,  each  with  15  feet  head  and  fall ;  and 
the  same  head  and  fall  might  be  secured  upon  the  third  by  a  dam. 

The  power  is  used  only  in  part ;  grist  mill  and  cabinet  maker's 
shop  on  one  dam;  on  the  other,  saw,  clapboard,  shingle,  and 
carding  mills. 

There  are  four  lakes  upon  this  stream,  one  flowed  by  the  grist 
mill  dam,  and  covering  600  acres ;  the  others  flowed  by  reservoir 
dams  of  about  the  same  extent  of  flowage.  The  stream  is  exceed- 
ingly constant ;  freshets  harmless. 

Fourth,  a  fall  of  60  feet  in  the  first  60  rods  below  the  upper  and 
longest  lake  on  the  Mattanawcook  stream ;  not  improved  at  all. 

Fifth  and  Sixth,  on  the  Gambolasse  stream,  which  has  about 
half  the  capacity  of  the  former  stream ;  saw,  clapboard  and  shingle 
mill,  upon  one  dam ;  grist  mill  upon  the  other  dam,  with  a  reservoir 
dam  above.  This  stream  is  connected  with  several  large  ponds, 
and  is  very  constant. 

Seventh,  at  the  outlet  of  Second  Cold-Stream  pond,  dam  flows 
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both  lakes,  above,  eight  feet ;  saw  mill ;  lakes  have  an  area  of 
1.75  square  miles. 

All  the  lakes  and  ponds  are  capable  of  great  improvement  as 
reservoirs.  Granite  abundant  in  the  form  of  boulders ;  ledges  of 
slaty  rock  suitable  for  building.  Basin  of  streams  nearly  all 
covered  with  woods. 

Market,  Bangor;  the  European  &  North  American  Railway 
crosses  the  Mattanawcook  between  the  mills.  Also  via  Penobscot 
river. 

LlNCOLNVILLB — WALDO   CotTKTY. 

From  Selectmen's  Beturns. 
Six  Powers. 

First,  "Ducktrap  Falls,"  on  Ducktrap  stream,  the  outlet  of 
several  large  ponds.  Descent  of  the  stream  nearly  300  feet  in 
three  miles.  The  power  in  question  is  situated  about  .20  rods 
above  Ducktrap  bridge,  and  40  rods  from  high  water  mark.  There 
is  now  a  wooden  dam  upon  it,  built  in  1852,  about  13  feet  high ; 
the  banks  of  the  stream  are  high,  and  the  dam  can  be  raised  to 
any  required  height,  "  short  of  100  feet,"  at  comparatively  small 
expense. 

A  canal  could  be  made,  at  little  outlay,  to  conduct  the  water 
below  the  bridge,  where  factories  could  be  built  close  upon  tide 
water,  so  that  vessels  could  load  and  unload  by  their  immediate 
side.    The  harbor  receives  vessels  drawing  12  feet.  * 

Power  upon  this  river  within  two  miles  of  its  mouth,  with  feasi- 
ble improvement,  estimated  equal  to  75,000  spindles. 

Twenty-eight  hundred  acres  of  pond  surface,  all  within  a  few 
miles,  are  available  for  reservoir  purposes.  The  capacity  of  the 
ponds  could  be  greatly  increased  by  dams. 

One  grist  mill  on  this  power;  no  other  improvements;  the 
proprietor  will  give  the  privilege  outright  to  any  responsible  party 
who  will  improve  it.     Proprietor,  D.  Howe. 

Second,  a  power  on  the  McOobb  stream. 

Third,  a  power  at  the  outlet  of  Kendal  pond ;  stave  mill. 

Fourth,  a  power  at  Gould  pond ;  saw  mill. 

Fifth,  a  power  at  Andrews'  point,  owned  by  David  P.  Andrews ; 
a  saw  mill. 

Sixth,  a  power  at  Stetson's  pond ;  a  stave,  shingle  and  saw 
mill. 
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The  mills,  on  the  greater  part  of  the  before  mentioned  powers, 
work  only  a  portion  of  the  year,  the  water  being  drawn  down  on 
account  of  flowage,  there  not  being  work  enough  for  the  mills,  at 
present,  to  pay  damage  for  flowing.  No  damage  ever  occurs  on 
the  stream  from  freshets ;  no  power  in  the  State  can  be  superior 
in  this  respect. 

Abundance  of  excellent  granite ;  and  the  best  lime,  the  Coleman 
white  lime,  in  the  market ;  also  abundant  clay  of  the  best  quality 
for  brick  at  tide  water ;  convenient  locations  for  mills. 

Linneus — Aroostook  County. 

Statement  of  P.  P.  Burleigh,  Esq. 
Four  Powers. 

First,  on  Bither  brook ;  not  improved. 

Second,  on  Mill  brook ;  not  improved ;  will  operate  3  months. 

Third,  on  Beaver  brook,  in  the  southwest  part  of  the  town,  small 
pond  above,  flowed  by  a  dam ;  a  large  tract  of  bog  also  can  be 
flowed.     Unoccupied. 

Fourth,  on  Meduxnakeag  stream,  in  the  northwest  part  of  the 
town ;  quite  a  large  stream  ;  will  saw  six  months.     Unoccupied. 

Lisbon — Androscoggin  County. 

From  the  Statement,  of  G.  G.  Moses,  Esq.,  of  Bath,  and  the  Returns 

of  the  Selectmen  of  Lisbon. 
Bight  Powers, 

First,  "  Lisbon  Falls,"  on  the  Androscoggin  river,  in  the  south- 
east corner  of  the  town  of  Lisbon ;  11  miles  from  Lewiston,  11  from 
Bath,  and  30  from  Portland. 

Height  and  Formation. — There  were,  originally,  two  falls  about 
900  feet  apart,  giving  together  a  natural  fall  of  31  feet  in  the  dis- 
tance of  1,800  feet,  which  fall  is  increased  by  the  elevation  of  the 
dam  to  33  feet. 

The  upper  fall,  just  below  which  the  dam  was  located,  is  formed 
by  a  ledge  of  granite  making  directly  across  to  an  island  about  300 
feet  distant,  thence  to  the  opposite  shore,  650  feet  farther.  This 
ledge  extends  for  more  than  half  a  mile  down  the  river,  on  both 
sides,  giving  the  best  possible  foundation  for  manufacturing 
establishments. 

The  dam  is  in  two  sections,  each  resting  on  the  island.  It  is  built 
on  the  ledge  about  eight  feet  lower  than  the  brow  of  the  natural 
fall,  and  being  an  average  height  of  ten  feet,  raises  the  water  but 
two  feet  above  its  natural  level.    It  is  constructed  of  hewn  timber, 
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in  the  form  of  crib-work,  the  lower  tier  of  which  is  fitted  to  all  the 
irregularities  in  the  surface  of  the  ledge,  and  firmly  secured  with 
bolts.  The  cribs  are  filled  with  rock  ballast  and  covered  with  hard 
wood  plank.  The  whole  work  and  materials  were  designed  to  make 
it  equal  or  superior  to  any  dam  in  the  country  not  built  of  stone. 
It  is  believed  to  be  strong  enough  to  withstand  any  force  to  which 
it  may  be  subjected. 

Volume  of  Water. — Volume  in  the  dry  season  of  the  year, 
estimated  from  the  volume  at  Lewiston,  with  allowance  for  the 
additions  of  the  Little  Androscoggin  and  Sabattus  rivers,  122,000 
cubic  feet  of  water  per  minute,  during  working  time  of  11  hours 
per  day,  six  days  in  the  week.  The  improvement  of  the  lakes,  by 
which  the  run  of  water  at  Lewiston  would  be  increased,  would 
operate  to  the  same  extent  in  favor  of  the  power  at  this  point. 
See  pages  83-86. 

Power. — Without  any  increase  as  above  named,  in  the  dry  sea- 
son, equal  to  7,623  horse  power,  gross,  or  305,000  spindles.  But 
a  trifling  amount  of  this  large  power  is  yet  in  use.  The  expense 
of  making  the  balance  available  has  been  pronounced,  by  competent 
engineers,  very  small,  compared  with  the  expenditure  at  other 
points- of  corresponding  importance  as  to  exteut  of  power. 

Lay  of  the  Land. — Favorable  for  manufacturing  establishments, 
with  sufficient  room  for  using  the  whole  power.  The  surrounding 
territory  is  inhabited  by  farmers  who  furnish  abundance  of  produce 
for  the  support  of  a  large  population. 

Accessibility. — The  Androscoggin  Railroad  runs  through  the  land 
of  the  company,  giving  ample  conveniences  in  the  way  of  side 
tracks,  to  warehouses  for  storage  of  raw  materials,  fuel,  &c,  and 
for  shipment  of  manufactured  goods  without  drayage.  By  railroad 
Lisbon  Falls  is  30  minutes  from  Lewiston,  one  hour  from  Bath,  one 
and  a  half  hours  from  Portland,  and  six  hours  from  Boston.  Raw 
materials  and  manufactured  goods  can  be  transported  to  and  from 
the  mills  as  cheaply  as  from  other  interior  manufacturing  towns. 

Proprietorship. — The  power  is  owned  by  the  Androscoggin  Water 
Power  Company,  Oliver  Moses,  President;  G.  C.  Moses,  Treasurer. 
This  company  also  own  the  real  estate  along  the  river,  the  toll 
bridge,  saw  and  grist  mill  on  the  lower  fall,  and  other  property  in 
the  vicinity. 

Improvements. — The  only  company  now  in  occupation  of  the 
power  is  the  Worumbo  Manufacturing  Company,  F.  Gutmann, 
Agent.     Incorporated  1864. 
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Capital  stock, $250,000 

Number  of  mills, 2, — 10  sets  of  cards. 

Goods  manufactured, All-wool  beavers. 

Females  employed, TO 

Males  "  100 

Power  used, 150  horse. 

Wheels, 2  turbines. 

Buildings, Brick. 

t>     ,     A.  f  120,000  yards  6-4. 

Production  per  annum,     j  225,000  pounds  of  finished  cloth. 

Incidentals. — Building  materials  of  all  kinds  are  to  be  obtained 
in  the  immediate  vicinity  at  reasonable  cost.  The  Water-Power 
Company  own  two  saw  mills,  supplied  with  abundance  of  pine  and 
hemlock  from  the  surrounding  country.  Brick  of  excellent  quality 
are  made  upon  the  land  of  the  company.  Abundance  of  stone 
suitable  for  foundations  and  canal  walls  can  be  had  on  the  spot 
where  it  is  wanted.  The  village  is  yet  small,  but  growing,  and  a 
commendable  improvement  in  schools  and  churches  is  already 
manifest.  To  make  an  increased  supply  of  water  at  Lewiston 
available  at  this  point,  it  would  only  be  necessary  to  provide  means 
to  hold  back  the  water,  left  in  the  river  between  the  two  places  after 
close  of  work  at  Lewiston,  for  use  the  next  day,  as  the  arrange- 
ments there  would  of  course  be  complete  for  holding  all  the  water 
coming  down  to  that  point  in  the  night.  ,  The  reservoir  above  the 
dam  at  Lisbon  falls  being  very  large,  but  slight  elevation  would 
be  requisite.  With  this  increase  the  power  would  be  nearly  double 
that  now  used  at  Lewiston,  and  would  support  a  population  of 
40,000  persons. 

Second  and  Third,  at  Factory  village,  on  Sabattus  river,  owned 
by  N.  W.  Farwell  of  Lewiston.  The  upper  one  has  a  fall  of  10 
feet;  is  under  improvement;  double  turbine  wheel;  power  175 
horse.  Lower  fall  not  improved,  save  in  an  old  grist  and  saw  mill. 
Fall,  20  feet;  power,  325  horse.  Stream  connected  with  the 
Great  Sabattus  pond ;  water  constant ;  freshets  not  destructive. 

Fourth,  at  Lisbon  plains,  on  the  same  river,  about  one-third  of  a 
mile  from  the  Androscoggin  river;  20  feet  fall;  unimproved; 
owned  by  B.  Farns worth  and  others. 

Fifth,  about  one-fourth  mile  above ;  fall  12  feet ;  the  property  of 
the  Paper  Company ;  mill  built  1866 ;  manufactures  one  and  a 
half  tons  newspaper  per  day ;  machinery  best  quality. 


Div.  II.]  THE  WATER  POWERS.  g43 

Sixth,  next  above,  the  property  of  the  Farnsworth  Manufactur- 
ing Company ;  fall,  13  feet ;  woollen  mill,  built  1865 ;  first-class 
machinery;  manufactures  30,000  yards  per  month  of  "three- 
fourths  "  goods ;  spare  power  except  in  drouth. 

Seventh  and  Eighth,  on  Little  River  stream,  near  its  junction 
with  the  Androscoggin.    No  details. 

Litchfield — Kennebec  County. 
From  Selectmen's  Returns. 
Eight  Powers,  or  More. 

First,  on  Patten  Mill  stream,  which  rises  in  swamps ;  a  saw 
mill ;  operates  six  months. 

Second,  Third,  Fourth  and  Fifth,  on  Potter  Mill  stream,  the 
outlet  of  Loon  pond ;  not  improved  by  reservoir  dams,  but  holds 
out  well  in  dry  seasons.  On  the  lower  dam  a  grist  mill ;  above  on 
the  other  dams,  are  carding,  shingle,  saw,  and  grist  mills.  The 
lower  privilege  is  a  good  one ;  12  feet  head  and  six  feet  fall. 

Sixth,  Seventh,  and  Eighth,  on  the  outlet  of  Purgatory  ponds, 
four  in  number,  which  cover  over  a  thousand  acres  and  drain 
three  thousand  acres.  A  dam  at  the  outlet  of  the  lower  pond, 
holds  back  a. part  of  the  surplus  water.  The  outlet  channel  might 
be  deepened  and  a  higher  dam  built  at  no  great  cost,  and  the 
power  rendered  available  all  the  year. 

The  upper  power  has  12  feet  head  and  six  feet  fall ;  saw  mill, 
200,000  feet  of  long  lumber,  and  a  shingle  machine  about  200,000 
shingles ;  grist  mill,  large  custom. 

The  lower  power  is  operated  by  E.  Plimpton  &  Sons,  in  the 
manufacture  of  forks  and  hoes ;  12  feet  head  and  four  feet  fall. 
The  machinery  is  run  from  October  to  July. 

Several  smaller  powers  in  town,  capable  of  operating  small 
machinery  a  portion  of  the  year. 

Littleton — Aroostook  County. 

From  Selectmen's  Returns. 
Several  Powers. 

Three  on  the  Big  brook,  "  several "  on  the  South  branch  of  the 
Meduxnakeag  river,  and  one  on  a  branch  thereof. 

The  powers  on  Big  brook  are  each  sufficient  to  drive  a  saw  mill 
.or  grist  mill  the  year  round.  Those  on  the  Meduxnakeag  "  can 
propel  any  amount  and  size  of  machinery." 
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Only  one  of  the  powers  is  improved ;  a  saw  mill  operates  part  of 
the  year,  for  local  and  settlers'  uses. 

The  Meduxnakeag  drains  a  large  area  of  country  and  is  con- 
nected with  several  large  ponds ;  artificial  reservoirs  of  very  large 
capacity  can  be  cheaply  constructed  on  Big  brook,  and  doubtless 
on  the  river  also.  Freshets  are  not  very  heavy ;  lay  of  the  land 
about  the  powers  most  excellent  for  mills  and  workshops ;  basin 
mostly  wooded. 

Market,  Houlton,  and  Richmond  station. 

Livermore — Androscoggin  County. 

From  the  Statement  of  HoUis  Turner,  Esq. 

[See  also  "  East  Livermore  and  Livermore.9] 

Twelve  Powers. 

Five  on  a  stream  from  Long  pond. 

First,  a  saw  mill,  near  the  outlet ;  fall  nine  feet ;  square  inches 
of  water  in  use,  600. 

Second,  a  grist  mill,  below ;  fall  12  feet ;  800  square  inches  of 
water. 

Third,  pill-box  factory ;  fall  10  feet. 

Fourth,  rake-factory ;  fall  12  feet. 

Fifth,  saw  mill ;  15  feet  fall. 

On  a  stream,  from  Turner  pond,  are  two  powers,  improved ; 
also,  three  unimproved,  as  follows : 

Sixth,  at  the  outlet,  unimproved ;  fall  eight  feet ;  capacity  1,200 
square  inches ;  ownership,  Hollis  Turner. 

Seventh,  a  short  distance  below,  a  grist  mill;  fall  15  feet; 
capacity  1,200  square  inches  of  water;  Hollis  Turner;  centre-vent 
wheels. 

Eighth,  just  below,  various  saws  in  one  building ;  fall  nine  feet ; 
capacity,  2,500  square  inches;  ownership,  Lewiston  Company. 
This  mill  does  a  good  business  at  flood  of  water,  spring  and  fall. 

Ninth,  about  a  half  a  mile  below,  on  the  same  stream,  the  same 
company  own  another  water-power,  not  improved,  equal  to,  or 
better,  in  many  respects,  than  that  before  described. 

Tenth  and  Eleventh,  smaller  powers,  on  separate  streams;  a 
shingle  mill  on  each. 

Twelfth,  on  the  same  stream,  upon  which  is  the  last  mentioned 
grist  mill;  opposite  the  mill  is  another  privilege  not  improved, 
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with  a  capacity  equal  to  that  of  the  grist  mill.    Ownership,  Hollis 
Turner. 


Long-Pond  Township — Somerset  County. 
Statement  of  J.  M.  Haynes,  Esq.,  of  Augusta,  and  ffeman  Whip- 
ple, Esq.,  of  Solon. 
Four  Powers, 

First,  on  the  Lower  Churchill,  "  Lower  Churchill  Falls,"  40  rods 
from  lake,  10  feet  fall ;  dam ;  good  site. 

Second,  above,  good  site.    Ponds  above,  flowed  for  reservoirs. 

Third,  "Parlin  Stream  Falls,"  on  Parlin  pond  outlet,  near  the 
line  of  the  town,  15  feet  fall.  Solid  ledge ;  land  favorable.  An 
excellent  privilege.  Parlin  pond,  above,  covers  2.75  square  miles, 
and  has  been  flowed  five  feet  and  can  be  flowed  three  feet  more. 

Fourth,  at  the  outlet  of  Long  pond,  which  covers  eight  square 
miles,  a  dam  giving  eight  feet  head.  Twenty  square  miles  of 
ponds  above  this  point  that  can  be  flowed  for  reservoirs.  See 
reservoirs,  middle  table,  page  95. 

Lovell — Oxford  County. 

From  the  Statement  of  the  Selectmen. 
Six  Powers. 

First,  " Lovell  Village,"  on  Kezar  river;  an  excellent  privilege ; 
numerous  saws  and  a  grist  mill  with  four  sets  of  stones.  Water 
more  than  abundant  through. the  year.  Fail  15  feet;  width  of 
stream  at  dam,  100.     Power  not  all  improved. 

Second,  Alder-brook  privilege  at  "Number  Four;"  10-acre 
pond ;  a  superior  power  for  one  of  its  capacity,  can  furnish  an 
ordinary  power  all  the  year.  Fall  eight  feet ;  carriage,  gun,  plan- 
ing and  turning  machines.     Power  not  wholly  improved. 

Third,  "Kezar  Falls,"  on  Kezar  river;  fall  20  feet,  nearly  per- 
pendicular ;  entirely  unoccupied. 

Fourth,  at  "  Slab  City ;"  Heaid's  pond  the  reservoir,  30  acres ; 
grist,  saw,  and  stave  nulls,  run  all  the  year. 

Fifth,  "  Succor  Brook ;"  small  pond ;  can  run  in  spring  and  rail ; 
saw  mill. 

Sixth,  at  outlet  of  Andrew's  pond,  "Cushman's  Mills";  stave 
and  shingle. 
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"  Lovell  Village"  is  fed  by  the  ponds  called  Fire  Eezars.  See 
Part  II,  page  71. 

Rock  abundant  for  building  purposes.  Lay  of  the  land  con- 
venient.   The  power  is  as  a  whole  comparatively  undeveloped. 

Market,  at  home.  Nothing  is  carried  beyond  a  circuit  of  15 
miles. 

Lowbll — Penobsoot  County. 

From  Selectmen's  Returns. 
Ten  Powers. 

First,  on  Passadumkeag  river,  "Passadumkeag  Rips,"  16  feet 
fall ;  not  improved. 

Second,  on  Passadumkeag  river,  "  Little  Falls,"  16  feet  fall. 
Improvements,  "  Lord's  Mill "  and  "  Webb  &  Co.'s  tannery."  Fall 
extends  one  mile ;  dam  has  12  feet  head. 

Third,  on  Passadumkeag  river,  "  High  Ledge,"  9  feet  fall ;  not 
improved. 

Fourth,  on  Passadumkeag  river,  "Lightning  Rips,"  7  feet  fall; 
not  improved. 

Fifth,  on  Eskutassis  stream,  "  Varney's  Mills,"  fall  14  feet ;  mill 
not  now  in  use. 

Sixth,  "  Porter's  Grist  Mill,"  fall  10  feet ;  grist  mill  and  shingle 
machine. 

Seventh,  "Porter's  Saw  Mill,"  fall  10  feet. 

Eighth,  "Woodman's  Mill,"  10  feet  fall;  mill  not  now  in  use; 
"  mill  and  dam  both  run  down." 

Ninth  and  Tenth,  sites,  unoccupied. 

The  total  fall  on  Eskutassis  stream  is  70  to  80  feet  in  four  and  a 
half  miles ;  total  fall  on  the  Passadumkeag  not  known. 

No  estimate  of  the  power  has  ever  been  made  by  accurate 
measurement. 

Each  power  on  the  Passadumkeag  will  run  four  saws  through  the 
whole  sawing  season.  Those  on  the  Eskutassis  will  run  one  saw 
four  months  of  the  year.  The  grist  mill  and  tannery  work  all  the 
year;  machinery  not  of  the  best  construction. 

The  capacity  of  both  streams  can  be  greatly  increased  by  the  use 
of  the  connected  lakes  for  reservoirs.     See  Part  II,  page  107. 

Granite  abundant  for  all  building  purposes ;  the  leading  rock, 
slate.  Lay  of  the  land  about  the  sites,  level  and  good  ;  99  hund- 
redths of  the  basin  of  the  Passadumkeag  covered  with  forests ; 
annual  product  about  $100,000. 
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Market,  Bangor,  by  county  road  to  Passadumkeag,  thence  by 
boat  to  Oldtown,  and  by  railroad  to  Bangor ;  or  by  rafts  direct 
from  Lord's  mill  to  Bangor,  by  the  river. 


Lowell  Townsbhp — Somerset  County. 
Statement  of  Herman  Whipple,  Esq.,  of  Solon. 
Several  Powers. 

First,  "  Lowell  Falls/'  on  Moose  river,  a  mile  from  the  town  line, 
30  feet  fall  in  60  rods.  Most  excellent  site  for  dam  and  mills ; 
ledge  bottom  and  banks;  dam  would  make  considerable  dead 
water  above. 

Second,  above,  about  midway  the  town,  50  feet  fall  in  about  a 
mile.     Hard  bottom,  good  banks. 

Ponds  in  the  Gore  above  which  can  be  made  reservoirs  ;  also  in 
the  township. 

Good  sites  on  the  "Upper  Gulf  Stream. "  Little  ponds  above, 
which  can  be  dammed. 

Lubec — Washington  County. 

Statement  of  E.  A.  Davis,  Esq. 
Eight  Powers. 

First,  at  West  Lubec,  a  tide  saw  mill. 

Second,  on  the  tributary  to  the  pond  of  the  above,  formerly  lath 
and  box  mills ;  now  unoccupied ;  will  run  eight  months  in  the  year. 

Third  and  Fourth,  on  McDaniel's  stream ;  unoccupied ;  formerly 
operated  saw  mills. 

Fifth,  at  the  mouth  of  the  same  stream,  a  dam,  not  now  used. 

Sixth  and  Seventh,  near  West  Quoddy  head,  sufficient  to  carry 
a  saw  mill  each. 

Eighth,  at  "  Lubec  Mills,"  a  tide  power,  formerly  plaster  mills ; 
the  largest  power  in  town ;  pond  over  100  acres ;  head  about  15 
feet.     "  Power  here,  100  horse,  and  the  others  combined  as  much 


Ludlow — Aroostook  County. 

Selectmen's  Statement. 
One  Power. 

One  small  power  on  Small's  mill  brook ;  a  saw  mill  that  works 
fall  and  spring  and  during  occasional  seasons  of  high  water. 
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Ltman — York  County. 

Statement  of  E.  H.  Tripp,  Esq. 
Eight  Powers.    • 

First,  "  Goodwin's  Mills,"  on  Wadlin-pond  stream,  saw  and  two 
grist  mills,  shingle  machine,  etc.  Operate  all  the  year,  in  part. 
Pond  covers  0.35  square  miles,  flowed  10  feet,  can  be  raised  more 
at  some  expense,  covering  a  large  tract  of  land. 

Second,  two  miles  above,  a  shingle  machine. 

Third,  at  the  outlet  of  the  pond,  saw  mill. 

Fourth  and  Fifth,  on  the  southern  outlet  of  Kennebunk  pond ; 
one  formerly  used ;  mill  burned ;  both  good  privileges ;  five  feet 
fall  each. 

Sixth,  on  the  northern  outlet  of  the  pond,  various  mills ;  operate 
two-thirds  of  the  year  on  both  outlets.  Kennebunk  pond  covers 
0.50  square  miles,  and  is  flowed  four  feet. 

Seventh,  one  and  one-half  mile  below  the  point  of  junction  of 
the  outlets,  five  feet  fall ;  saw  mill. 

Eighth,  a  mile  below ;  fall  six  feet ;  mills  going  up. 

Lyndon — Aroostook  County. 
From  the  Statement  of  J.  B.  Hayes,  Esq. 
Seven  Powers. 

Four,  upon  Caribou  stream,  at  Caribou  village,  and  within  half 
a  mile  of  its  mouth.    Height  of  the  series,  50  feet. 

First,  (upper)  saw,  clapboard  and  lath  machine. 

Second,  grist  mill,  three  runs  of  stones,  operates  all  the  year ; 
planing  mill. 

Third,  unoccupied  at  present;  privilege  sold  and  a  woollen 
factory  to  be  erected  next  season. 

Fourth,  very  good;  dilapidated  grist  mill,  unused;  shingle 
machine  in  operation  part  of  the  year. 

Very  small  proportion  of  the  power  now  used ;  the  grist  mill 
alone  now  operates  all  the  year ;  the  others  might  so  far  as  regards 
supply  of  water.  The  stream  is  connected  with  only  one  pond  1.5 
by  0.5  miles  in  extent.  On  one  branch  a  small  artificial  reservoir 
might  be  constructed ;  on  the  other  a  very  large  one.  The  basin 
of  the  river  is  large  and  lies  in  easy  swells,  consequently  freshets 
are  neither  high  nor  sudden;  no  damage  from  high  water  for 
twenty  years.  By  means  of  artificial  reservoirs  a  great  amount  of 
machinery  might  be  run  all  the  year. 
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Underlying  rocks,  a  mixture  of  slate  and  lime,  not  suitable  for 
building  purposes,  yet  the  bed  of  the  stream  and  the  banks,  (which 
are  all  solid  ledge,)  endure  aqueous  and  atmospheric  action  per- 
sistently. The  slate  stands  fire  well  also.  The  lay  of  the  land 
about  the  falls,  the  very  best  possible  for  the  location  of  mills, 
shops,  etc. 

Seven-eighths  of  the  basin  of  the  stream  are  covered  with  woods. 
"  Climate  rendered  singularly  humid  by  the  lakes  and  surrounding 
rivers  and  adjacent  high  ridges  of  land." 

Influence  of  the  improvement  of  the  power  upon  the  town  very 
great.  A  thriving  and  beautiful  village  has  sprung  up  within  the 
last  four  years ;  several  buildings  now  going  up ;  a  church  erecting 
to  cost  $2,600,  "  all  paid  for  in  advance  by  ourselves."  An  Academy 
in  contemplation. 

Market,  Tobique,  on  the  St.  John  river,  15  miles,  thence  by  river 
to  the  seaboard,  or  by  State  road  to  Houlton ;  thence  to  Bangor 
by  said  road ;  or  by  St.  Andrews  Railroad,  to  the  ocean.  Trade 
mostly  by  the  latter. 

Fifth,  Sixth  and  Seventh,  upon  brooks,  operating  a  saw  mill 
each,  about  half  the  year. 

Machias — Washington  County. 
From  the  Statement  of  H.  L.  Hill,  Esq. — Endorsed  by  (he  Selectmen. 

Four  Powers, 

The  water-power  in  this  town  consists  of  a  series  of  falls  on  the 
Machias  river,  naturally  divided  into  four  general  privileges,  each 
containing  from  one  to  three  special  privileges,  or  ownerships ;  and 
a  dam  thrown  entirely  across  the  river  a  distance  of  130  rods  up 
from  the  lower  falls,  making  a  second  fall,  12  feet  6  inches,  from 
the  surface  of  the  lower  pond. 

These.privileges  are  located  at  the  head  of  navigation,  six  miles 
from  the  river's  mouth  and  three  miles  above  its  junction  with  the 
East  Machias  river.  The  difference  of  level  from  high  water  at 
average  tides,  to  surface  of  lower  pond,  is  20  feet  6  inches.  The 
fall  is  distributed  as  follows :  the  fall  at  upper  dam,  12  feet  6  inches; 
fall  at  extreme  lower  falls,  where  about  one-half  the  lower  machinery 
is  located,  20  feet  6  inches ;  the  remaining  one-half  a  fall  of  15  feet. 
There  is  a  canal  from  the  upper  dam,  running  parallel  to  the  river 
bank,  a  distance  of  60  rods,  upon  which  are  a  planing  mill,  and 
sash,  door  and  blind  factory.    The  embankment  of  this  canal  is 
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lower  than  the  dam,  but  the  conformation  of  the  river  bank  is  such 
that  two-thirds  its  length  may  be  raised  to  the  same  level  as  the 
dam,  thereby  making  the  fall  from  the  canal  equal  to  that  from  the 
upper  pond. 

The  volume  of  the  river  at  lowest  run,  is  15,000  cubic  feet  per 
minute,  which,  with  the  use  of  wheels  that  will  give  70  per  cent, 
of  the  theoretic  power  of  water,  yield  630  horse-power ;  the  gross 
power  is  about  93*7  horse.  The  whole  amount  of  long  lumber  and 
laths  sawed  in  1866  by  water-power,  (allowing  500  feet  cut  surface 
per  1000  laths,)  was  38,266,000  feet,  allowing  that  amount  of 
work  to  be  done  in  182  days  of  10  hours  each,  (which  is  maximum 
length  of  sawing  season,)  requires  350  horse-power.  Allow  for 
driving  grist,  carding,  and  planing  mills,  and  sash,  door  and  blind 
factory,  50  horse-power,  makes  an  aggregate  of  400  horse-power, 
leaving  a  balance  of  230  horse-power  for  the  182  days,  and  the 
whole  power  the  balance  of  the  year  surplus. 

It  is  not  to  be  understood  that  there  is  a  surplus  of  power  dur- 
ing all  the  working  season,  as  the  wheels  in  use  are  not  generally 
of  the  best  construction  for  economizing  power,  nor  has  foil 
advantage  been  taken  of  the  fall  in  their  location.  The  wheels  in 
use  are  all  of  the  turbine-  class,  representing  (comparatively)  a 
large  variety  of  style,  amongst  which  are  the  Perry,  Stearns, 
Union,  Close  &  Rider  wheels ;  the  last  two  being  considered  best. 

The  power  is  owned  in  town. 

For  reservoirs  tributary  to  this  power,  see  Part  II,  page  132, 
second  table. 

No  material  damage  of  property  caused  by  freshets ;  total  range 
from  high  to  low  water,  eight  feet. 

Extreme  low  water  prevails  one-sixth  of  the  year ;  extreme  high 
water,  one-twelfth  ;  the  balance  of  the  year  the  volume  is  from  two 
to  three  times  the  before  given  estimate.  The  outcropping  and 
underlying  rocks  are  trap,  but  there  is  an  extensive  granite  quarry 
within  three  miles  of  the  falls.  The  lay  of  the  land  in  reference  to 
the  erection  of  mills  and  workshops,  is  favorable. 

Total  length  of  the  river  is  70  miles,  draining  15  towns  and 
townships,  eight  of  which,  except  locally,  are  still  entirely  covered 
by  forest,  from  which  an  average  of  40,000,000  feet  of  lumber  are 
taken  per  annum ;  a  bountiful  supply  still  remains.  The  residue 
of  towns  and  townships  also  retain  npon  their  surface  a  large 
portion  of  forest. 
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Annual  export,  by  sea,  to  Boston,  New  York,  the  West  Indies 
and  South  America,  $650,000  worth  of  lumber.  This  amount 
shows  no  falling  off  from  former  years,  either  in  total  annual 
product  or  value,  but  rather  an  increase.  Vessels  of  600  tons 
burthen  lie  at  the  lower  falls  with  full  cargo. 

Within  the  last  11  years  the  capacity  of  the  town  to  accommo- 
date its  growing  population  has  been  increased  three-fifths,  yet  the 
demand  for  tenements  is  greater  than  ever  before ;  our  mechanics 
and  laborers  are  constantly  employed,  and  our  business  men  invite 
capitalists  to  unite  with  them  in  opening  new  avenues  of  Industry. 

Machiasport — Washington  County;-'    T    1   |>   |{    \   ||   V 
Selectmen's  Statement.         |j 
There  is  no  water-power  in  this  town.  !'  U  N  J  V  E  K  S  I T  V    « •  I 

Madawaska — Aroostook  County/!^    i>At***^IXi 
One  Power.  H-w*----""~ 

A  grist  mill  and  saw  mill  on  a  stream  tributary  to  the  St.  John 
river. 

Madison — Somerset  County. 
From  Selectmen's  Return*. 

[8ee  also  "  Anion  and  Madison."] 
Five  Powers. 

Five  dams  upon  the  outlet  of  Madison  pond,  furnishing  a  fall  of 
50  feet  within  a  running  distance  of  one  mile  from  the  outlet. 

For  half  the  year  the  pond  would  supply  1,000  inches  of  *rater ; 
the  remaining  part  of  the  year  it  would  average  300  inches  for  10 
hours  per  day. 

One  fall  of  10  feet  is  not  improved.  Two  saw,  four  shingle,  and 
two  grist  mills,  one  sash  and  blind  factory,  several  lath  machines, 
and  a  tannery  in  operation. 

The  grist  mill  and  sash  and  blind  factory  operate  nearly  all  the 
year ;  the  shingle  mills  run  over  three-fourths  of  the  time ;  saw 
mills  run  about  three-fourths  of  the  time.  #  Machinery  good; 
Gould  wheels. 

Madison  pond  contains  2,000  acres,  flowed  six  feet  by  a  dam  at 
the  outlet.  Freshets  are  controlled,  stream  is  perfectly  safe  and 
very  constant.  Bocks  about  the  falls,  hard  slate.  Market,  for 
the  products  of  the  mills,  Skowhegan  depot,  six  miles  distant,  by 
road. 
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Madrid— -Franklin  County. 

From  Selectmen9  8  Returns. 
Five  Powers. 

Firet,  on  the  west  branch  of  Sandy  river;  grist,  and  various 
mills ;  fall  seven  feet.  Power  in  the  drouth  of  summer  or  in  the 
dead  of  winter,  is  now  scarcely  sufficient  to  carry  more  than  one 
run  of  burr  stones.  Stream  rises  in  several  ponds,  500  acres,  near 
Saddleback  mountain,  whose  storage  capacity  might  be  doubled 
by  dams.  Seven-eighths  of  the  basin  of  the  stream  covered  wift 
forest. 

Second,  on  the  Perham  stream ;  various  saws ;  the  head  is  pro- 
duoed  solely  by  the  dam.  No  chance  for  artificial  reservoirs.  Mills 
run  three  months,  and  cut  300,000  of  lumber.  Nineteen-twentieths 
of  the  basin  of  the  stream  covered  with  forest,  a  large  part  of  which 
is  spruce. 

•  Third,  09  the  Oberton  stream,  "Great  Falls'7;  unoccupied  ;  fall 
100  feet  in  10  rods.  Volume  of  water  small, — would  in  a  drouth 
all  run  through  a  spout  less  than  10  inches  square,  without  head. 
The  entire  basin  of  the  stream  is  an  unbroken  wilderness.  A  good 
location  for  a  lumber  mill,  and  about  11  miles  from  Phillips  village. 
An  artificial  reservoir,  50  acres,  might  be  constructed  on  this  stream 
at  small  cost. 

Fourth,  on  the  Sargent  stream ;  unoccupied ;  volume  of  water 
smaller  than  the  last  mentioned ;  fall  about  eight  feet.  No  chance 
for  artificial  reservoirs. 

Fifth,  various  saws,  above ;  seven-eighths  of  the  basin  of  the 
stream  wooded. 

So  steep  are  the  water  declivities  in  this  town,  that  a  head  of 
water  might  easily  be  raised  almost  anywhere  on  the  streams, 
sufficient  to  carry  a  saw  mill  or  other  machinery.  The  volume  of 
water  in  all  the  streams  varies  greatly  from  lowest  to  highest  water. 

Old-fashioned  flutter  wheels.  Each  of  the  three  saw  mills  cuts 
200,000  feet  of  boards  per  year.  With  improved  machinery,  they 
might  do  double  the  amount.     Rock,  the  coarsest  granite. 

Manchester — Kennebec  County. 
From.  Selectmen9 8  Returns. 
Three  Powers,  or  More. 

First,  in  the  north  part  of  the  town,  saw  mill,  two  months; 
30,000  feet. 
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Second,  near  centre  of  town ;  carriage  factory ;  overshot  wheel, 
circular  saw  and  other  machinery. 

Third,  on  the  Cobbosseecontee  river.    An  excellent  dam  across  s 

the  stream,  a  few  rods  below  the  outlet.  This  would,  undoubtedly 
be  a  valuable  power,  holding  as  it  does  such  large  reservoirs  of 
water.    See  page  97,  second  Table. 

"  Several  small  streams  could  be  made  useful  in  driving  machinery 
for  a  portion  of  the  time,  by  forming  ponds  and  reservoirs ;  they 
are  all  of  very  gradual  descent,  without  any  very  considerable  falls 
or  rapids." 

Mapleton  Plantation — Aroostook  County. 
From  Assessors9  Returns  and  a  Flan  of  the  Streams. 

Three  Powers. 

First,  on  the  Presque  Isle  stream,  about  midway  its  course  in 
the  township,  a  rapid,  ten  feet  fall  might  be  had,  a  valuable  privi- 
lege ;  unoccupied. 

Second,  two  miles  above,  "  Ball's  Mills,"  10  feet  fall,  saw  mill ; 
3,000  feet  of  boards,  10,000  shingles,  and  1,500  clapboards  per 
day ;  operates  nine  months  per  year ;  abundant  lumber  in  the 
vicinity. 

Third,  on  a  brook  tributary  to  the  Presque-Isle  stream,  would 
operate  part  of  the  year. 

Market,  Presque  Isle,  by  road. 

Mamaville— Hancock  County. 

From  Selectmen's  Returns. 
Five  Powers. 

First  and  Second,  on  West  brook,  one  improved  in  tannery  and 
saw  mill ;  the  other,  in  saw  mill  and  shingle  mill. 

Third,  on  East  brook,  saw  mill. 

Fourth,  on  Hopkins'  brook,  saw  mill  and  shingle  mill. 

Fifth,  on  the  west  branch  of  Union  river ;  unimproved. 

West  brook  is  connected  with  two  quite  large  ponds;  their 
capacity  can  be  much  increased. 

Market,  Bangor,  20  miles ;  Ellsworth,  13  miles,  by  road. 

Marion — Washington  County. 

From  Selectmen7 s  Returns. 
Wine  Powers. 
First,  on  the  Cathance  river ;  10  feet  head ;  saw  and  lath  mill, 
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old  wooden  machinery;  600,000  long  lumber  per  year.  With 
improved  machinery,  would  yield  four-fold.  Owned  by  T.  W. 
Allan  &  Son  of  Dennysville. 

Second,  three-quarters  of  a  mile  above;  rips  of  10  feet  fall; 
unimproved.    Owned  by  John  Smith  of  Dennysville. 

Third,  "Lath  Mill  Dam/7  one-quarter  of  a  mile  above;  head 
13  feet ;  natural  privilege — scarce  any  dam  needed ;  shingle  mills 
and  lath  mills.    Owned  by  Allan  &  Smith. 

Fourth,  "  Saw  Mill  Dam,"  10  rods  above ;  nine  feet  head ;  saw 
mill ;  owned  by  T.  W.  Allan  of  Dennysville. 

Fifth,  Sixth,  etc.,  on  Clifford's  stream,  on  which  are  five  falls  or 
pitches,  with  no  lakes  or  ponds  above.  A  chance  to  flow  a  small 
pond  at  each  fall.     Stream  exceedingly  variable. 

The  falls  on  Clifford's  stream  with  improvements  and  modern 
machinery,  would  run  mills  two-thirds  of  the  time. 

The  Cathance  stream  is  the  outlet  of  Cathance  lake,  which 
covers  seven  square  miles.  There  is  a  dam  at  the  outlet  which 
holds  in  check  six  feet  depth  of  water,  so  that  the  powers  are 
comparatively  constant,  and  may  be  rendered  still  more  so. 

Marshfield — Washington  County. 

From  Selectmen's  Returns. 
'Eight  Powers. 

On  Marshfield  stream ;  from  the  tide  two  miles  by  the  county 
.Toad  to  Mark  Longfellow's  lake. 

At  the  different  mills  the  head  and  fall  are  from  seven  to  ten 
feet.  The  power  is  only  partially  improved,  in  saw  lath  and  grist 
mills,  flour  mill  and  carding  machine  ;  the  grist  mill  alone  operates 
all  the  year;  wheels  mostly  old  style;  some,  Steams'  cistern 
wheel. 

The  stream  is  connected  with  four  ponds;  one  a  mile  long, 
which  flows  a  large  body  of  water.  The  power,  if  improved 
properly,  would  furnish  abundant  water  all  the  year;  slight 
damage  from  freshets.  The  best  of  granite;  lay  of  the  land 
•  convenient. 

Market,  Machias,  by  land  or  sea. 

The  privilege  at  T.  B.  Oetchell's  mill,  at  the  outlet  of  the  lake, 
ie  a  good  site  for  a  woollen  factory  or  other  machinery. 
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Mars  Hill — Aroostook  County. 

Statement  of  H.  0.  Perry,  Esq. 
Several  Powers. 

The  Presque  Isle  of  the  St.  John  runs  three  miles  in  this  town 
and  is  a  rapid  stream  in  the  whole  distance.  Abundant  water  the 
year  round  to  run  a  large  factory.  Artificial  reservoirs  are  feasible, 
but  there  are  no  lakes  or  ponds. 

The  privilege  that  could  be  at  present  most  advantageously  im- 
proved is  near  the  stage  road.  At  least  12  feet  fall.  Rocky  bottom 
and  good  banks;  a  privilege  that  can  be  readily  and  cheaply 
improved. 

There  are  several  other  sites  that  can  be  developed  without  dif- 
ficulty. 

Two  sites  on  the  Rocky  brook,  both  improved,  saw  mills,  lath 
mill,  planing  machine,  etc. 

A  grist  mill  is  very  much  needed ;  the  proprietors  of  the  privi- 
lege near  the  road  will  give  the  site  and  land  adjacent  to  any  party 
who  will  build  and  carry  on  a  really  good  mill  of  this  sort.  Citizens 
also  will  cooperate  substantially.  A  woollen  mill  also  will  do  well; 
vast  quantities  of  wool,  and  good  market  for  the  manufactured 
goods. 

Masardis — Aroostook  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  "  Reed  &  Clayton's  Privilege,"  on  the  Masardis  stream,  a 
branch  of  the  Aroostook  river,  ten  feet  head  above  low  water  mark. 

Second,  "Trafton's  Privilege,"  <?n  Squawpan  stream ;  Squawpan 
lake  is  ten  miles  long,  and  can  be  flowed  three  feet  by  a  dam,  form- 
ing a  great  reservoir. 

Third,  " Clayton's  Privilege,"  on  the  Aroostook  river.  "Fall 
sufficient  for  any  machinery." 

No  improvement  of  any  kind.  No  mills  of  any  sort  in  the  town, 
except  a  circular  saw  on  a  little  brook  for  sawing  sash  and  other 
small  stuff.  "  Sum  of  power  unknown,  but  it  is  very  great." 
Water  abundant  and  constant. 

Nearly  all  the  lakes  and  ponds  on  the  Aroostook  and  tributaries 
above  this  point,  can  be  dammed  and  a  vast  body  of  water  held  in 
reserve,  including  the  Millinokett,  Little  Millinokett,  Mooseleuk, 
Sapompeag  and  other  considerable  lakes.    See  Part  II,  page  124. 
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Mason — Oxford  Countt. 

From  Selectmen's  Statement. 
Four  Powers. 

All  upon  Pleasant  river ;  chief  fell,  35  feet  in  20  rods.  Grist, 
saw,  and  two  shingle  mills ;  operate  all  the  year  on  the  largest  fall ; 
on  the  others,  six  months ;  centre-vent  and  Rose  wheels. 

No  lakes  or  ponds.  No  artificial  reservoirs  feasible.  Basin  seven- 
eighths  covered  with  woods. 

Market,  Portland,  by  Grand  Trunk  Railroad. 

Matinicu8  Plantation — Knox  Countt. 
Statement  of  the  Assessors. 
This  is  an  island  at  the  mouth  of  Penobscot  bay,  800  acres  in 
extent ;  has  no  water-power,  but  fish  innumerable  in  the  surround- 
ing sea;    natural  cranberry  meadows,  and  a  glorious  prospect. 
There  could  be  no  finer  summer  resort. 

Mattawamkeag— Penobscot  County. 

From  (he  Statement  of  George  W.  Smith,  Esq. 

[8ae  also  "  MatUwamkemg  and  Winn."] 

Seven  Powers. 

First,  "  Slugunda  Falls,"  on  the  Mattawamkeag  river,  above  the 
mouth  of  the  Gordon  brook.  A  dam  is  built  to  facilitate  the  driving 
of  logs. 

Second,  "  Scataract  Falls/'  about  a  mile  above.  A  dam  is  built 
part  way  across  the  river  for  log-driving  purposes. 

Third,  a  short  distance  above,  a  mill  privilege,  no  improvement. 

Fourth,  above,  a  short  distance  below  the  mouth  of  Whitten 
brook,  "  Ledge  Fails,"  no  improvement. 

Fifth,  above,  and  a  short  distance  above  the  mouth  of  said  brook, 
a  mill  privilege     No  improvement.    Ledge  bottom. 

The  rise  from  Gordon  brook  to  Mattagordus  stream  on  the  line 
of  the  European  &  North  American  Railway  is  TO  feet,  and  this 
"amount  of  fall  is  to  be  distributed,  as  w  presumed,  amongst  the 
powers  above  noted,  and  the  "  Jrmsketticook  Falls"  in  Indepen- 
dence Plantation. 

The  Mattawamkeag  here  drains  about  1,200  square  mfles,  is  a 
comparatively  constant  stream,  and  can  be  made  by  the  use  of 
reservoirs  to  furnish  a  vast  amount  of  power  at  low  run. 

The  several  falls  are  nearly  all  underlaid  with  ledjge,  so  that  stone 


Dit.  II.]  IBB  WATER  P0WSB8.  357 

dams  could  be  built  for  indefinite  duration.  The  lay  of  the  land 
about  the  several  falls  is  excellent  for  the  location  of  mills  and  work 
shops. 

Sixth,  on  M attaceunk  stream,  just  below  the  military  road,  saw 
mill,  which  operates  half  of  the  year. 

Seventh,  on  Mattaceunk  stream,  just  above  the  military  road. 
No  improvement. 

Tenth,  two  miles  above,  no  improvement. 

Mattaceunk  pond  covers  2.50  to  3  square  miles,  is  fed  by  a  large 
tributary  country,  is  dammed  10  feet,  "  could  be  14  or  16  feet," 
and  thus  forms  a  capacious  and  valuable  reservoir.  See  Part  II, 
page  108,  for  reservoirs  of  the'Mattawamkeag. 

The  country  ail  about  is  nearly  covered  with  woods,  and  vast 
amounts  of  lumber  remain  to  be  worked  up. 

Market,  Oldtown  and  Bangor,  by  road;  and  by  the  river, 
"running  lumber  in  rafts,  or  singly  by  the  log." 


Mattawamkeag  and  Winn — Pbnobscot  County. 

From  the  Statement  of  the  Selectmen  of.  Winn,  and  of  George  W. 

Smith,  Esq,,  of  Mattawamkeag. 

[See  also  "  Mattawamkeag,"  and  "  Winn."] 

Two  Powers'. 

The  "Gordon  Palls"  extend  for  a  considerable  distance  along  the 
Mattawamkeag  river,  which  at  this  point  crosses  the  town  lines 
four  different  times.  The  total  rise  between  Mattakeunk  stream 
and  Gordon  brook  on  the  line  of  the  European  &  North  American 
Railway  is  32  feet,  and  this  fall,  it  is  presumed,  is  available  on  the 
river  also  and  constitutes  the  Gordon  falls. 

First,  "Lower  Pitch/ '  where  the  river  for  the  second  time  passes 
into  Winn  from  Mattawamkeag;  a  dam  has  been  constructed  at 
this  point  to  facilitate  the  driving  of  logs. 

Second,  "  Upper  Pitch,"  at  the  point  where  the  river  first  passes 
from  Winn  into  Mattawamkeag.     No  improvement. 

For  reservoirs,  see  Part  II,  page  108. 

River  underlaid  with  ledge,  lay  of  the  land  favorable  for  the  es- 
tablishment of  mills  and  workshops. 
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Maxpield— Penobscot  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  "Mcintosh's  Falls/7  on  the  Piscataquis  river;  height,  eight 
feet  in  20  rods.     No  improvement. 

Second,  "  Whitney's  Falls,"  on  the  Piscataquis  river;  height, 
eight  feet  in  20  rods.     No  improvement. 

The  enormous  development  of  which  these  powers  are  capable 
by  the  use  of  reservoirs,  may  be  seen  upon  reference  to  Part  II, 
page  107. 

Third,  a  power  on  Hardy  brook,  fed  by  a  lake.    No  improvement. 

Market,  Oldtown  and  Bangor,  by  road  and  river. 

Maypield — Somerset  County. 

Selectmen's  Statement. 
Five  Powers. 

First,  operating  a  saw  and  shingle  mill  four  months  yearly,  in 
the  southeast  part  of  the  town. 

Second,  shingle  and  lath  mill  in  the  southwest  part  of  the  town, 
operates  four  months. 

Third,  Fourth  and  Fifth,  good  mill-sites  on  the  Austin  stream,  in 
the  northwest  part  of  the  town.  Unoccupied.  Stream  fed  by  four 
ponds,  whose  area  is,  all  together,  three  square  miles,  all  of  which 
can  be  flowed  for  reservoirs. 


Maysville — Aroostook  County. 
From  the  Statement  of  Solomon  Parsons,  Esq.,  of  Bangor. 
Two  Powers. 

First,  on  the  Presque  Isle  river,  three-quarters  mile  below  the 
mills  at  Presque  Isle,  ledge  on  one  side*  gravel  bank  on  the  other, 
power  sufficient  for  a  factory,  saw  mill  or  grist  mill.  In  freshet 
flows  back  to  the  Presque  Isle  mills.  Some  back  water  from  the 
Aroostook  for  a  few  days  in  high  freshets.  Privilege  formerly  im- 
proved, not  now  in  use.  It  is  an  excellent  location  for  a  woollen 
factory,  also  for  shingle  machines  for  sawing  cedar,  which  may 
easily  be  run  down  the  Aroostook,  and  taken  in  rafts  to  the 
machines. 

Second,  .on  a  brook,  fails  in  drouths,  and  is  stopped  by  back 
water  in  moderate  rises  of  the  Aroostook,  "Kennedy's  Afill,"  for 
sawing  small  lumber. 
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Meddybbmps — Washington  County. 

From  Selectmen's  Returns. 
Two  Powers. 

First,  at  the  outlet  of  Meddybemps  lake ;  fall  20  feet  in  one- 
eighth  of  a  mile.  Power  will  carry  three  gangs  of  12  saws  each ; 
operates  all  the  year;  owned  by  Benjamin  Lincoln  A"  Co.,  of 
DennysvUle.  The  lake  which  feeds  this  power  has  15  square 
miles  of  surface,  upon  wjhich  seven  feet  of  storage  are  raised.  See 
also  pages  129-130,  Part  II. 

Second,  "  Bearce's  Privilege/'  at  the  outlet  of  Bearce's  lake ; 
fall  about  20  feet  in  one-eighth  of  a  mile  ;  will  carry  a  gang  of  12 
saws  for  the  whole  year.    Lake  is  raised  by  dam  —  feet. 

Overshot  and  vent  wheels.  No  damage  from  freshets.  Range 
of  water  six  feet  from  highest  to  lowest.  Granite  abundant  and 
good ;  lay  of  the  land  good ;  basin  mostly  cleared. 

Medford — Piscataquis  County. 

From  Selectmen's  Returns  and  a  Plan  of  the  Streams. 
Four  Powers. 

First,  "Schoodic  Falls,"  on  Piscataquis  river,  just  below  the 
mouth  of  the  Schoodic  stream,  fall  15  feet  in  100  rods.  Stream  15 
rods  wide,  18  inches  deep  at  low  water ;  ledge  bottom,  projecting 
above  the  surface,  at  points,  at  high  water.  "  One  of  the  best 
privileges  in  the  State,  safe  and  convenient  for  manufacturing." 
It  is  unimproved. 

Second,  "Little  Falls,"  on  Piscataquis  river,  below  Meadow 
brook,  fall  10  feet  in  30  rods ;  13  rods  wide,  14  inches  deep  at  low 
water.    It  is  unimproved. 

Third,  "  Schoodic  Stream  Falls,"  on  the  outlet  of  the  Great 
Schoodic  lake ;  fall  22  feet  in  35  rods.     It  is  unimproved. 

Fourth,  on  Cold  brook,  about  a  mile  above  its  junction  with 
Piscataquis  river,  fall  10  feet  in  30  rods ;  saw  mill  and  shingle 
machine  ;  operate  about  half  the  year.     Stearns'  wheel  used. 

The  power  on  the  Piscataquis  is  sustained  by  the  whole  volume 
of  the  river  which  is,  in  this  town,  not  far  from  its  mouth,  draining 
a  very  large  area  of  country,  and  is  fed  by  numerous  large  lakes 
and  ponds.     See  page  107,  Part  II. 

The  Schoodic  lake  alone  stored  to  the  depth  of  six  feet,  would 
yield  on  the  "  Schoodic  Stream  Falls  "  and  the  "  Schoodic  Falls  " 
combined,  a  gross  power  of  about  1,000  horse,  for  the  working 


360  WATB  POWBE  OF  MAOT.  [Past  HL 

hours  of  the  year.  But  the  storage  could  be  used  in  six  months  if 
needed,  the  natural  run  of  the  streams  sufficing  all  demands  for 
the  other  six,  thus  doubling  the  power. 

Artificial  reservoirs,  also,  are  feasible  at  small  expense.  Slate 
rock ;  lay  of  the  land  level  and  favorable. 

Market,  Bangor,  by  road. 

Mercer— Somerset  County. 
From  Selectmen's  Returns. 
[See  also  "  Meroer  and  Starks."] 

Two  Powers. 

On  Bog  stream ;  first  fall  15  feet  in  10  rods ;  the  other  not  so 
great.  Improvements,  mills,  tannery,  and  starch  factory.  Machin- 
ery will  operate  about  eight  months.  Bocks,  "  flint ;"  lay  of  the 
land  good. 

Market,  Skowhegan,  by  road. 

Mercer  and  Starrs — Somerset  County. 

From  Returns  of  the  Boards  of  Selectmen. 

[See  also  «  Meroer,"  and  "StarW] 

One  Power. 

"Dickerson's  Rips,"  on  Sandy  river;  in  two  pitches ;  first,  3.5 
feet  in  20  rods ;  second,  4.5  feet  in  30  rods,  and  fall  continued  a 
long  distance  below.  Owned  by  James  Davis.  Formerly  mills 
upon  the  privilege ;  dam  fallen  to  decay.    Range  of  water  six  feet. 

Upon  comparison  with  the  power  estimated  and  realized  upon 
the  same  river  at  New  Sharon,  it  may  be  inferred  that  the  power 
at  this  point,  if  fully  developed,  and  if  10  feet  of  fall  be  available, 
would  be  not  less  than  500  horse-powers  gross,  or  20,000  spindles. 

Privileges  are  but  a  few  miles  from  the  Somerset  Railroad  now 
constructing. 

Mexico — Oxford  County. 

Statement  of  Selectmen. 
One  Power, 

"Kimball's  Mills/'  on  Swift  river;  fall  50  feet  in  half  a  mile. 

Only  improvement,  a  saw  mill,  which  works  all  the  year.    A  large 

amount  of  power  unused. 

Milford — Penobscot  County. 
[See  Appendix.] 
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MlLLBRIDOE — WASHINGTON   COUNTY. 

Selectmen'*  Statement. 
No  water-power  in  town,  except  upon  small  brooks,  and  none 
sufficient  to  drive  a  mill  for  grinding  grain. 

Milo — Piscataquis  County. 
From  the  Statement  of  PMneas  Tolman,  Esq. 
Two  Powers. 

First,  the  "  Sebec  Falls/'  at  Milo  village ;  nine  feet  head  and  a 
fall  of  14  feet  in  the  distance  of  about  20  rods  below  the  dam. 
Grist,  saw,  and  shingle  mills,  and  small  woollen  factory,  occupied 
by  James  &  William  Gilford,  all  in  operation. 

The  power  is  fed  by  Sebec  lake,  14  square  miles,  Ship  pond, 
three  square  miles,  and  many  square  miles  of  smaller  ponds,  18  or 
more  in  number.  A  storage  of  six  feet  on  Sebec  lake  alone  would 
furnish,  10  hours  per  day  for  the  year,  552  gross  horse  powers,  22,- 
000  spindles  on  a  total  fall  of  23  feet.  Not  one-tenth  of  the  power 
is  now  improved. 

The  stream  is  always  warm,  the  water  being  derived  from  the 
lakes.    There  is  no  trouble  from  ice. 

The  land  about  the  stream  is  very  convenient  for  building.  Slate 
rock.  No  machinery  has  ever  been  injured  or  carried  away  by 
freshets. 

Second,  on  the  Pleasant  river,  on  the  road  from  Milo  to  Brown- 
ville,  about  two  miles  from  Brownville  village;  not  occupied; 
judged  to  be  a  very  good  one.  It  was  reserved  by  Mr.  J.  Lake  for 
power  purposes,  when  he  sold  the  land  near  it. 

Pleasant  river  at  this  point  drains  235  square  miles,  and  has  ten 
or  more  square  miles  of  lakes  and  ponds  tributary  to  it,  so  that  a 
large  supply  of  water  can  be  had  at  low  run. 

♦An  immense  amount  of  lumber  about  the  Sebec  lake  and  its 
tributaries. 

Milton  Plantation — Oxford  County. 

From  the  Statement  of  the  Assessors. 
Four  Powers. 

On  Concord  river,  the  outlet  of  Great  and  Little  Concord  ponds; 
water  enough  to  drive  a  saw  mill  most  of  the  year;  by  damming 
the  pond,  capacity  might  be  much  increased.  In  the  driest  time 
known,  stream  carries  water  enough  to  grind  40  bushels  per  day. 
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First,  on  the  Great  Concord  river,  in  the  northerly  part  of  the 
plantation,  "  Swett's  Saw  Mill  and  Shingle  Machine;"  a  carriage 
shop  now  building. 

Second,  about  half  a  mile  above,  is  "  The  Falls;"  descent  30  to 
40  feet  in  about  20  rods ;  is  called,  by  mill-men,  a  grand  water- 
power.     Unimproved. 

Third,  about  a  mile  above,  a  fail  of  some  20  feet;  is  called  a  good 
water  privilege.     Unimproved. 

There  is,  in  the  vicinity  of  the  powers,  timber  enough  to  wear 
out  quite  a  number  of  mills ;  mainly  spruce,  hemlock,  and  hard 
wood.  The  mills  are  situated  about  eight  miles  from  Bryant's  Pond 
station,  on  the  Atlantic  &  St.  Lawrence  Railroad,  by  a  level  road. 
The  country  around  is  well  adapted  to  farming  purposes. 

Minot — Androscoggin  County. 
From  Selectmen's  Returns. 

[Sm  also  "Minot  and  Poland."] 

Three  Powers. 

First,  on  Bog  brook,  "Faunce's  Mill;"  fall  12.5  feet  in  50  feet; 
operates  part  of  the  year. 

Second,  "  West  Minot  Falls,"  on  Bog  stream ;  fall  22.5  feet  in 
500  feet. 

Third,  "  Hillburn  Falls,"  on  Bog  stream ;  power  not  used. 

First  and  Second  partially  improved  in  saw  mills  and  a  planing 
mill.  Stream  will  run  the  planing  mill  all  the  year.  One-third  of 
the  basin  covered  with  woods. 

Market,  Portland  and  Lewiston,  by  rail  and  road. 

Minot  and  Poland — Androscoggin  County. 

From  Joint  Statement  of  the  Boards  of  Selectmen,  based  upon  the 
Survey  of  S.  F.  Waterman,  GivU  Engineer.  • 

[See also  "Minot,"  and  "Poland."] 

Four  Powers. 

Situated  on  the  Little  Androscoggin  river. 

First,  "  Mechanic  Falls,"  fall  87  feet  in  950  feet  distance ;  velocity 
of  current  96  feet  per  minute.  Area  of  cross  section  270  square  feet 
Power  not  half  improved ;  partially  improved  in  paper  making.  A 
first-class  stone  dam  at  the  head  of  the  fall ;  a  wooden  dam  midway 
and  space  for  another  dam  below.  Turbine  wheels.  Power  owned 
by  A.  C.  Denison  &  Co.;  mills  operate  all  the  year. 
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On  the  upper  dam,  14  feet  head,  11  turbine  wheels  now  operate, 
of  405  horse-powers ;  hence  the  volume  of  water,  for  the  working 
hours  of  the  day,  must  be  equal  to  20,000  cubic  feet  per  minute, 
and  the  power  of  the  whole  fall,  for  the  same  hours,  1,053  horse. 

Second,  "Page's  Mills,"  fall  14  feet  in  1,500  feet  distance. 
Volume  of  water  same  as  at  Mechanic  Falls,  less  Waterhouse 
brook,  which  is  3,000  cubic  feet  per  minute.  Power  partially  im- 
proved in  sawing  lumber,  in  the  manufacture  of  sash  and  doors, 
and  grist  mill ;  mills  operate  all  the  year ;  power  owned  by  Moses 
Page  and  A.  A.  Buckman. 

Third,  "Hackett's  Mills/'  fall  13  feet  in  250.  Volume  of 
water  same  as  at  Mechanic  Falls,  plus  Bog  brook,  1,500  cubic  feet 
per  minute.  Improved  in  part  in  saw  mills ;  power  owned  by  J. 
T.  Waterman  and  Willard  Buck ;  mills  operate  all  the  year. 

Fourth,  "  Minot  Corner/'  fall  11.5  feet  in  500  feet  run.  Volume 
of  water  same  as  at  Hackett's  mills,  with  the  addition  of  a  small 
tributary.  Improved  in  part  in  saw  and  grist  mills ;  mills  operate 
all  the  year.     Owned  by  A.  S.  Freeman,  Willard  Buck,  et.  al. 

For  reservoirs  tributary  to  these  powers,  see  Part  II,  page  83. 

Sites  for  building  upon  the  privileges  excellent.  Freshets 
harmless,  the  reservoirs  holding  back  the  great  body  of  the  water. 

Market,  all  points,  by  rail. 

Monmouth — Kennebec  County. 

.  From  Selectmen's  Returns. 
Mne  Powers. 

Four  on  Wilson  stream,  at  North  Monmouth ;  total  descent,  50 
feet  in  one-third  mile. 

First,  on  the  upper  dam,  webbing  factory,  $25,000  per  annum ; 
also,  a  shovel-handle  factory,  40  dozen  shovel  handles  per  day ; 
shoe-peg  factory,  3,000  bushels  pegs  annually ;  saw  mill,  300,000 
of  lumber  annually. 

Second,  on  the  second  dam,  webbing  factory,  heel-iron  works, 
and  spinning-frames  for  spinning  woollen  yarn,  the  latter  two 
doing  $25,000  per  annum. 

Third,  1,200  to  1,500  dozen  of  shovels,  and  some  800  dozen 
hoes,  annually. 

Fourth,  grist  mill,  custom  business. 

Wilson  stream  is  very  safe ;  no  damage  has  occurred  by  freshets 
for  50  years ;  double  the  business  could  be  done  that  is  now,  if  the 
water  were  properly  husbanded.     Some  150  men  and  women  are 
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engaged  in  the  several  shops  and  mills.  Stream  is  fed  by  three 
ponds,  area  three  or  more  square  miles.  Mills  operate  the  whole 
year. 

Fifth,  Sixth,  Seventh  and  Eighth,  on  the  Cochnewagan  stream  at 
Monmouth  Center,  four  dams,  fall  60  feet  in  one-fourth  mile.  On 
the  first,  a  grist  mill ;  on  the  second,  20  rods  below,  a  shingle  and 
jobbing  mill,  which  runs  two-thirds  of  the  time ;  on  the  third,  a 
sash,  door  and  blind  factory ;  on  the  fourth  and  last,  a  saw  mill, 
which  cuts  from  300,000  to  500,000  feet  of  boards,  Ac,  during 
the  year.  Double  the  business  might  be  done  on  this  stream  that 
there  now  is.  In  moderately  favorable  seasons  there  is  water 
enough  to  ran  the  mills  the  entire  year.  Pond  one  and  one-half  by 
three-fourths  miles.  The  several  mills  are  worth  about  $9,000 ; 
operate  about  three-fourths  of  the  year. 

The  Juggernaut  stream,  at  East  Monmouth,  has  one  dam,  saw 
.  and  shingle  mill  upon  it.  Most  ample  supply  of  water  furnished 
by  some  eight  or  more  ponds  of  the  Oobbosseecontee  series.  The 
dam  might  be  raised  so  as  to  give  10  feet  head  and  fall,  with  some 
damage  for  flowage,  and  then  a  large  factory  might  be  run  the 
entire  year. 

The  Blake  wheel  is  chiefly  used ;  a  small  amount  of  stone  suita- 
ble for  building ;  lay  of  the  land  for  building  quite  good ;  no  forests 
of  importance.     Annual  production,  $125,000. 

Market,  all  points,  by  rail. 

Monbob — Waldo  County. 

From  Selectmen's  Returns. 
Fifteen  Powers. 

First,  "Willis'  Mills,"  on  Marsh  river,  head  and  fall  15  feet; 
wood  and  stone  dam  on  ledge  foundation;  saw  mill,  400,000 
lumber,  800,000  shingles ;  grist  mill,  four  runs  of  stones,  etc. 
A  good  privilege  for  a  small  factory. 

Second,  half  a  mile  above,  head  and  fall  10  feet,  saw,  fulling  and 
carding  mills. 

Third,  half  a  mile  above,  saw  and  sttfve  mill,  10  feet  head  and 
fall.  Dam  of  wood,  on  ledge  foundation ;  excellent  and  safe  water- 
power. 

Fourth,  two  miles  above,  saw  and  shingle  mills ;  15  feet  head  and 
fall ;  plenty  of  lumber  at  hand.  Several  good  reservoirs,  two  to 
three  miles  up  the  stream.     Mill  runs  a  large  portion  of  the  year. 

Fifth,  a  little  below,  fall  15  feet  in  10  rods ;  unimproved.  The 
above  powers  are  all  very  safe,  as  respects  freshets. 
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Sixth,  "Thurlough  MHl,"  on  the  outlet  of  Northern  pond; 
good  stone  dam,  eight  feet  high,  at  the  head  of  the  fall ;  water  is 
taken  from  the  pond  to  a  point  120  feet  below,  where  is  a  fall  of 
18  feet.  The  water  ponds  back  one  and  a  half  miles.  Pond 
contains  10  acres,  and  could  be  flowed  to  cover  100  acres,  by  a 
dam  eight  feet  high ;  also,  another  pond  and  bog  might  be  flowed 
to  cover  25  acres  or  more ;  the  dams  would  not  be  expensive. 
Capacity  of  this  power,  200,000  of  lumber. 

Seventh,  10  rods  below,  chance  for  a  dam  12  feet  high ;  unim- 
proved ;  also,  other  powers  below,  on  the  same  stream. 

Eighth,  at  the  outlet  of  the  Thomas-Chase  bog ;  stone  dam  eight 
feet  high,  which  ponds  the  water  over  several  hundred  acres,  two 
hundred  of  which  are  flowage,  constituting  a  valuable  reservoir. 
The  bog  has  the  drainage  of  the  Dixmont  hills.     Unimproved. 

Ninth,  one  mile  below,  formerly  a  saw  mill.     Unimproved. 

Tenth,  half  a  mile  farther  down,  formerly  saw,  lath,  shingle  and 
stave  mills.    Unimproved. 

Eleventh,  "Mayo  Mills,"  a  first-class  grist  mill,  12  feet  head 
and  fall.     Pond  and  reservoir  in  the  town  of  Swanville. 

Twelfth,  "  Emery  Mills  Privilege,"  on  the  Emery  Mills  stream, 
near  the  centre  of  the  town.  A  dam  could  be  built  between  two 
ledges  with  but  little  expense,  to  raise  a  head  of  15  feet  at  head  of 
falls,  and  flow  some  30  acres.     Saw  and  stave  mill. 

Thirteenth,  20  rods  below,  a  dam  could  be  raised  to  give  a  head 
of  10  feet. 

Fourteenth,  in  the  next  20  rods  below,  a  head  and  fall  of  40  feet, 
or  more,  could  be  secured.  This  is  one  of  the  best  chances  for  a 
factory  that  can  be  found  in  the  State ;  and  flowing  a  bog  a  half 
mile  above  the  falls,  would  be  very  much  such  a  water-power  as 
that  in  the  town  of  Dexter,  where  they  have  so  many  factories. 
It  will  be  seen  that  in  a  distance  of  some  40  rods  there  are  from  55 
to  60  feet  head  and  fall.  Years  past,  there  was  a  grist  mill  here 
that  operated  the  year  round,  and  a  few  years  since  a  pail  factory. 

Fifteenth,  half  a  mile  above,  and  at  the  outlet  of  Jones'  bog ; 
formerly  a  saw  mill.  A  suitable-  dam  at  the  outlet  would  raise  a 
head  of  ten  feet,  and  flow  some  700  acres. 

With  this  reservoir  in  connection  with  several  others  in  the  town 
of  Brooks,  which  are  now  used,  machinery  on  the  falls,  twelfth  to 
fifteenth  inclusive,  could  be  driven  the  year  round,  and  would  be 
one  of  the  safest  series  of  water-powers  that  could  be  found. 

"  The  town  will  remit  taxes  upon  capital  invested  in  the  improve- 
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ment  of  the  water-power.  The  people,  also,  would  be  disposed 
to  render  direct  aid.  The  town  has  paid  all  its  debts  and  is 
above-board  in  all  financial  respects  ;  this,  in  connection  with  our 
large  water-power  and  opportunities  for  reservoirs,  make  our 
facilities  worthy  the  attention  of  manufacturers. " 

Market,  Bangor,  Winterport,  Bucksport,  Searsport.  Railroad 
soon  to  Belfast. 

M0N8ON — Piscataquis  County. 
From  Selectmen's  Returns. 

Ten  Powers,  or  More. 

First,  Second,  Third,  Fourth,  and  Fifth,  on  the  outlet  stream  of 
Hebron  pond,  pond  is  three  by  one  miles.  All  good  privilege*. 
Other  sites  on  the  same  stream,  below.  Grist  mill,  two  saw  mills 
and  two  shingle  machines,  the  only  improvements. 

Sixth,  Seventh,  Eighth,  etc.,  on  the  "Rapids"  at  the  mouth  of 
Spectacle  pond,  total  fall  70  feet  in  70  rods. 

Ninth,  on  the  same  stream,  a  short  distance  above  Monson  pond, 
a  good  power. 

Tenth,  "Barrow's  Falls,"  on  Piscataquis  river,  good  banks  of 
solid  ledge,  and  a  large  volume  of  water.  This  is  regarded  a  valu- 
able privilege,  and  capable  of  a  large  amount  of  manufacturing. 

No  damage  from  freshets  except  upon  the  Piscataquis  river. 
Rocks,  slate.    The  country  mainly  covered  with  forests. 

Market,  Bangor,  by  road,  and  rail  from  Dexter,  and  soon  from 
Foxcroft. 

Monticello— Aroostook  County. 

Statement  of  H.  0.  Hussey,  Esq. 
Three  Powers. 

First,  the  "  Wellington  Mills,"  at  Monticello  village,  on  the 
Meduxnakeag ;  saw,  grist,  clapboard  and  shingle  mills.  Sufficient 
water  to  carry  this  machinery  the  whole  year,  by  keeping  the  dam 
in  good  condition.     Mill  and  dam  now  badly  out  of  repair. 

Second,  on  Dead  stream,  an  old  saw  mill ;  but  little  is  done  or 
has  been  for  several  years. 

Third,  on  Dead  stream,  two  miles  above ;  new  building  for  saw, 
clapboard  and  shingle  machines. 

The  mills  on  Dead  stream  are  close  by  the  line  of  New  Bruns- 
wick. 

Lumber  in  great  abundance  on  these  streams  but  few  miles  above 
the  mills. 
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Montville — Waldo  County. 

From  Returns  of  Hon.  Ebenezer  KnowUon. 
Two  Powers. 

First  and  Second,  "  True's  Mills,"  in  the  south  part  of  the  town; 
upper  fall,  ten  feet;  lower,  seven  feet;  grist  mill  that  will  grind 
15,000  bushels  per  annum ;  carding  machine  that  will  card  15,000 
pounds  wool ;  saw,  stave  and  shingle  mills  that  will  cut  600,000  of 
lumber.  Grist  mill  operates  all  the  year ;  carding  machine,  five 
months ;  lower  saw  mill  and  stave  machine,  all  the  year. 

Stream  connected  with  three  ponds,  four  square  miles,  and  there- 
fore quite  uniform. 

Granite  abundant  and  good  for  building;  lay  of  the  land  con- 
venient; basin  one-fourth  covered  with  woods.  The  power  has 
made  seven-eighths  of  the  business  of  the  place.  Annual  product 
of  the  power,  $150,000  to  $200,000. 

Market,  Belfast,  Camden  and  Rockland,  by  road. 

Morrill — Waldo  OouNfY. 

From  Selectmen' 8  Returns,  and  a  Flan  of  the  Streams. 
Four  Powers. 

Three  on  the  Sacasawakie  stream.  The  fall  upon  two  of  the 
privileges  is  ten  feet  each,  upon  the  other  two  about  nine  feet  each. 
Improved  in  part  by  saw,  shingle  and  stave  mills ;  about  500,000 
shingles  and  200,000  boards  are  or  can  be  cut  at  each  mill  yearly ; 
mills  operate  six  months  in  the  year. 

About  half  of  the  power  is  used.  Atkins,  Breast,  and  Tuttle 
wheels;  Atkins  considered  best.  One  small  pond;  range  from 
lowest  to  highest  water  on  the  stream,  six  to  ten  feet.  One-half  of 
the  basin  of  the  stream  covered  with  woods. 

Market,  Belfast,  by  road. 

Moscow — Somerset  County. 

Statement  of  the  Selectmen. 

[See  also  "  Bingham  and  Moscow/1  and  "  Moscow  and  Pleasant  Ridge  Plantation/1] 

Nineteen  Powers. 

First,  "  Austin  Falls,"  near  the  eastern  line  of  the  town,  fall  100 
feet  in  half  a  mile.  Powers  sufficient  to  saw  many  millions  of 
lumber  in  a  year.  A  dam  has  been  constructed  near  the  head  of 
the  falls,  which  flows  the  stream  back  more  than  two  miles,  creat- 
ing a  pond  of  a  thousand  or  more  acres.  Saw,  shingle,  clapboard 
and  planing  mills  were  in  operation  here  for  a  number  of  years, 
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but  a  short  time  ago  they  were  destroyed  by  fire,  and  have  not 
since  been  rebuilt.    Water  enough  all  the  year. 

For  reservoirs  tributary  to  this  power,  see  Part  II,  page  96. 
An  inexhaustible  supply  of  water  can  be  had,  and  the  fall  being 
so  great,  a  vast  amount  of  power  realized. 

Rocks  about  the  falls,  hard  slate.  The  lay  of  the  land  about  the 
head  of  falls  is  favorable  for  the  erection  of  mills  and  dwellings ; 
but  at  the  foot,  is  rough  and  less  favorable. 

Second  to  Thirteenth,  inclusive,  below  the  "Falls,"  good  and 
economical  powers. 

Fourteenth,  "Temple's  Mills"  and  "Temple's  Wagon  Works," 
on  a  brook  emptying  into  the  Kennebec  river.  Hills  run  spring 
and  fall ;  fall  50  feet ;  pond  contains  some  25  acres,  with  oppor- 
tunities for  creating  other  reservoirs. 

Fifteenth,  "  Basset's  Shingle  Mill,"  on  the  east  branch  of  Chase 
stream. 

Sixteenth,  a  few  rods  below,  fall  30  feet  in  200  rods.  Artificial 
reservoirs  could  be  created  above,  covering  100  acres,  with  slight 
expense ;  country  densely  wooded. 

Seventeenth,  "  Chase  Mill,"  on  Chase  stream,  near  the  centre  of 
the  town,  old  saw  mill  with  a  12-foot  fall.  Chase  pond,  half  a  mile 
above,  200  acres,  a  short  dam  at  the  foot  of  ,the  pond  would  raise 
the  water  eight  or  ten  feet.  Another  reservoir  might  be  had 
by  damming  the  little  Baker  pond,  situated  a  mile  above — and  a 
mile  in  length. 

Eighteenth,  "  Great  Falls,"  below,  fall  40  feet;  never  has  been 
improved. 

Nineteenth,  "  Carney's  Saw  Mill,"  on  Carney's  brook,  not  far 
from  the  Kennebec  river ;  fall  12  feet  in  10  rods.  Several  large 
ponds,  above,  for  reservoirs. 

Nineteen-twentieths  of  the  whole  region  covered  with  heavy 
forests.  The  rocks  are  a  hard  slate,  with  veins  of  quartz,  which 
yield  small  quantities  of  gold.    Rose  water-wheel. 


Moscow  and  Pleasant  Ridge — Somebskt  County. 

Statement  cf  the  Selectmen  of  Moscow. 

[8m  also  "  Moscow,"  and  "  Pleasant  Ridge." 

Several  Powers. 

"The  Kennebec  river  flows  some  eight  miles  between  Moscow 
and  Pleasant  Ridge,  and  in  the  distance  there  are  several  points 
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where  the  river  could  be  tapped  by  canals,  and  the  whole  volume  of 
the  river  used  for  power  purposes. 

Mount  Chase  Township — Penobscot  County. 

[Monterey  Plantation  on  the  Map.] 
Statement  of  John  Gardner,  Esq.,  of  Patten. 
One  Power,  or  More. 

On  the  outlet  stream  of  the  Upper  Shin  pond,  a  fall  of  12  to  20 
feet  in  60  rods ;  banks  rather  low ;  bottom  rocky.  The  pond 
above  covers  1.30  square  miles,  and  can  be  flowed  12  to  20  feet. 
A  large  extent  of  territory  tributary  to  the  pond. 

Mount  Desert — Hancock  County.      fl  ttv  it-,,, 

From  Selectmen's  Returns.  J  f 

Four  Powers.  4     ('  \  T  TT«"V  )  p  \J  a 

On  the  Somes  stream ;  fall  30  feet  in  50  rods.  *  *  -     I  *  V 

Power  improved  by  mills ;  mills  work  about  10  months  of  the 
year.     Old-style  flutter,  tub,  and  Steams'  centre-vent  wheels. 

The  stream  is  connected  with  three  ponds ;  the  largest,  five  by 
one  and  one-half  miles ;  the  others  each  three  and  one-fourth  by 
one-half  miles.  The  power  could  be  increased  very  considerably, 
and  is  in  fact  sufficient  for  mills  of  any  description,  by  using 
the  best  styles  of  wheel  and  machinery.  Freshets  harmless,  {he 
water  being  kept  back  by  dams. 

An  excellent  harbor  at  the  place,  vessels  can  load  and  unload 
within  10  rods  of  the  outlet  of  the  stream,  nine  or  ten  months  of 
the  year ;  for  the  other  two  or  three  months  there  is  some  obstruc- 
tion by  ice,  but  the  place  can  at  all  seasons  be  approached  by  sea 
within  five  miles.  Packets  are  plying  continually  between  this 
point  and  Boston,  Portland,  etc.,  for  nearly  the  whole  year. 

Mt.  Vernon — Kennebec  County. 

From  Selectmen's  Returns. 
Eight  Powers. 

First,  the  "  Village  Mills,"  on  the  Whitten  stream,  at  the  outlet 
of  Flying  pond ;  grist  mill ;  saw  mill,  with  five  saws ;  carriage 
and  repair  shop,  a  spade-handle  factory,  tannery,  and  various  saws. 
An  excellent  privilege,  in  the  midst  of  a  wealthy  agricultural 
community. 

24 
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Second,  a  mile  below,  buildings  suitable  for  a  tannery.  Un- 
used water-power,  with  good  facilities  for  building. 

Third,  two  miles  below,  the  "Walton  Privilege/ '  at  the  outlet 
of  Parker's  pond.  A  very  superior  privilege,  with  15  feet  head, 
an  abundance  of  water  in  the  driest  time,  building  material  and 
firewood  plenty  and  cheap,  with  an  excellent  site  for  a  cotton  or 
woollen  mill,  or  other  machinery,  which  can  be  bought  for  a  fair 
price.     On  this  privilege  is  a  lumber  mill  with  various  saws. 

Fourth,  60  rods  below,  is  a  large  building,  in  which  are  a  grist 
mill;  a  planing  mill  and  a  boot  and  shoe  box  factory,  operating 
three  circular  saws.  The  dam  and  buildings  here  are  all  nearly  new. 

Fifth,  about  half  a  mile  below  the  junction  of  the  Walton  and 
Whitten  streams,  saw  mill,  eight  saws,  and  handle  factory,  repair 
shop  and  pump  factory,  carding  and  clothing  mill.  Abundance  of 
water  at  all  seasons ;  some  trouble  by  back  water. 

Sixth,  on  the  Quimby  stream,  grist  mill ;  water  for  about  two- 
thirds  of  the  year. 

Seventh,  one  mile  below,  lumber  mill,  five  saws.  The  water  here 
is  ail  economized  and  the  mill  does  a  large  business. 

Eighth,  below  the  outlet  of  Long  pond,  new  first-class  lumber 
mill,  does  a  large  business ;  chiefly  timber  for  railroad  cars.  Unlimi- 
ted amount  of  water  for  all  purposes,  a  very  beautiful  site  for  build- 
ing a  first-rate,  permanent  dam,  and  a  plenty  of  available  land, 
adjoining,  for  all  purposes.  This  is  one  of  the  most  desirable  open- 
ings for  capital  that  can  be  found  in  this  part  of  the  State.  It  is 
situate  on  the  McGaffey  road,  10  miles  from  Augusta. 

See  Part  II,  page  84,  for  reservoirs  tributary  to  these  powers, — 
Parker's  Long,  and  other  ponds. 

Naples — Cumberland  County. 

From  Selectmen's  Returns. 

[See  also  "  Cmoo  and  Naples."] 

Six  Powers. 

First,  "Edes  Falls,"  upon  Crooked  river,  in  the  easterly  part  of 
the  town,  power  all  taken  up,  works  all  the  year. 

Whole  fall  in  Crooked  river,  from  top  of  dam  at  Edes  fells  to  low 
water  mark  in  Songo  lock,  36.19  feet.  Perpendicular  height  from 
top  of  dam  to  the  mudsills  of  the  old  George  Pierce  dam,  19.22  feet. 

The  volume  of  water  equals  1,593  inches,  or  11.625  feet,  flowing 
under  a  head  of  9.5  feet ;  being  equal,  rejecting  fractional  estimate, 
to  110  horse-powers.    This  is  at  the  mean  flow  of  the  river. 
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Second,  "  Chaplin's  Mills,"  upon  Muddy  river.  Power  all  taken 
up. 

Third,  "  Symm's  Mills/'  upon  Muddy  river ;  a  dam  ;  no  other 
improvements. 

Fourth,  "Berry's  Falls,"  upon  Muddy  river;  a  dam;  no  other 
improvements. 

Fifth,  "  Son  go  Rips,"  upon  Songo  river ;  a  dam ;  no  other  im- 
provements. 

Sixth,  "  Mitchel's  Mills,"  at  the  outlet  of  Trickey  pond.  Power 
all  improved.     Works  part  of  the  year. 

All  the  streams  fed  by  ponds ;  Crooked  river  is  very  constant. 

Rock,  granite  wholly,  abundant  and  good. 

Market,  Portland,  by  road  and  Cumberland  &  Oxford  Canal. 

Newburgh — Penobscot  County.  # 

From  Selectmen7 s  Returns. 
Poop  Powers. 

" Gillmore's,"  " Bickford's,"  "Adams',"  and  "Rogers'." 

Improvements,  saw,  shingle,  fulling  and  cloth-dressing,  two  saw, 
and  two  shingle  mills. 

Fall,  of  Adams',  50  feet  in  12  rods ;  of  the  others,  8  to  16  feet  in 
about  the  same  distance.  800,000  feet  lumber,  600,000  shingles, 
8,000  pounds  wool,  carded.  Net  earnings,  including  labor,  about 
$1,500. 

Power  nearly  all  improved ;  works  from  four  to  six  months. 

Market,  Bangor,  Hampden,  etc. 

Newcastle — Lincoln  County. 

From  Selectmen's  Returns. 

[See  also  "Newcastle  and  Nobleborough."] 

Six  Powers. 

Two  on  Mill  brook,  formerly  two  saw  mills  and  one  grist  mill ; 
not  employed  at  all  now.  The  mills  operated  the  greater  part  of 
the  year. 

Two  upon  Dyer's  river;  saw  and  shingle  mill,  and  match  factory; 
mills  operate  most  of  the  year. 

Fifth,  a  tideP-power  at  Sheepscot.  f 

Sixth,  grist  and  bark  mills,  upon  Meadow  brook,  that  operate 
about  eight  months  of  the  year. 

Market,  Boston  and  Portland,  by  water.  Abundant  and  good 
granite. 
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Newcastle  and  Noblbborotjgh — Lincoln  County. 
From  the  Statement  of  the  Boards  of  the  Selectmen. 

[See  al*o  "  Newcastle,"  and  "  Nobleborough."] 
One  Power. 

"Damariscotta  Fresh-water  Falls,"  at  the  outlet  of  Damariscotta 
pond  ;  height  52  feet  in  20  rods.  The  stream  is  22  feet  wide  and 
2.5  feet  deep. 

The  power  now  operates  two  saw  mills,  two  grist  mills,  and  a 
match-splint  factory,  the  year  through.  The  machinery  is  all  old- 
fashioned. 

As  shown  on  page  140,  the  storage  alone  of  the  pond,  would 
operate  22,880  spindles  for  the  working  hours  of  the  year.  The 
storage  could  however  be  used  in  six  months  or  less,  the  natural 
run  sufficing  for  the  rest  of  the  year.  Undoubtedly  50,000  spindles 
could  be  operated  on  the  privilege  in  the  driest  time. 

The  power  is  unaffected  by  freshets.  Granite,  in  the  vicinity, 
suitable  for  building.  This  is  a  most  admirable  site  for  a  cotton 
factory. 

Newfield — York  County. 

From  Selectmen's  Return*. 

[See  also  "Acton  and  Newfield,"  and  "  Newfield  and  8hapleigfa."] 

Five  Powers. 

First,  "  Dam's  Mills,"  on  the  Little  Ossipee  river;  six  mills  and 
two  carriage  shops ;  ten  feet  head  and  fall,  and  if  the  dam  were 
suitably  located  there  would  be  12  feet. 

Second,  70  rods  above,  the  best  privilege  on  the  river;  formerly 
a  saw  mill ;  not  now  improved. 

Third,  about  80  rods  below  Dam's,  "  Ham  Mills ;"  grist  and 
carding  mill ;  nine  feet  head  and  fall. 

Fourth,  saw  and  grist  mill,  in  the  western  part  of  the  town,  on 
a  small  stream ;  water  spring  and  fall.    Ten  feet  head  and  fall. 

Fifth,  shingle  and  clapboard  mill,  on  a  small  stream  in  the  south- 
east part  of  the  town ;  11  feet  head  and  fall.   Water  spring  and  fell. 

Newfield  and  Shapleioh — York  Oountt. 

From  the  Returns  of  Newfield  and  Shapleigh. 

[SeealBO  "Newfield,0  and  "Shapleigh."] 

Three  Powers. 

First,  on  the  Little  Ossipee  river,  head  and  fall  eleven  feet. 
"  Hargrave's  Woollen  Mills,"  on  the  Shapleigh  side ;  four  seto 


Drr.  n.]  THB  WATJ5R  POWBBS.  gfg 

machinery;  cassimeres  and  flannels ;  annual  production,  $125,000. 
On  the  Newfield  side,  a  good  building,  30  by  80  feet,  formerly  used 
for  iron  work;  not  now  used.    About  80  horse-power. 

Second,  80  rods  below,  "Twombly's  Privilege,"  14  feet  fall. 
Formerly  a  grist  mill  and  saw  mill  on  the  Newfield  side ;  not  occu- 
pied, except  by  a  shingle  mill.    Owned  by  the  Paper  Mill  Company. 

Third,  Newfield  Paper  Company's  privilege,  50  rods  below,  18 
feet  head  and  fall ;  stone  dam  12  feet ;  mill  30  by  80  feet,  with 
wings  30  by  50  feet ;  manufacture  leather  board  for  inside  soles, 
ton  a  day ;  $45,000  per  annum. 

Stream  very  constant ;  Balch  pond  at  the  source,  with  ten  feet 
head,  commanded  by  a  dam. 

New  Gloucester — Cumberland  County. 
From  Selectmen's  Returns. 
Nine  Powers,  or  More. 

Eight,  on  Royal  river,  and  all  within  a  running  distance  of  one- 
fourth  of  a  mile ;  total  descent,  50  feet. 

The  power*  is  only  partially  improved,  in  mills ;  centre-vent 
wheels  employed. 

Some  small  ponds  are  connected  with  the  stream  which  can  be 
used  for  reservoirs.  The  improvement  of  the  power  has  operated 
favorably  for  the  wealth  of  the  town. 

Market,  Portland  and  Lewiston,  by  rail. 

One  power  on  LovewelFs  brook. 

New  Limerick — Aroostook  County. 

From  Selectmen's  Returns. 
Nine  Powers. 

Six,  on  the  north  fork  of  the  south  branch  of  the  Meduxnakeag 
river. 

First,  12  feet  head  and  fall ;  saw  mill. 

Second,  at  the  foot  of  Berry's  lake,  10  feet  head  and  fall ;  shingle 
machine,  with  power  to  drive  a  great  amount  of  machinery. 

Third,  Fourth,  Fifth  and  Sixth,  below,  all  of  them  capable  of 
doing  good  service  with  any  kind  of  machinery. 

Seventh,  Eighth  and  Ninth,  on  the  south  fork  of  the  Meduxna- 
keag stream,  supported  by  Drew's  lake,  2,000  acres ;  dam  at  the 
outlet  can  be  raised  four  feet  without  damage.  On  the  Seventh 
are  saw,  shingle,  and  lath  saws;    an  excellent  privilege;    lime 
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quarry  close  at  hand.     The  Eighth  is  not  occupied.     The  Ninth  is 
a  good  privilege  for  small  machinery.     Not  occupied. 

Enormous  quantities  of  timber  in  all  the  region.  Granite  suffi- 
cient for  building.  Excellent  limestone.  Overshot  wheels  used 
on  all  the  privileges. 

Newport — Penobscot  County. 

From  Selectmen9 8  Returns. 
Three  Powers. 

First,  on  the  Stetson  stream  ;  saw  mill  and  shingle  mill. 

Second,  on  the  Milliken  stream ;  saw  mill  and  shingle  mill. 

Third,  by  far  the  most  important,  the  "  Newport  Village 
Power,"  at  the  outlet  of  Newport  pond ;  fall  14  feet  in  78  rods. 
It  is  improved  in  part,  in  flour,  saw,  and  shingle  mills.  The 
power  was  formerly  wholly  used  by  a  tannery  and  foundry.  The 
power  can  operate  all  the  year,  though  it  is  not  now  generally 
used  throughout  the  year. 

Wheels,  turbine,  tub  and  Gould.  Tte  power  is  sustained  by 
the  Newport  pond,  which  covers  eight  square  mile.s.  Dam  now 
raises  a  head  of  four  feet  on  the  pond ;  can  be  raised  still  higher ; 
entire  safety  from  freshets;  no  damage  has  ever  been  done; 
granite  abundant  and  good;  lay  of  the  land  convenient  for 
improvement ;  basin  one-fourth  wooded.  The  power,  though  inad- 
equately improved,  has  built  up  a  flourishing  village;  annual 
production,  $75,000.  • 

Eight  feet  of  storage  on  the  pond  would  give  252  horse-power, 
gross,  on  the  whole  fall  for  10  hours  a  day,  312  days  in  the  year, 
or  about  10,000  spindles.  The  storage  could  however  be  used  in 
six  months  or  less,  the  natural  run  sufficing  the  rest  of  the  year ; 
thus  giving  power  for  perhaps  30,000  spindles. 

Market,  Portland,  Lewiston,  etc.,  by  Maine  Central  Railroad; 
junction  of  said  road  with  the  Dexter  &  Newport  Railroad,  is  at 
this  point. , 

New  Portland— Somerset  County. 

From  Selectmen's  Returns. 
Five  Powers. 

First,  "  Gilman  Stream  Falls,"  would  carry  a  saw,  shingle,  and 
grist  mill,  with  three  runs  of  stones,  all  the  year ;  saw  and  shingle  | 

mill,  carding  and  fulling  mill,  planing  machine,  circular  saws,  etc.,  j 

now  upon  it. 
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Second,  "  New  Portland  Falls,"  on  Carrabasset  stream,  wonld 
do  as  much  as  the  above;  saw  and  shingle  mill,  threshing 
machine. 

Third,  Fourth  and  Fifth,  on  Lemon  stream,  would  each  do  about 
half  as  much  as  either  of  the  above;  saw,  shovel  handle,  and 
shingle  machinery  upon  one ;  grist  and  carding  and  clothing  mill, 
upon  another ;  saw,  shingle,  clover-seed,  and  threshing  machinery, 
upon  the  third. 

Gilinan-stream  privilege  operates  all  the  year ;  the  others  about 
half;  undershot  and  centre-vent  wheels;  Gilman  and  Lemon 
streairis  connected  with  ponds;  as  Gilman  pond,  four  by  one-" 
fourth  miles ;  Porter  pond,  two  by  one  miles ;  Lilly  pond,  one  by 
one-half  miles.  The  latter  could  be  made  a  reservoir  at  little 
expense. 

Freshets,  on  the  Carrabasset  10  to  15  feet — have  been  destruc- 
tive; the  Gilman  stream  is  quite  constant.  Rock,  granite  and 
slate ;  two-thirds  to  three-fourths  of  the  basin  of  the  streams- 
covered  with  woods.  The  powers  have  increased  the  wealth 
of  the  town  one-third  or  one-hatf. 

Market,  Skowhegan  and  Farmington. 

Newry — Oxford  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  on  Bear  river ;  fall  sufficient  for  a  large  overshot  wheel ; 
grist  mill. 

Second,  on  the  east  branch  of  Bear  river ;  a  saw  mill. 

Third,  on  Sunday  river ;  mill,  dam. 

Streams  variable.  Several  millions  of  spruce  lumber  near  the 
water-powers  on  both  streams. 

Rocks,  granite,  and  the  town  ledgy  for  a  considerable  part. 
Amount  of  business,  far  less  than  might  be  with  the  power. 

Market,  Bethel  Hill,  10  miles ;  a  good  road. 

New  Sharon — Franklin  County. 
From  Selectmen9 8  Returns,  and  a  Plan  of  the  Stream. 

Several  Powers. 

First,  "  New  Sharon  Falls,"  on  Sandy  river,  at  New  Sharon 
village ;  head  and  fall,  ten  feet.  Volume  of  water  stated  to  be 
2,?22  inches  under  the  head  and  fall,  giving  a  gross  power  of  320 
horse,  12,800  spindles.     The  mills  now  in  use  are  estimated  to 
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require  150  horse  power.  With  a  tight  dam  the  available  power 
would  probably  be  nearly  or  quite  twice  greater.  On  the  south 
side  of  the  river  there  is  an  intervale,  which  would  be  an  excellent 
site  for  mills,  much  better  than  the  north  side,  on  which  they  now 
stand. 

Improvements. — A  dam  in  poor  order,  saw,  grist,  shingle,  chair, 
and  machine-shop  equipment.     Wheels,  Kendall  and  Tuttle. 

Second,  "Lower  Falls,"  below,  vastly  superior  in  every  respect. 

The  lay  of  the  land  hereabout  most  excellent  for  the  location  of 
bridge,  mills,  dwellings,  etc.,  far  better  than  at  the  upper  site. 
*This  power  is  totally  unimproved. 

Third,  Fourth,  etc.,  below,  of  considerable  height,  with  con- 
venient locations  for  building ;  none  of  them  improved. 

For  the  lakes  and  ponds  connected  with  the  Sandy  river,  see 
Part  II,  page  94.  Artificial  reservoirs,  if  required,  could  be  con- 
structed without  large  expense.  No  damage  from  freshets  when 
.the  dam  is  in  proper  order. 

Sixth,  "  Weeks7  Mill,"  on  Muddy  brook,  a  considerable  stream, 
issuing  from  Clear- Water  pond  in  Industry,  1.15  square  miles,  and 
raised  eight  feet  by  a  dam.     Saw  mill. 

Seventh,  Eighth,  etc.,  on  Muddy  brook;  none  of  them  employed. 

Rock,  gneiss,  slate,  and  an  inferior  limestone. 

Market, — "  We  are  about  five  miles  from  the  railroad  station  at 
Farmington." 

New  Vineyard — Franklin  County. 
From  Selectmen's  Returns,  and  a  Partial  Survey  under  their 
Direction. 
Twenty  Powers,  and  More. 

Six,  of  the  principal,  situated  on  the  outlet  stream  of  Porter's 
pond,  near  the  centre  of  the  town,  saws  in  successful  operation. 

First,  at  the  outlet,  head  and  fall,  ten  feet. 

Second,  20  rods  below ;  head  and  fall,  eight  feet. 

Third,  one  mile  below,  at  the  village ;  head  and  fall,  nine  feet. 

Fourth,  one  hundreds  rods  below ;  head  and  fall,  nine  feet. 

Fifth,  half  a  mile  below  the  third ;  head  and  fall,  12  feet. 

Sixth,  one  and  a  quarter  miles  below  the  village  ;  head  and  fall, 
12  feet.  The  back  water  of  each  power,  except  No.  5,  at  high 
water,  extends  to  the  power  above;  (No.  5  may  be  easily  raised  to 
No.  4);  so  that  the  whole  stream  is  converted  into  a  series  of  falls 
and  reservoirs. 


t 
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Seventh  and  Eighth,  "at  the  village,  coming  down  from  the 
mountain,"  No.  7,  tannery,  fall  25  feet  in  six  rode.  Head  and  fall 
on  the  Eighth,  40  feet  in  seven  rods ;  volume  of  water  four  inches 
square  to  12  inches  square,  common  height. 

Ninth  and  Tenth,  not  now  in  successful  operation,  and  not  sur- 
veyed. 

Eleventh,  on  the  Barker  brook ;  12  feet  head  and  fall. 

Twelfth,  on  the  Hillman  Mill  stream ;  both  in  the  southwestern 
part  of  the  town,  and  both  streams  tributary  to  the  Fairbanks  mill 
stream.    Head  on  the  Twelfth,  11  feet ;  fall  19  feet  in  two  rods. 

Thirteenth,  on  the  Fairbanks  mill  stream,  on  the  county  road. 

Fourteenth,  on  the  outlet  of  a  meadow  of  considerable  extent. 

Fifteenth,  Sixteenth,  Seventeenth  and  Eighteenth,  below  No.  14, 
and  within  three-fourths  of  a  mile  of  it. 

Nineteenth,  on  the  McLerry  mill  stream. 

Power  No.  1,  at  the  outlet  of  the  pond,  will  run  the  saw  mill 
upon  it  three-fourths  of  the  year.  Power  No.  3,  at  the  village, 
runs  saw  mill  two  months  in  the  year,  and  the  grist  mill  dujring  the 
year.  Nos.  2,  4,  5  and  6,  though  having  more  water,  run  only  as 
the  business  requires.  None  of  the  powers  in  operation  are  fully 
improved ;  much  water  runs  to  waste. 

The  Bow  wheel  used  at  power  No.  1,  and  does  one-fourth  more 
work  than  the  old  paddle  wheel  formerly  used ;  the  other  powers 
use  the  centre-vent  wheel  chiefly. 

Porter's  pond  is  640  acres  in  extent,  and  the  flowage  around  is 
secured  to  the  original  proprietor ;  no  additional  reservoirs,  of  much 
extent,  could  be  constructed.  The  capacity  of  the  pond  could  be 
increased  by  raising  the  dam  at  the  upper  mill,  so  as  to  elevate  the 
whole  surface  four  feet  higher  than  it  now  is,  at  an  expense  of  $600. 

At  No.  14,  a  meadow  could  be  flowed  200  acres  in  extent,  for 
$200;  and  Nos.  15,  16,  17  and  18,  are  on  the  same  stream,  and 
within  three-fourths  of  a  mile.  All  the  other  powers  on  this  stream 
would,  have  small  reservoirs. 

All  the  powers  are  safe  as  to  freshets,  except  No.  13 ;  all  except 
1, 2, 3,4,5, 6  and  13,  would  be  inconstant,  and  would  run  machinery 
only  three  to  nine  months  in  the  year. 

Outcropping  and  underlying  rocks,  granite  boulders  and  lime- 
stone. Nos.  14, 15, 16, 17  and  18,  have  good  facilities  for  building 
stone  dams.     Considerable  forest  and  timber. 

Market,  Farmington,  4  to  11  miles  distant  from  the  powers. 
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Nicatou  Township — Penobscot  County. 
Statement  of  Daniel  Barker,  Esq,,  of  Bangor. 

Pour  Powers. 

First,  "  Salmon  Stream  Falls/'  on  the  Penobscot  river  near  the 
mouth  of  the  Salmon  stream,  12  feet  fall  in  75  rods.   Unimproved. 

Secorid,  above,  "Jo-Mary  Rips,"  fall  8  to  10  feet.  Unimproved. 

Third,  on  the  Upper  Penobscot  or  West  branch,  a  short  distance 
above  the  confluence  with  the  Mattagamon  or  East  branch,  "Rips," 
100  rods  long,  formerly  a  dam  12  feet  high  ;  rocky  bottom.  Unim- 
proved. 

Fourth,  above,  "  Rockabema  Rips,"  8  feet  fall  in  15  rods.  Un- 
improved. 

Each  of  the  foregoing  is  a  power  of  the  first  magnitude.  The 
lakes  and  ponds  above,  which  can  be  used  for  reservoirs,  cover 
many  scores  of  square  miles,  and  would  furnish  a  vast  supply  of 
water  at  all  seasons.  The  two  powers  on  the  main  river  would  be 
rather  expensive  to  improve ;  but  at  and  upon  all  the  sites,  dams 
can  be  placed  upon  rock  bottom  and  mills  upon  ledge  foundations. 

The  principal  reservoirs  tributary  to  these  powers,  either  wholly 
or  in  part,  may  be  seen  upon  reference  to  Part  II,  pages  108-9-10. 

NOBLEBOROUGH — LINCOLN   COUNTY. 

From  Selectmen's  Returns. 
[See also  "Newcastle  and  Nobleborough."] 

Three  Powers. 

First,  on  Oyster  creek. 
Second,  on  Winslow's  stream. 
Third,  on  Jones'  stream. 

J  NORRIDGEWOCK. — SOMERSET    COUNTY. 

From  Selectmen's  Returns,  and  the  Statement  of  E.  5.  Waters, 

Civil  Engineer. 
Two  Powers. 

First,  "  Bombazee  Rips,"  on  the  Kennebec  river,  three  miles 
above  Norridgewock  bridge ;  total  height  from  the  foot  of  the 
rapids  to  the  head  of  the  upper  pitch,  precisely  8  feet.  There  is 
an  excellent  location  for  a  dam,  by  means  of  which  a  head  and  fall 
of  12  feet  can  be  secured. 

On  the  west  bank  the  land  lies  favorable  to  the  reception  of 
mills.     Range  of  water  at  this  point,  15  to  20  feet. 
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If  the  extreme  minimum  volume  of  water  for  the  summer  in  a 
dry  season  be  assumed  to  be  36  per  cent,  less  than  at  Augusta, 
or  108,800  cubic  feet  per  minute,  for  11  hours  a  day,  the  power 
with  a  head  and  fall  of  12  feet  would  be  2,472  horse,  or  98,880 
spindles.  , 

Second,  "  Sawtelle's  Mills,"  at  the  mouth  of  Sawtelle's  mill 
stream,  in  South  Norridgewock ;  fall  ten  feet  in  20  rods ;  power 
estimated  sufficient  to  grind  16,000  bushels  of  grain,  and  saw  some 
200,000  feet  of  lumber ;  saw  and  grist* mill  upon  it.  The  gristmill 
opera'tes  all  the  year ;  the  saw  mill  all  but  winters.  Occasional 
suspensions  of  both  in  very  severe  drouths. 

The  improvement  of  the  power  has  had  a  marked  influence, 
though  variously  estimated ;  as  having  built  up  a  village  of  300 
inhabitants ;  as  having  increased  the  value  of  real  estate  in  the 
vicinity  25  per  cent.;  as  having  resulted  in  a  gross  increase  of 
property  of  $75,000. 

The  Somerset  Railroad  is  now  constructing  on  the  bank  of  the 
river. 

North  Berwick — York  County. 

From  Selectmen's  Returns. 
Ten  Powers. 

Eight  situated  upon  the  Great  Works  river,  and  two  upon  the 
Negutaquis  river.  They  vary  in  height  from  ten  to  35  feet,  in  a 
distance  of  10  to  25  rods. 

The  power  is  not  all  improved.  Partially  improved  in  saw  mills, 
grist  mills,  etc.,  and  one  cotton  factory.  The  mills  operate  nearly 
all  the  year;  the  machinery  employed  is,  in  part,  very  good; 
turbines. 

Power  is  owned  by  the  North  Berwick  Company  and  others. 

The  main  stream  is  connected  with  one  pond  which  contains  from 
two  to  three  square  miles.  Artificial  reservoirs  not  feasible.  Rocks 
excessively  hard ;  lay  of  the  land,  about  the  falls,  good.  One-third 
of  the  basin  of  the  stream  covered  with  forests.  The  improvement 
of  the  power  has  been  of  decided  advantage  to  the  town. 

Market,  Portland,  Boston,  by  railroad. 

NORTHFIELD WASHINGTON    COUNTY. 

From  Selectmen's  Returns. 
Four  Powers, 

First  and  Second,  "Holmes'  Falls,"  on  the  Machias  river,  which 


s 
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Nicatou  Township — Penobscot  Countb^ 

CO 

Statement  of  Daniel  Barker,  Esq.,  of  9k    ^,. 

Pour  Powers.  <*  %*  %        ^ 

First,  "  Salmon  Stream  Palls,"  on  the  ?&£%  &   % 

mouth  of  the  Salmon  stream,  12  feet  fall  iy  ^  %.^  %^ 
Secotfd,  above,  "Jo-Mary  Rips,"  fall  ^  %  \  *  \ 
Third,  on  the  Upper  Penobscot  or  W£  "  -  •     %  V  ^     ^ 
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Fourth,  above,  "  Rockabema;  ?  &  *   £  £•        %5?    * 

improved.                                 y?H«   «   >  •;    .\*     *r 
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^ueam. 
/  .  pond ;  by  the  construction  of  a 

Three  '  -  oe  secured,  without  serious  flowage  of 

Fir  ..ing  land,  and  a  power  of  local  value  produced, 

g  *    ^  Aland,  12  miles,  by  sea. 


Northport — Waldo  County. 
From  the  Selectmen's  Statement. 
/    Four  Powers. 
f  First,  on  Little  river,  at  the  head  of  tide ;  average  volume  of 

water  six  square  feet,  bottom  of  stream  solid  ledge,  banks  almost 
perpendicular  and  also  ledge,  head  and  fall  of  15  feet  feasible, 
excellent  chance  for  reservoirs ;  privilege  accessible  by  tide  water ; 
formerly  used,  not  now  improved. 

Second,  Third  and  Fourth,  on  Sucker  brook,  in  the  northwest 
part  of  the  town ;  saw  and  shingle  mills ;  average  volume  of  water 
three  square  feet,  bottom  ledge,  fall  eight  to  12  feet. 
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North  Yarmouth — Cumberland  County. 

From  Selectmen's  Returns. 
Two  Powers. 

First,  "  Porter's  Mills,"  on  Royal  river. 

Second,  "  Masters'  Mills,"  on  the  east  branch  of  Royal  river. 

The  power  is  sufficient  to  drive  a  saw  and  two  runs  of  stones 
the  year  round. 
,     Market,  Portland. 

Norway — Oxford  County. 

From  Selectmen's  Returns. 
Eleven  Powers. 

The  "  Pennassawassa  Falls,"  on  the  outlet  stream  of  Pennassa- 
wassa  pond,  in  Norway  village,  constitute  six  of  the  above.  Total 
fall  76  feet  in  one  mile. 

First,  below  the  outlet,  "Bennett's  Mills,"  fall  13  feet;  saw, 
shingle,  and  flouring  mills. 

Second,  "  Pennassawassa  Mills,"  fall  11  feet ;  a  two-set  woollen 
mill,  carding  and  cloth-dressing  mill,  (independent  of  the  others, 
for  custom  work,)  and  machine  shop. 

Third,  no  improvement  except  dam ;  15  feet  fall. 

Fourth,  fall  15  feet;  grist,  plaster,  shingle,  carding,  and  job 
mills. 

Fifth,  seven  feet  fall ;  no  improvement  except  a  dam. 

Sixth,  fall  15  feet ;  saw  and  planing  mill,  kit,  shingle,  and  clap- 
board machinery. 

Seventh,  between  the  second  and  third  dams,  fall  four  feet ;  can 
be  made  available  only  by  flowing  the  meadows  west  of  and  con- 
tiguous to  the  village.  The  last-named  five  powers  are  called 
"  Steep  Falls,"  and  are  all  within  a  horizontal  distance  of  15  rods. 

Volume  of  water,  with  11  feet  head  on  the  second  dam,  four  feet 
square,  (16  square  feet)  for  13  hours  per  day,  throughout  the  year. 

The  foregoing  powers  work  all  the  year ;  the  ponds,  three  in 
number,  connected  with  the  stream,  have  an  aggregate  surface  of 
2,500  acres,  upon  which  10  to  15  feet  depth  of  water  can  be 
commanded.  The  power  and  mills  are  owned  by  a  large  number 
of  different  owners.  Machinery  generally  good ;  wheels,  centre 
vent ;  one  overshot  on  the  fourth  dam. 

Freshets  entirely  indestructive  when  the  dams  are  kept  in  order ; 
total  range  of  water,  four  feet,  or  thereabout ;  supply  constant, 
even  when  all  other  powers  in  a  radius  of  16  miles  have  failed. 
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Eighth,  at  the  outlet  of  North  pond,  in  the  northeast  corner  of 
the  town,  with  constant  supply  of  water  and  a  fall  of  12  feet. 

Ninth,  Tenth  and  Eleventh,  upon  small  streams  in  different 
parts  of  the  town,  with  saw  mills  upon  them,  and  sufficient  water 
for  use  during  three  or  four  months  of  the  year. 

Market,  Portland  and  Boston;  station  of  the  Grand  Trunk 
Railway  distant  one  mile  at  South  Paris. 

Oldtown — Penobscot  County. 
[8ee  Appendix  ] 

Orland — Hancock  County. 

From  the  Selectmen's  Returns,  and  an  elaborate  Plan  of  the  Streams, 

prepared  by  B.  T.  Osgood,  Esq. 
Sixteen  Powers,  or  More. 

Several  of  these  are  situated  upon  the  outlet  stream  of  Toddy 
pond.  Said  pond  covers  an  area  of  5.33  square  miles  of  deep 
water,  nine  feet  of  the  depth  being  commanded  by  a  dam,  by 
which  the  powers  below  are  rendered  perfectly  constant  and 
secure  at  all  seasons  of  the  year,  as  well  as  furnished  with  a  great 
supply  of  water. 

First,  16  rods  below  the  outlet  dam,  mill,  12  feet  three  inches 
fall. 

Second,  22  rods  below,  mill,  14  feet  fall. 

Third,  22  rods  below,  mill,  12  feet  three  inches. 

To  this  point  there  is  a  total  head  and  fall  of  48  feet,  the 
distance  being  60  rods.  From  this  point  to  the  Great  pond  below 
is  a  distance  of  146  rods,  and  a  fall  of  99  feet  nine  inches,  making 
the  grand  total  from  the  surface  of  Toddy  pond  reservoir  to  the 
surface  of  Great  pond,  147  feet  nine  inches,  and  the  distance  206 
rods.  The  40  rods  of  the  distance  next  above  Great  pond  is  too 
flat  for  dams. 

In  this  whole  distance  the  opportunities  for  dams  are  unsur- 
passed, their  required  length  is  about  150  feet  each,  the  banks 
being  on  each  side  about  25  feet  high.  The  land  on  the  west  side 
of  the  stream,  from  Toddy  to  Great  pond,  slopes  gradually  and 
uniformly,  and  furnishes  an  unrivalled  field  for  building  operations. 
It  will  be  seen  that  there  is  sufficient  fall  for  eight  privileges,  over 
12  feet  each  in  height. 

Thirteenth,  at  the  foot  of  the  Great  pond,  where  the  Lock  and 
Sluice  Co.'s  mills  are  located,  head  and  fall  15  feet  eight  inches  to 
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the  stone  dam  at  tide  water.  The  pond  covers  1.90  square  miles 
and  receives  the  contributions  of  Toddy  pond,  of  two  streams,  one 
large  one,  and  of  various  small  ponds. 

Fourteenth,  the  dam  at  the  head  of  tide  is  substantially  built  of 
granite,  head  and  fall  10  feet,  ponding  the  water  back  two  miles 
to  the  Great  pond  dam ;  saw,  grist,  and  stave  mills. 

The  total  fall  from  Toddy  pond  to  the  tide  flats  is  174  feet. 

Fifteenth,  on  the  outlet  stream  of  Craig's  pond,  a  shingle  mill, 
head  and  fall  22  feet. 

Sixteenth,  "  Swazey  &  Co.'s  Mills,"  on  Dead  river,  the  outlet 
stream  of  Long,  Fitz,  Hothole,  and  other  ponds;  head  and  fall  12 
feet. 

The  ponds  can  all  be  cheaply  improved  for  reservoirs,  their 
mouths  being  narrow.  Artificial  reservoirs  of  large  capacity  can 
be  formed,  if  needed.  Freshets  entirely  harmless,  owing  to  the 
lakes  and  ponds.  A  very  insignificant  portion  of  the  power  now 
used.  Annual  product  about  $50,000.  Rocks  suitable  for  building 
purposes. 

The  power  is  eminently  accessible,  the  first  dam  being,  as  before 
stated,  at  the  head  of  tide.  Proprietors  will  cooperate  substan- 
tially for  the  improvement  of  the  power. 

Orneville — Piscataquis  County. 
Three  Powers. 

First  on  Dead  stream,  the  outlet  of  lake  Boyd,  which  covers 
two  or  three  square  miles,  and  is  a  capacious  reservoir,  "  Cush- 
man's  Grist  Mill."    Considerable  power  unappropriated. 

Second,  on  the  Middle  branch  of  Dead  stream,  "HalFs  Shingle 
Mill;"  stream  fed  by  Pleasant  pond,  which  covers  half  a  square 
mile. 

Third,  on  the  West  branch  of  Dead  stream,  saw  and  grist  mill. 

Ponds  can  be  used  for  storage,  and  the  available  power  greatly 
increased. 

Orono — Penobscot  County. 
From  the  Returns  of  N.  Wilson,  Esq. 
Five  Powers. 

First,  the  "Upper  Stillwater  Dam,"  on  the  western  chute, 
or  channel,  of  the  Penobscot  river,  which  here  is  divided  and 
broken  by  large  islands;    said  channel  is  called  the  Stillwater 
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river,  and  is  fed  by  Pushaw  river,  the  outlet  of  the  great  Pushaw  lake. 

Second,  the  "  Lower  Stillwater  Dam/'  upon  the  same  river. 
Total  head  upon  these  two  dams,  16  to  22  feet. 

Improvements ;  upon  these  two  dams  are  now  22  single  saws, 
10  gangs,  five  rotary  saws  ;( 12  lath,  three  shingle,  and  four  clap- 
board mills ;  also  two  planing  machines,  one  machine  shop  and 
one  grist  mill,  and  ample  space  and  power  for  more. 

Third,  "Ayer's  Falls/*  on  the  chute,  or  channel,  of  the  Penob- 
scot, lying  betwixt  Ayer's  island  and  the  right  bank  of  the  river. 
The  mills  upon  this  privilege  are  called  the  "  Basin  Mills."  Head, 
nine  to  14  feet.  The  total  fall  from  Hammett's  mill,  (so-called,)  to 
the  foot  of  Ayer's  island,  is  31.53  feet. 

This  power  commands  the  entire  volume  of  the  Penobscot,  by 
means  of  a  low  dam  extending  from  the  head  of  Ayer's  island  to 
the  left  bank  of  the  main  river,  which,  at  low  water  directs  the 
whole  current  down  the  channel  aforesaid. 

Improvements ;  eight  single  saws,  four  gangs,  two  lath,  two 
clapboard,  one  shingle,  two  rotary  saws  and  a  machine-shop. 

This  privilege  is  unsurpassed  in  respect  to  its  combined  advan- 
t  tages  for  mills,  cheapness  of  dams,  security  from  freshets,  and 
amount  of  power.     Chief  owner,  heirs  of  Gen.  Samuel  Veazie. 

Fourth,  "The  Stillwater  Canal  Power;"  by  means  of  a  canal 
leading  from  the  Stillwater  channel  above  the  upper  dam,  to  the 
"  Basin/'  a  vast  amount  of  power  would  be  made  available,  as  the 
water  could  be  used  several  times  over. 

Fifth,  "  The  Basin  Canal  Power ;"  a  canal  extending  from  the 
Basin  down  the  right  bank  of  the  river  two  miles,  and  conveying, 
as  it  might,  the  total  volume  of  the  Penobscot,  would  afford  privi- 
leges for  mills  and  factories  its  whole  length,  totally  secure  from  ice 
or  freshets.  The  improvements  upon  the  three  privileges,  as  above 
set  forth,  consume  but  a  small  part  of  the  available  power. 

The  mills  operate,  for  the  most  part,  jnly  from  April  to  December. 
Total  annual  production,  65,000,000  feet  of  lumber,  besides  laths, 
clapboards  and  shingles. 

Market,  Bangor,  seven  miles  distant,  by  canal,  by  the  river,  and 
by  the  European  &  North  American  Railway. 

Population  of  Orono,  3,300 ;  three  churches ;  the  best  of  public 
schools,  and  excellent  society.  The  State  College  of  Agriculture 
and  Mechanic  Arts  is  located  here,  about  one  mile  from  the  village, 
on  the  east  bank  of  the  Stillwater  river,  in  a  beautiful  and  com- 
manding situation. 
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Orwngtojt — Pbnobsoot  County. 

From  Selectmen's  Returns. 
Six  Powers. 

On  Segeunkedunk  stream,  the  outlet  of  Orrington  Great  pond. 

The  "Fall  at  East  Orrington,"  is  the  most  important,  being 
about  16  feet ;  upon  the  other  privileges  is  from  eight  to  12  feet. 
The  upper  fall  is  backed  by  about  two  miles  of  dead  water ;  the 
other  powers  by  from  one-fourth  to  three-fourths  of  a  mile. 

The  best  privilege  runs  two  saws  through  the  year ;  No.  2,  a 
tannery ;  Nos.  3  and  4,  grist  mills,  and  will  grind  an  indefinite 
amount.  Pour  only  of  the  privileges  are  improved ;  smallest  are 
unimproved.  The  mills  operate  all  the  year,  except  in  very  dry 
seasons,  when  a  month  is  sometimes  lost.  The  powers  are  all 
owned  in  Brewer  and  Orrington. 

The  stream  is  connected  with  two  ponds ;  combined  area  accord- 
ing to  the  county  map  3.50  square  miles,  by  the  State  map  six 
square  miles ;  12  square  miles  according  to  the  Selectmen.  There 
is  a  dam  at  the  outlet  of  Great  pond,  and  if  this  were  in  good 
repair,  the  water  would  be  ample  to  run  all  the  year,  however 
severe  the  drouth.  Stream  steady ;  freshets  in  spring  about  five 
times  ordinary  volume;  no  damage,  to  any  amount,  has  ever 
occurred. 

If  six  feet  head  can  be  commanded  upon  five 'square  miles  of  the 
pond  surface,  the  storage  amounting  to  836,000,000  cubic  feet, 
would  furnish  on  the  series  of  falls,  their  combined  height  being 
assumed  at  46  feet,  for  ten  hours  a  day,  312  days  a  year,  393  horse- 
power gross,  or  15,120  spindles;  to  this  should  be  added  the 
natural  low  run  of  the  stream  to  arrive  at  the  low-run  power  avail- 
able. The  storage  could  however  be  used  in  three  or  four  months, 
at  least  doubling  or  trebling  the  power,  the  natural  flow  of  the* 
stream  sustaining  the  power  at  this  figure  for  the  rest  of  the  year. 

The  falls  are  protected  with  ledge,  but  rock  is  not  sufficient  in 
the  immediate  neighborhood  for  extensive  building.  The  lay  of  the 
land  is  excellent  in  every  locality. 

The  improvement  of  No.  1,  was  the  up-building  of  the  eastern* 
portion  of  the  town ;  No.  2,  has  had  a  similar  effect ;  and  both, 
together  have  increased  population  and  wealth  ten  per  cent. 

Market,  great  local  market,  lumber  shipped  at  Brewer  village 
and  Orrington,  by  hauling  one  and  a  half  miles ;  produce,  at  Bangor, 
by  road,  two  miles. 

Power  No.  1,  at  East  Orrington,.is  well  situated  in  the  centre  of 
25 
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the  village,  and  within  three  rode  of  the  road,  which  is  easy  of 
access  from  the  mill  at  all  times.  It  is  a  natural  site  for  a  mill, 
and  the  power  is  sufficient  to  run  a  first-class  factory.  It  is  con- 
sidered one  of  the  best  locations  for  the  investment  of  Capital,  with 
profit,  that  there  is  in  the  State. 

The  other  powers,  between  Bast  Orrington  and  Brewer  village, 
are  excellent ;  grinding  40  bushels  of  corn  per  hour,  at  a  single 
run  of  stones. 

Otis — Hancock  County. 

From  Selectmen's  Returns. 
Six  Powers. 

First  "  Remick's  Palls/'  at  the  foot  of  Flood's  pond ;  fall  75 
feet  in  20  rods.  Clapboard  and  shingle  mill,  2,000,000  shingles, 
100,000  clapboards,  works  all  the  year,  machinery  not  of  the  best 
construction.  Not  one-fourth  part  of  the  power  employed. 
Flood's  pond  covers  one  square  mile  according  to  the  county  map; 
over  two  square  miles  according  to  the  State  map.  It  has  nine 
feet  head  of  storage  raised  by  a  dam,  and  can  have  five  feet  more. 

Second,  half  a  mile  below,  saw  mill,  can  run  all  the  year,  not 
now  in  use. 

Third,  one  mile  below,  shingle  and  clapboard  machine;  cnt8 
about  the  same  as  the  first  mentioned.     Power  all  improved. 

Fourth,  at  the  outlet  of  Springy  pond,  formed  by  dams  which 
raise  the  surface  of  the  pond.  A  shingle  machine,  can  run  half 
the  year,  dam  now  out  of  repair,  power  not  in  use.  The  pond 
covers  0.60  square  miles  according  to  the  county  map ;  has  nine 
feet  head  of  storage,  and  can  have  five  feet  additional. 

Fifth,  at  the  foot  of  Beach-Hill  pond,  saw  mill,  500,000  long 
lumber,  board  measure,  per  annum.  Fall  20  feet  in  30  rods; 
power  about  half  improved.  The  pond  covers  1.85  square  miles 
according  to  county  map ;  3.00  square  miles  according  to  State 
map.     It  has  six  feet  storage,  and  can  have  14  feet  additional. 

Sixth,  at  the  foot  of  Mountain  pond,  fall  same  as  the  above. 
Shingle  and  clapboard  mill,  can  run  all  the  year,  and  cut  1,500,000 
shingles  and  100,000  clapboards.  The  pond  covers  1 .25  square 
miles  according  to  county  map ;  has  six  feet  storage,  and  can  have 
14  feet  additional. 

Market,  Ellsworth  and  Bangor.  Ample  room  and  power  for 
-other  mills  and  factories,  on  the  above  privileges.  Centre-vent 
wheel  employed. 
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Otisfield — Cumberland  County. 
Four  Powers. 

First  and  Second,  on  the  outlet  stream  of  Saturday  pond,  saw 
mills. 

Third,  saw  mill  in  the  southwest  part  of  the  town. 

Fourth,  one-half  of  Bolster's  mills  power,  on  the  Crooked  river, 
is  in  this  town. 

Oxbow  Plantation — Penobscot  County. 
Statement  of  W.  H.  Rowe,  Esq,  of  Masardis. 

One  Power. 

On  the  Umcolcus  stream,  the  outlet  of  Umcolcus  lake  and 
several  ponds.  A  saw  mill.  Large  supply  of  water,  as  the 
Umcolcus  covers  three  square  miles,  and  the  other  ponds  about 
two  square  miles. 

I 

Oxford— Oxford  County. 

From  the  Statements  of  Wm.  S.  Dodge,  Esq.,  and  of  the  Municipal 

Officers. 
Three  Powers. 

First,  at  Oxford  village,  at  the  outlet  of  "  Thompson  Pond," 
owned  and  improved  by  the  "Robinson  Manufacturing  Co.;" 
three  woollen  mills,  12  sets  machinery,  manufacturing  2,200  yards 
three-quarter  cloth  per  week  ;  one  saw  mill,  fall  13  feet ;  pond  10 
miles  long,  average  width  one  and  one-fourth  miles ;  annual  pro- 
duct of  woollen  mills  $250,000.  Distance  from  mill  to  railway 
(Grand  Trunk)  one  and  one-half  miles ;  800  square  inches  of  water 
used,  more  might  be  had  by  clearing  the  outlet  channel. 

Second,  below,  at  Oxford  village,  100  rods  easterly  from  the 
Robinson  Manufacturing  Co.'s  privilege;  fall  10  feet;  owned  by 
Hon.  J.  J.  Perry,  and  improved  by  Messrs.  S.  Rawson  &  Co.  in 
the  manufacture  of  hoe,  shovel  and  fork  handles,  shingles,  staves, 
Ac.  Annual  product, $50, 000.  Also,  sash  and  blind  factory, 
grist  mill,  stave  machine,  &c.  Value  of  annual  productions, 
$25,000.     Uses  700  square  inches  of  water  when  in  full  operation. 

Third,  at  Weichville,  on  the  Little  Androscoggin  river,  10  feet 
fall,  never  failing  supply  of  water ;  owned  and  improved  in  part 
on  the  north  side  by  John  Harper,  Esq.,  proprietor  of  "Monitor 
Woollen  Mills/'  four  sets  machinery ;  cassimeres,  tweeds  and 
repellants ;  annual  value,  $100,000.     On  the  south  side,  owned  by 
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Messrs.  A.  0.  Denison  &  Co.,  and  Emery  Andrews,  Esq.,  who 
are  now  preparing  to  set  up  a  paper  mill,  grist  mill,  &c. ;  distance 
from  railroad  (Grand  Trunk)  one  and  two-thirds  mile;  1,200 
square  inches  of  water. 

This  is  probably  the  most  valuable  privilege  on  the  river,  as  the 
supply  of  water  is  inexhaustible,  with  power  enough  to  operate 
six  or  eight  woollen  mills  of  four  or  six  sets  capacity. 

By  vote  of  the  town,  capital  invested  in  manufacturing,  to  the 
amount  of  $5,000  and  upwards,  is  exempted  for  10  years  from 
taxation. 

Market,  Portland,  Boston  and  New  York. 

Palermo — Waldo  Countt. 
From  Selectmen's  Return*. 

Ten  Powers,  or  More. 

First,  "  Marden's  Stave  and  Shingle  Mill ;"  power  to  drive  two 
runs  of  stones  eight  months  of  the  year. 

Second  and  Third,  on  Little  river. 

Fourth,  on  the  main  Sheepscot  river;  fall  about  13  inches  to 
the  rod  for  15  rods ;  dam  broken,  mills  in  decay.  Power  sufficient 
to  drive  four  runs  of  stones  nearly,  or  quite,  all  the  year ;  stream 
fed  by  ten  or  more  ponds.  The  privilege  is  about  a  quarter  of  a 
mile  below  Sheepscot  Great  pond;  three  by  one  miles;  stream 
ranges  from  six  to  eight  feet,  from  lowest  to  highest  water.  The 
lakes  can  be  improved  readily  for  reservoirs. 

Fifth  and  Sixth,  on  a  tributary  of  the  West  Branch  of  the 
Sheepscot ;  saw  and  shingle  mill. 

The  other  powers  are  not  specified. 

One-half  of  the  basin  of  the  stream  covered  with  woods ;  granite 
in  the  form  of  boulders ;  flint  rock,  and  a  sort  of  sandstone. 

Market,  Belfast,  Rockland  and  Augusta,  by  road. 

Palmyra — Somerset  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  at  the  outlet  of  White's  pond,  on  Village  Mill  stream ; 
"  Shaw's  Shingle  Machine ;"  four  to  six  months. 

Second,  on  Madawaska  stream,  Nay  &  Runnels;  saw  and 
shingle  machine ;  lour  to  six  months. 

Third,  on  Indian  stream ;  a  building  once  need  for  a  peg  factory, 
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now  unoccupied ;  circular  saw  on  the  other  side  of  the  stream ; 
eight  or  ten  months. 


Pabis — Oxford  County. 
Beturns  of  S.  P.  Maxim,  Esq.,  Selectman. 
Twelve  Powers. 

First,  "  South  Paris  Privilege,' '  on  Little  Androscoggin  river ; 
flouring,  saw,  shingle,  planing,  and  barrel  machinery;  Charles 
Bailey  &  Co.;  annual  production,  estimated,  15,000  barrels  flour; 
capacity,  20,000  barrels;  now  grinding  TOO  bushels  of  wheat  every 
24  hours.  Saw  mill,  100,000  feet  boards,  100,000  shingles,  and 
materials  for  15,000  barrels.  Power  all  used,  except  in  periods  of 
high  water.     A  deficiency,  usually,  in  mid-summer. 

Second,  "  West  Paris,"  on  Little  Androscoggin  river ;  flouring- 
mill,  Andrews  &  Dean ;  annual  production,  3,000  barrels  flour. 

Third,  "  Willis*  Privilege,"  on  Little  Androscoggin  river ;  saw 
and  shingle  mill,  Willis  Brothers ;  annual  production,  75,000  feet 
of  boards,  and  75,000  shingles. 

Fourth,  "Barnes'  Privilege,"  on  Little  Androscoggin  river;  three- 
fourths  mile  south  of  West  Paris  station ;  saw  mill,  P.  C.  Pickett ; 
capacity,  estimated,  100,000  feet  of  boards. 

Fifth,  "  Snow's  Falls,"  on  Little  Androscoggin  river ;  furniture 
factory,  S.  L.  Howard ;  capacity,  estimated,  3,000  barrels  flour. 

Sixth,  "Jackson's  Privilege,"  on  Little  Androscoggin  river; 
saw  and  grist,  shingle  and  stave  mills ;  1.  H.  Jackson.  Capacity, 
estimated,  3,000  barrels  of  flour. 

Seventh,  "North  Paris  Privilege,"  on  Moose  pond  stream ;  grist 
mill,  E.  W.  Murdock ;  1,000  barrels  flour. 

Eighth,  one-fourth  mile  below,  saw  and  shingle  mill,  Ira  Bartlett ; 
50,000  feet  of  boards,  and  50,000  shingles. 

Ninth,  "  Iron  Foundry  Privilege,"  on  Stony  brook,  near  South 
Paris.  Foundry  and  machine  shop,  F.  C.  Merrill  &  Co.  Capacity 
estimated,  500  barrels  flour. 

Tenth,  "Royal's  Privilege,"  on  Stony  brook ;  grist  mill,  carriage 
shop,  William  Royal ;  production,  estimated,  500  barrels  flour. 

Eleventh,  "King's  Privilege,"  on  Stony  brook;   saw,  shingle, 
and  "Dead-Eye"  machinery;  S.  M.  King;  production,  estimated, 
50,000  feet  of  boards,  and  100,000  shingles. 
•  Twelfth,  "  Hammond's  Privilege,"  on  Smith  brook ;   saw  mill, 
M.  Hammond ;  50,000  feet  of  boards. 
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The  aggregate  annual  production  of  all  the  powers  enumerated 
above,  is  26,000  barrels  flour ;  400,000  feet  of  boards,  200,000 
shingles.  / 

The  proportion  of  forest  is  estimated  at  one-sixth ;  but  little  old- 
growth  forest  left.  The  market  connections  are  at  Paris  Hill, 
South  Paris,  West  Paris,  North  Paris  and  Snow's  falls;  principally 
at  Grand  Trunk  stations  at  South  Paris  and  West  Paris. 

Parkman — Piscataquis  County. 

From  Selectmen' 8  Returns. 
Pour  Powers. 

First,  "  Cumming's  Brook,97  head  and  fall  (with  a  dam  eight  feet 
high)  24  feet,  water  for  four  months.  Its  capacity  could  be  doubled 
by  the  construction  of  two  dams  above. 

Second,  "  Pingree's  Hills,"  on  Mill  stream,  shingle  mill;  for- 
merly grist  and  saw  mill,  also  ;  works  four  months  in  the  year ; 
situated  near  the  centre  of  the  town. 

Third,  "Holbrook's  Mills  ;"  four  saws  ;  gristmill,  six  months. 
Capacity  of  the  above  two  powers  might  be  doubled  by  a  cheap 
dam,  which  would  flow  a  very  large  bog.  Situated  near  the  centre 
of  the  town. 

Fourth,  "  Pease  Mills,"  on  the  south  branch  of  the  Piscataquis 
river ;  a  good  power  with  a  good  dam ;  saw  and  shingle  mill  re- 
cently burned.  Sometimes  a  lack  of  water,  but  at  a  trifling  outlay 
a  lake  two  miles  above  might  be  converted  into  a  reservoir  and 
ample  water  secured  all  the  year.  Situated  in  the  northwest  corner 
of  the  town. 

"  Good  roads  to  all  the  powers,  and  a  good  farming  town." 

Parlin-Pond  Township — Somerset  County. 
Statement  of  Heman  Whipple,  Esq.,  of  Solon. 
Two  Powers. 

On  the  Parlin-pond  stream  ;  fall  10  feet  each ;  one  dam ;  good 
sites.  Pond  covers  2.75  square  miles,  and  can  be  flowed  eight  feet. 

Parsonsfield — York  County. 

From  the  Returns  of  the  Selectmen. 

•  [See  also  "  Hiram  and  Parsonsfield,"  and  "  Parsonsfield  and  Porter.*9] 

Pour  Powers. 

Situated  upon  brooks  which  are  supplied  by  Long,  Spruce,  and 
Mudgett  ponds.     Three  of  the  powers  are  occupied  by  mills. 
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Parsonspield — York  County,  and  Porter — Oxford  County. 
From  the  Returns  of  Parsonsfield  and  Porter. 

[See  also  '<  Pusonsfteld,"  and  "  Porter.1'] 
Three  Powers. 

On  Great  Ossipee  river,  Eirst,  "  Kezar  Palls ;"  fall  50  feet  in 
one  mile.  One  perpendicular  saw  will  cut  1,000,000  feet  lumber 
annually;  a  part  of  the  power  is  improved  as  follows:  planing, 
stave,  and  shingle  machines ;  bobbin  factory ;  grist  mill ;  saw  mill ; 
two  dams. 

All  the  mills  and  machines  work  the  whole  year.  Dry  times  do 
not  interfere  with  the  working  of  the  machiney,  as  there  is  always 
an  abundance  of  water.  The  volume  of  water  might  be  somewhat 
increased  by  further  improvement  of  the  reservoirs.  Centre-vent 
and  spiral-vent  wheels.  Power  owned  by  Moses  Sweat,  A.  P. 
Benton,  and  others. 

The  bed  of  the  stream,  at  the  falls,  is  very  stony  and  many  large 
rocks  are  found ;  but  of  a  quality  not  suitable  for  building  purposes. 
In  the  vicinity  of  the  falls,  however,  granite  is  found  in  quantity 
sufficient  for  all  buildings  which  may  be  erected.  The  river  flows 
in  an  easterly  direction  ;  the  southern  shore  is  a  gradual  slope  to 
the  river  the  entire  length  of  the  falls,  which  gives  an  excellent 
location  for  mills  or  shops.  The  northern  shore  descends  to  the 
river  by  a  steep  bank,  the  greater  part  of  the  length  of  the  falls, 
and  would  be  a  good  location  for  mills.  The  river  is  very  constant. 
In  dry  seasons  all  other  mills  in  this  section  are  obliged  to  suspend 
operation,  while  the  machinery  on  this  stream,  runs  with  the  same 
regularity  and  power  as  at  any  other  time ;  and  during  such  periods 
receives  the  patronage  of  people  at  a  great  distance ;  not  improved 
on  the  Porter  side. 

Second,  "  French's  Falls/'  above  ;  fall  nine  feet ;  not  improved. 

Third1  "South  River  Falls,"  above;  descent  eight  feet;  not 
improved. 

The  river,  at  the  above  sites,  about  200  feet  wide. 

No  mills  have  ever  been  damaged  by  freshets ;  ordinary  rains 
have  but  little  or  no  effect  upon  the  stream.  The  country  not  being 
mountainous,  the  stream  rises  and  falls  slowly.  Total  range  from 
low  to  high  water  three  to  five  feet. 

The  Portland  &  Rutland  Railroad  will  run  on  the  bank  of  the 
river  for  ten  miles  by  the  side  of  the  water-powers. 
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Passaduxkbag — Pemobsoot  Oountt. 
Statement  of  Selectmen. 

[See  also  "  Ediaburg  Mid  PtoMftdankeftg."] 
There  is  no  water-power  within  the  limits  of  this  town. 

Patten — Penobscot  County. 

From  Selectmen's  Returns. 
Four  Powers. 

First,  the  "  Upper  Dam,"  on  Fish  stream ;  12  feet  head,  saw  mill, 
planing  mill,  Ac;  water  for  the  saw  mill  four  months ;  200,000  of 
boards  annually,  and  30,000  clapboards. 

Second,  the  "  Lower  Dam,"  a  grist  mill ;  head  12  feet ;  sufficient 
water  to  carry  the  mill  eight  months,  on  an  average. 

Third,  on  the  "  Hersey  Brook,"  a  grist  mill ;  fall  22  feet ;  over- 
shot wheel  18  feet  in  diameter.  Two  runs  of  stones,  one  flour 
bolt.     Sufficient  water  about  four  months. 

Pembroke — Washington  County. 
From  the  Statement  of  C.  B.  Blanchard,  Esq. 
Five  Powers. 

First,  on  Pemaquan  river,  three  and  a  half  miles  from  tide  water, 
"  Little  Falls,"  saw,  shingle,  lath,  and  clapboard  machines ;  run 
the  entire  year,  excepting  a  few  weeks  in  extreme  drouth ;  fall 
18  feet. 

Second,  two  and  a  half  miles  below ;  Pembroke  Iron  Company, 
rolling  mills,  furnaces,  &c.  Operates  throughout  the  year,  assisted 
during  seasons  of  drouth  by  steam.  Annual  manufacture,  9,000 
tons  iron,  8,600  casks  of  nails ;  fall  80  feet. 

Third,  one-fourth  mile  below,  gang  saw  mill,  shingle,  lath,  and 
stave  machines  connected ;  runs  throughout  the  year ;  fall  seven 
feet.    A  good  privilege. 

Fourth,  one-quarter  mile  below ;  "  Leavitt's  Grist  Mill ;"  power 
not  all  used ;  fall  six  feet. 

Fifth,  one-half  mile  below,  and  on  tide  water ;  grist  and  planing 
mill,  sash  and  blind  factory ;  obliged  to  shut  down  five  hours  per 
day  on  account  of  tide.  Convenient  location,  as  vessels  discharge 
directly  into  the  mill. 

The  entire  stream,  with  the  exception  of  the  first  grist  mill  site 
named,  owned  by  Pembroke  Iron  Company. 
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Penobscot — Hancock  County. 
.from  Selectmen's  Statement. 

»  [See  alio  "  BrookevUle  and  Penobioot."] 

Seven  Powers,  and  More. 

Upon  Wardwell's  stream  and  Winslow's  stream.  Wardwell's 
stream  is  fed  by  Pierce's  pond,  which  is  half  a  mile  in  diameter 
and  half  a  mile  from  tide  water.  Three  falls  on  said  stream,  which 
have  been  improved,  all  but  one  have  been  abandoned  for  want  of 
lumber. 

First,  nearest  the  pond,  used  to  drive  a  single  saw  and  a  grist 
mill  with  two  runs  of  stones,  stave,  lath,  and  shingle  machines. 
Old-fashioned  paddle  wheel  and  breast  wheel ;  10  feet  head.  Cfan 
be  worked  six  months.  The  saw  mill  does  but  little  business  for 
want  of  logs;  the  stave  machine  has  cut  600,000  staves  the 
present  year. 

Second,  below,  has  been  used  for  a  carding  and  clothing  mill, 
driven  by  an  overshot  wheel  15  feet  in  diameter.  The  fall  is 
obtained  by  carrying  the  water  eight  rods  horizontally ;  does  no 
business  at  present. 

No  information  given  respecting  the  third  power  on  Wardwell's 
stream. 

Granite  in  abundance  on  the  premises;  bricks  manufactured 
within  50  rods  of  either  power.  Vessels  of  200  tons  burthen  come 
within  one  mile ;  small  vessels  and  scows  come  to  the  brick  yard, 
within  50  rods.  The  dam  at  Pierce's  pond  is  90  feet  long.  The 
pond  might  be  raised  to  any  height  by  building  the  dam  higher. 

Fourth,  Winslow's  stream,  six  miles  long  from  tide  water  to  the 
head  of  Wight's  pond,  75  acres.  At  its  foot,  single  saw  and  grist 
mill ;  10  feet  fall,  dam  60  feet  long  and  six  feet  high  in  the  middle. 
More  fall  might  be  easily  obtained  if  needed. 

Fifth,  below,  within  50  rods  of  tide  water,  formerly  a  shingle 
machine.  Fifteen  feet  fall  feasible.  The  location  is  convenient 
for  mills ;  10  rods  to  the  stage  road ;  vessels  of  200  tons  burthen 
have  been  built  within  50  rods.  Plenty  of  granite  suitable  for 
building  within  100  rods.     The  quarry  has  been  worked. 

Sixth,  etc.,  other  powers  on  said  stream  have  been  improved  in 
years  gone  by,  but  the  lumber  has  been  cut  off,  and  for  the  want 
of  capital  and  experience  in  other  manufacture  than  lumber,  they 
are  and  remain  unimproved.  The  last  three  powers  by  tlje  flowing 
of  a  meadow  would  do  a  large  amount  of  business  all  the  year. 
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Perkins — Sagadahoc  County. 

Statement  of  the  Selectmen. 
One  Power.  • 

The  "Little  Narrows/'  between  two  islands,  about  T5  feet 
wide,  through  which  the  tide  runs  with  rapidity.  Fifty  years  ago 
a  wheel  was  set  which  worked  well,  but  from  want  of  means  or 
some  other  cause  not  now  known,  mills  were  never  erected.  The 
privilege  is  now  unimproved. 

Perry — Washington  County. 

From  Selectmen's  Returns. 
Five  Powers. 

On  Little  river,  the  outlet  stream  of  Boyden  pond,  and  all 
within  horizontal  distance  of  two  miles.  Pond  is  five  by  two 
miles,  and  has  a  dam  at  its  outlet. 

First,  "  Gibson's  Privilege,"  12  feet  fall;  grist  mill  and  carding 
machine. 

Second,  "Gates,  Duren  &  Co.'s  Privilege ;"  fall  25  feet;  gang 
saw  mill. 

Third,  "  Chadboume's  Privilege ;"  lath  machine ;  fall  22  feet. 

Fourth  " Mill,"  lath  machine ;  fall  10  feet. 

Fifth,  "  Rapid ;"  six  feet  fall. 

The  powers  work  about  eight  months  of  the  year;  artificial 
reservoirs  might  be  constructed  of  size  to  supply  water  all  the 
year ;  wheels,  high  breast. 

Gates,  Duren  &  Co.,  upon  one  power,  saw  3,500,000  of  lumber 
yearly.  Their  mill  is  within  three-fourths  of  a  mile  of  the  landing 
place  of  vessels  of  200  tons. 

Rock;  sandstone.  Land  on  each  side  of  the  stream  cleared, 
level,  good  for  building,  and  productive  of  hay;  the  town  is 
generally  fertile.  The  lots  remaining  after  the  removal  of  the 
timber,  200  acres  each,  will  make  each  two  good  farms. 

The  power  is  not  all  employed.  The  amount  of  *t  may  be 
judged  from  the  working  capacity  of  Gates,  Duren  &  Co/s  work 
upon  one  power. 

Market,  New  York,  Boston,  and  all  points  by  sea. 

Peru-^-Oxford  County. 

Statement  of  Jonas  Greene,  Esq. 
Wine  Powers. 
First,  on  the  outlet  of  Worthley  pond ;  fall  25  feet  in  25  rods ; 
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"  Ripley's  Saw  and  Shingle  Mill ;"  with  small  outlay  in  improve- 
ments could  run  through  the  year,  as  it  is  fed  from  this  large  pond. 

Second,  one  mile  below;  fall  eight  feet;  "Howard's  Shingle 
and  Lath  Mill ;"  runs  a  few  months ;  can  be  greatly  improved. 

Third,  below,  fall  10  feet  in  a  few  rods ;  "  Bemis'  Grist  Mill," 
and  other  small  machinery ;  short  of  water  a  portion  of  the  year. 

Fourth,  at  the  centre  of  the  town  on  a  large  brook,  near  its 
outlet  into  the  Androscoggin  river ;  Hayford  &  Son ;  fall  20  feet 
in  four  rods ;  grist  mill,  threshing  machine,  with  various  lumber 
machinery.  Saw  mill  going  up  with  the  contemplated  improve- 
ments can  be  operated  a  large  portion  of  the  year.. 

Fifth,  20  rods  below,  unoccupied,  six  feet  fall. 

Sixth,  on  Spear's  stream,  at  West  Peru ;  fall  in  80  rods  35  feet ; 
grist,  saw  and  shingle  mills,  and  machine  shop.  Grist  mill  runs 
most  of  the  year ;  saw  mill  spring  and  fall. 

Seventh,  above,  ".Jennie  Falls ;"  unoccupied ;  fall,  six  or  eight 
feet. 

Eighth,  on  said  Spear  stream  in  west  part  of  the  town  or  Brook- 
line,  so  called;  John  C.  Wyman,  Jr.;  fall  12  feet  in  three  rods; 
saw,  shingle  and  lath  mill,  also  threshing  machine.  Runs  about 
four  months ;  with  improvements  could  do  much  more. 

Ninth,  on  Winthington  brook,  in  the  north  part  of  the  town, 
Elbridge  Austin,  saw  mill,  shingle  and  threshing  machine.  Over- 
shot wheel ;  two-thirds  the  year. 

Stone  abundant  and  near  all  the  privileges.  Considerable 
timber  in  the  vicinity  of  all,  and  large  amount  of  hard  timber  in 
town. 

Market,  Lewiston  and  Portland. 

Phillips — Franklin  County. 
Statement  of  Abner  Toothaker,  Esq.,  and  the  Selectmen. 
Numerous  Powers. 

.  On  the  Sandy  river  in  a  running  distance  of  three  and  one-half 
miles.  •  The  river  in  the  whole  descent  is  a  torrent,  and  the  total 
fall  is  judged  not  less  than  300  feet.  Mills  could  be  operated  its 
entireyength.     Three  privileges  are  improved. 

First,  "  Wing's  Mills,"  the  upper  of  the  series,  head  and  fall  12 
feet,  saw  and  clover  mill,  shingle  machine ;  old  leaky  wooden  dam 
that  wastes  two-thirds  of  the  water  at  low  run. 

Second,  two  miles  and  a  half  below,  "  Whitney's  Saw  Mills  " 
use  144  inches  of  water ;  estimated  power,  30  horse  at  lowest  run, 


896  WATER  POWER  OF  MAIFB.  [Past  UL 

which  is  about  one-fourth  of  the  quantity  running.  Operate  part 
of  the  year.  Improvements,  planing,  shovel-handle,  and  small 
lumber  machinery. 

Third,  one  mile  below,  as  the  stream  runs,  and  60  feet  lower, 
vertically,  "  Beedy's  Grist  Mill/'  operates  all  the  year.  Improve- 
ments, grist  and  carding  mill. 

Flutter,  Blake;s,  and  Tub  wheels.  More  dams  could  be  cheaply 
constructed,  a  vast  amount  of  unused  power ;  freshets  cannot  affect 
the  present  mills.  Rock,  granite ;  lay  of  the  land  good ;  three- 
fourths  of  the  basin  covered  with  forest. 

Market,  Farmington,  18  miles  by  road,  and  at  home. 

Phipsbubg — Sagadahoc  County. 

Statement  of  Samuel  D.  Reed,  Esq. 
Ten  Powers. 

First,  a  good  tide  privilege  at  the  "  Basin*"  on  New  Meadow 
river ;  has  carried  saw,  corn,  carding  and  fulling  mills ;  not  in  use 
for  a  great  number  of  years ;  stone  dam  remains  good ;  vessels  can 
load  at  themills.  Situated  25  miles  from  Portland,  by  inside  navi- 
gation among  the  islands  of  Oasco  Bay,  and  ten  miles  from  Bath. 
Good  second  growth  in  the  vicinity.  Good  granite  near,  and  a 
good  lime  quarry  within  a  mile  on  the  same  basin  of  water,  and 
plenty  of  wood  in  the  vicinity.  Lime  burning  could  be  made  very 
•profitable,  as  the  limestone  is  situated  near  the  shore.  A  superior 
emery  found  here*  All  owned  by  Samuel  D.  Reed  and  others  of 
Phipsburg. 

Second,  a  small  tide  power  at  Small  Point;  saw  and  shingle  mill; 
also  a  quarry  of  good  mica  slate,  which  can  be  got  out  in  large 
sheets.  Third,  a  small  tide  power  on  a  branch  of  Morse's  river ; 
has  been  a  saw  mill. 

Fourth,  at "  Parker's  Head/'  on  the  Kennebec  river,  a  very  great 
tide  power,  has  carried  ten  up-and-down  saws  with  the  usual  com- 
plement of  small  machinery.  With  the  best  wheels,  the  power 
Would  carry  double  the  amount.  It  "  is  considered  the  best  privi- 
lege on  Kennebec  river/'  being  open  all  winter  to  navigation  ;  is 
three  miles  from  the  mouth  of  the  river  and  Fort  Popham,  rad  ten 
miles  from  Bath.  Logs  come  down  river  to  supply  the  mills. 
Eight  of  the  mills  were  burned  down  in  September,  1866,  leaving 
the  dam  in  good  condition.  The  privilege  is  for  sale.  Good  quarry 
of  granite  and  flagging  stone  about  one  mile  to  the  west  of  Parker's 
Head  village,  the  stone  splits  well,  and  works  up  to  a  fine  edge. 
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Fifth,  a  tide  power  at  the  centre  village,  on  Kennebec  river,  now 
occupied  by  two  up-and-down  saws,  some  small  machinery,  and  a 
grist  mill ;  power  sufficient  to  carry  more  mills..  Used  in  part  for 
sawing  ship  timber  for  vessels  built  near  the  mills.  The  mills  are 
seven  miles  from  Bath  and  six  miles  from  the  mouth  of  Kennebec 
river. 

Sixth,  double  saw  mill  at  Drummore,  vessels  load  at  the  mills. 

Seventh,  "Drummore  Bay"  might  be  dammed  so  as  to  make  a 
very  large  tide  powtfr. 

Eighth,  on  a  fresh-water  stream  wfefch  enters  Parker's  Head  mill 
pond,  has  been  a  saw  mill ;  afterwards  a  shingle  mill,  worked  by 
an  over-shot  wheel. 

Ninth,  a  fresh-water  power,  at  the  basin,  60  feet  feet  from  the 
pond  to  high  watef  mark ;  not  perpendicular  fall.  The  stream 
enters  the  basin,  then  passes  into  New  Meadow  river. 

Tenth,  "  Winnegance  Tide  Mills,"  three  miles  from  Bath  and 
four  miles  from  Phipsburg-centre  village,  a  large  reservoir,  16 
saws,  and  some  machinery  for  small  lumber.  Nine  mills  are  on  the 
Phipsburg  side  of  the  pond,  and  seven  on  the  Bath  side.  Supplied 
with  logs  from  up*  Kennebec  river,  mostly.  It  is  controlled  by  a 
corporation.     Winslow  Morse,  President. 

Pittsfield — Somerset  County. 

From  Selectmen's  Returns. 

[8«e  also  "Bornham  and  Pittefleld  "] 

Three  Powers,  « 

First,  "Douglass  Ledge,"  on  the  west  branch  of  the  Sebasticook 
river ;  fall  14  feet  in  150  rods.     Unimproved. 

Second,  on  the  same  stream,  "  Hathorn's  Mill ;"  fall  14  feet  in 
40  rods;  capacity  4,000,000  shingles,  2,000,000  long  lumber, 
10,000  bedsteads,  grind  100,000  bushels  of  grain.  This  is  about 
one-fifth  of  what  all  would  do  if  improved.     Centre-vent  wheels. 

Third,  "Gall  Rips,"  on  the  same  stream,  17  feet  in  200  rods. 
Unimproved. 

Several  lakes  and  ponds,  amongst  them  Moose  pond,  eight  by 
one  miles.  All  can  be  converted  into  reservoirs.  A  storage  of  six 
feet  depth  on  Moose  pond,  will  yield  for  312  days  per  annum  10 
hours  a  day,  a  gross  power  of  675  horse,  on  the  above  series  of 
falls,  or  26,800  spindles.  This  is  the  storage  alone,  it  will  be 
observed,  to  which  the  natwral  low  run  of  the  stream  requires  to 
be  added,  increasing  the  present  available  power  two  or  three  fold. 
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Granite  boulders,  suitable  for  building.     One-half  basin  of  stream 
covered  with  wgods. 
Market,  Bangor,  Lewiston,  Portland,  by  Maine  Central  Railroad. 

Pittston — Kennebec  County. 

From  Selectmen's  Returns. 
Two  Powers. 

First,  on  Worromontogus  stream,  a  very  substantial  stone  dam 
15  feet  high;  various  saws,  500,000  long  lumber,  1,000,000  shin- 
gles, clapboards  and  laths  in  the  same  proportion. 

Second,  on  a  branch  of  Eastern  river ;  saw  mill,  grist  mill ; 
former  operates  five  months,  latter  about  all  the  year. 

Pittston  Township — Somerset  County. 
From  the  Statement  of  Hon.  Aimer  Coburn. 
One  Power. 

"  Canada  Falls,"  on  the  Penobscot  river  below  the  forks,  over 
20  feet  descent.    Unimproved. 

Pleasant  Ridge  Township — Somerset  County. 
•  Statement  of  E.  W.  Parlin,  Esq. 

[See  also  "Moscow  and  Pleasant  Ridge."] 

Numerous  Powers. 

On  Houdton  stream.  The  stream  is  a  torrent  for  nearly  two  miles. 
The  lower  three-fourths  of  a  mile  is  a  continuous  rapid,  with  a  pitch 
of  eight  feet  at  the  foot.  At  the  head  of  the  three-fourths  mile,  the 
"  Grand  Falls,"  50  feet  perpendicular ;  a  most  beautiful  cascade. 
For  half  a  mile  above  the  Grand  Falls  there  are  rapidB  all  the  way. 
Good  sites  for  dams  at  any  point.  Chance  to  flow  300  acres  of 
intervale  at  the  head  of  the  upper  rapids ;  also  a  considerable  pond 
on  the  south  branch  of  the  Houston  stream.  Total  fall  judged  to 
be  300  feet. 

Mill  site  at  outlet  of  Rowe  pond,  0.70  square  miles. 

Also  at  the  foot  of  Jewett  pond,  25  feet  fall  can  be  had.  Very 
large  supply  of  water  by  dams  on  the  ponds. 

Plymouth — Penobscot  County. 

Statement  of  the  Selectmen. 
Five  Powers. 

On  Martin  stream,  all  improved  save  one. 

First,  ''Martin  Stream  Falls,'7  at  Plymouth  village ;  saw,  shingle 
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and  grist  mill ;  500,000  of  lumber.  Grist  mill  usually  full  of  busi- 
ness, especially  in  dry  seasons. 

Second,  60  rods  below;  a  large  tannery,  8,000  cords  of  bark  and 
5,400  cords  of  wood. 

Third,  120  rods  below;  carding  and  clothing  mill  which  is  never 
idle  in  the  season  of  business.     Recent  improvements  added. 

Fourth,  unimproved,  two  miles  below. 

Fifth,  two  and  a  half  miles  below;  saw  and  shingle  mill. 

The  fall  is  sufficient  for  a  15-foot  head  on  either  of  the  powers 
named.  A  judgment  of  the  capacity  of  the  stream  for  manufactur- 
ing may  be  formed  from  the  fact  that  it  is  sufficient  to  run  the  saw 
mills,  shingle  mills  and  grist  mill  a  greater  portion  of  the  year  in 
the  driest  seasons 

Machinery  modern;  "Rose,"  or  "Thurlow,"  and  "Scroll" 
wheels;  cannot  be  recommended  for  economising  power. 

Martin  stream  is  connected  with  two  ponds  within  two  miles  of 
the  falls,  Plymouth  and  Little  ponds ;  ponds  are  flowed  by  the  dam 
at  falls  together  with  a  large  extent  of  land  comprising  with  pond 
some  1,800  acres.  The  large  volume  of  water  held  in  reserve  is 
used  as  needed  and  renders  this  power  among  the  best  in  the  State. 

Formerly  a  dam  in  Dixmont,  four  miles  southeast  of  this  village, 
upon  which  were  mills ;  mills  burned  and  dam  gone  to  ruin ;  dam 
flowed  a  large  area  of  land  and  added  much  to  the  capacity  of  the 
power  at  Plymouth.  This  might  again  be  built  if  deemed  necessary. 

If  six  feet  head  can  be  commanded  upon  four  square  miles  of 
reservoir,  the  gross  power  of  the  series  of  falls,  at  15  feet  each, 
arising  from  the  storage  alone,  is  486  horse-powers,  or  19,440 
spindles,  for  10  hours  a  day,  312  days  per  year.  The  storage  can 
all  be  used  in  six  months  or  less,  the  natural  run  sufficing  the  rest 
of  the  year,  doubling  or  trebling  the  power. 

The  stream  is  very  uniform  on  account  of  reservoirs.  The 
stream  at  falls  runs  on  a  compact  ledge.  The  land  above  falls 
lies  but  little  elevated  above  high  water  mark  on  dam  for  quite  a 
distance,  and  the  site  for  factories,  worshops,  &c,  is  convenient 
and  easy  of  access.  The  proportion  of  basin  of  stream  covered 
by  forests  about  one-half. 

Market,  all  points  by  Maine  Central  Railroad,  station  three  and 
a  half  miles  north  of  village. 
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Poland — Androscoggin  County. 

From  Selectmen's  Returns,  based  upon  the  Survey  of  S.  F. 

Waterman,  Esq. 

[See  also  "  Minot  and  Poland."] 

Three  Powers. 

First,  "Poland  Corner  Privilege,"  on  Waterhouse  brook;  fall 
18  feet  in  350  feet ;  velocity  of  current,  100  feet  per  minute  ;  area 
of  cross  section,  30  square  feet.  Improved  in  part,  by  a  grist  mill 
and  saw  mill ;  a  good  stone  dam  across  the  head  of  the  falls  ;  mills 
operate  aH  the  year ;  about  75  horse-power,  gross. 

Second,  "  Shaker  Mill ;"  fall  42  feet  in  250  feet  distance.  A 
30-foot  overshot  wheel  runs  a  large  amount  of  machinery  all  the 
year  ;  for  grinding,  sawing,  planing,  machine  shops,  carding,  &c. 

Third,  "  West  Poland  Mill  Company,"  on  Saunder's  brook,  an 
18-foot  overshot  wheel,  saw  mill,  operating  half  the  year.  Power 
could  be  increased,  to  some  extent,  by  flowing  meadows. 

Porter — Oxford  Countt. 
From  Selectmen's  Returns,  and  the  Statement  of  G.  G.  Stacy,  Esq. 

[See  alao  "Hiram  and  Porter,"  and  "  Panonsfield  and  Parter."] 

Seven  Powers. 

First  "  Stanly's  Mills,"  at  the  foot  of  Robert's  pond ;  head  and 
fell  eight  feet. 

Second,  "  Colcord's  Mill,"  at  the  fbot  of  Colcord's  pond ;  eight 
feet  fall. 

Third,  "  Gentleman  Mill,"  on  the  Mill  brook  which  runs  by 
Porter  village ;  fell  seven  feet. 

Fourth,  "  Bobbins'  Mill,"  on  West  Branch  brook ;  fall  five  feet. 

Fifth,  "  Weeks'  Mill,"  on  the  outlet  of  Spectacle  pond,  stave 
and  shingle  mill  ;# formerly  a  large  saw  mill. 

Sixth,  "Davis'  Privilege." 

Seventh,  "  Norton  &  Davis  Privilege." 

Abundant  and  good  granite.  Two-thirds  of  the  basin  wooded. 
Market,  Portland,  by  rail  and  road. 

Portland — Cumberland  Countt. 

Statement  of  the  Proprietors. 
One  Power. 

Tb^e  "  City  Mills,"  a  tidal  grist  and  salt  mill ;  three  runs  of 

stones ;  works  12  hours  a  day ;  can  grind  150  bushels  per  day ;  30 

acres  of  pond. 
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The  above  privilege  is  situated  near  the  head  of  Back  Cove,  an 
arm  of  the  sea,  nearly  800  acres  in  extent,  with  a  narrow  entrance 
which  might  be  dammed  at  no  great  expense,  and  a  tide  power  of 
great  capacity  and  of  great  value  for  flour  mills  and  other  adapted 
purposes  be  established. 

Pownal — Cumberland  County. 

From  Selectmen9 8  Returns. 
Two  Powers. 

First,  "Haskell's  Mills,"  on  the  southeast  branch  of  Royal 
river,  near  Poland  Centre ;  fall,  with  a  dam  10  feet  high,  12  feet. 
Saw  and  grist  mill ;  dam  out  of  repair ;  machinery  old-fashioned 
and  poor ;  power  sufficient  to  run  both  mills  all  the  year,  with 
improved  machinery  and  good  dam.     Rocks,  coarse  granite. 

Second,  "  Merritt's  Mills,"  on  the  northeast  branch  of  Royal 
river,  near  north  Pownal  village ;  a  saw  mill  might  run  the  year 
round  with  good  dam  and  modern  machinery ;  fall,  with  a  dam 
12  feet  high,  14  feet;  ponds  the  water  back  about  two  miles; 
formerly  a  grist  mill  upon  it. 

Prentiss — Penobscot  County. 

From  Selectmen9 8  Returns. 
Two  Powers,  v 

First,  "  Mattagordus  Falls,"  on  Mattagordus  stream ;  fall  40  feet 

in  one-fourth  mile,  the  main  road  crossing  where  the  dam  should  be 

placed.     Power  not  improved ;  very  large  tract  of  low  land  upon 

the  stream  could  be  converted  into  reservoir  at  little  expense. 

ne  suitable  for  foundations  and  dams  close  at  hand. 

Second,  on  Mud  brook,  saw  mill ;  basin  of  stream  seven-eighths 
forest.  Annual  production  $500.  "  Before  the  mill  was  built  a 
board  could  not  be  got  within  ten  miles."  Soil  stony  and  produc- 
tive. 

"  Large  and  valuable  water  powers  in  the  unincorporated  places 
surrounding  us.    They  will  be  of  great  value  in  time.    The  whole 

region  needs  survey;  it  will  stand  the  test." 

i 

Presque  Isle — Aroostook  County. 

From  Selectmen9 8  Returns. 
Two  Powers. 

First,  at  "  Presque  Isle  Village,"  on  Presque  Isle  river  of  the 

26 
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Aroostook.  Fall  tea  feet  in  one-fourth  mile ;  dam,  saw  and  grist 
mill.    Reynolds'  turbine  wheels,  highly  esteemed. 

Second,  on  Alder  brook,  a  dam  and  saw  mill ;  Tattle's  wheel, 
also  esteemed. 

The  above,  chiefly  the  river,  will  saw  3,000,000  feet,  and  grind 
100,000  bushels,  yearly. 

No  lakes  or  ponds  in  the  neighborhood ;  the  dam  on  the  river 
ponds  the  water  back  five  miles.  Land  about  the  falls  very  con- 
venient for  building ;  basin,  one-half  wooded.  Wealth  and  popu- 
lation of  the  place  have  been  doubled  by  the  improvement  of  the 
power. 

Market,  St.  John,  N.  B.,  and  Boston,  by  St.  John  river  and  Si 
Andrews  Railroad. 


Princeton — Washington  Countt. 

From  Selectmen's  Returns. 
Four  Powers. 

First,  "  Foot  of  the  Lakes  Privilege,"  on  the  West  branch  of  the 
St.  Croix  river ;  fall  eight  feet ;  large  tannery,  woollen  factory,  two 
gang  saw  mills,  six  shingle  mills,  grist  mill  and  other  machinery. 

Second,  three  miles  below,  unoccupied ;  fall  about  six  feet. 

For  reservoirs  tributary  to  these  powers,  and  the  storage  held 
thereon,  see  Part  II,  page  119.  The  storage  is  now  used  for  log- 
driving  purposes.  The  supply  of  water  can  be  made  inexhaustible 
.to  the  demands  of  extensive  manufacturing. 

Third,  on  Dry  brook;  power  to  carry  a  saw  mill,  with  the 
•machinery  usually  attached.    Unoccupied. 

Fourth,  on  Lewey 's  brook ;  of  equal  capacity  with  the  foregoing. 
Unoccupied. , 

Prospect — Waldo  Countt. 

From  Selectmen9 8  Returns. 
'Three  Powers. 

On  Grant's  river ;  head  and  fall  about  eight  feet  to  each ;  saw 
mills  on  each  ;  only  one  saw  mill  now  in  use ;  a  grist  mill,  also,  on 
one  dam. 

Mills  operate  about  three-fourths  time ;  would  saw  300,000  of 
lumber  and  do  all  the  grinding  of  grain  for  the  county ;  stream 
-variable. 

Porphyritic  granite ;  no  old-growth  forest. 
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Rano«i,t— Franbun  County. 
Statement  of  Aimer  Toothaker,  Esq.,  of  Phtittps. 
numerous  Powers. 

First,  at  the  outlet  of  Rangely  lake,  a  dam  18  feet  high,  can  be 
increased  ta  17  feet;  short  dam  required,  solid  ledge  bottom  and 
banks ;  the  lake  covers  about  14  square  miles,  and  is  flowed  four 
feet ;  excellent  land  all  about  it;  hard-wood  growth;  site  favorable 
to  the  location  of  mills.  The  privilege  is  unsurpassed.  Owned  by 
E.  S.  Coe,  Esq.,  of  Bangor.    Unimproved. 

Second,  on  the  outlet  stream  of  Quimby  pond,  35  feet  fall  in  10 
rods,  clapboard  and  shingle  machine.  Pond  covers  0.30  square 
mile,  can  be  flowed  four  feet. 

Third,  on  the  outlet  stream  of  Dodge  pond,  10  feet  head  can  be 
had,  pond  covers  0.75  square  miles,  and  can  be  raised  10  feet. 
Good  privilege.    Unimproved. 

Fourth,  at  the  outlet  of  Round  pond ;  a  dam  flows  the  pond 
six  feet,  eight  feet  fall ;  pond  covers  100  acres  and  is  fed  by  five 
or  more  small  ponds ;  all  these  small  ponds  can  be  made  reservoirs. 

Fifth,  on  Kennebago  river,  half  a  mile  from  its  mouth,  ten  feet 
fall  can  be  had ;  good  chance  for  dam ;  dam  will  flow  the  stream 
back  four  miles.    Unimproved. 

Numerous  mill  sites  on  small  streams. 

"  Vast  forests.  Good  soil.  Heavy  rains,  and  no  drouth  at  any 
time." 

Raymond — Cumberland  County. 
From  Selectmen's  Returns. 

[8*e  *bo  "  Omoo  tnd  Raymond."] 
Six  Powers. 

First,  "Plummets  Mills,"  on  Panther  river,  fall  16  feet,  operate 
nearly  all  the  year ;  numerous  saws,  a  planer,  grist  and  plaster 
mill.    About  half  of  the  power  used. 

Second,  "  Pulton's  Mill,"  on  Radoux  river ;  fall  15  feet. 

Third,  "Jordan  &  Adams'  Mills,"  on  Nubble  brook ;  fall  suffi- 
cient for  overshot  wheel ;  several  circular  saws ;  operate  part  of 
the  year. 

Fourth,  "  Nason's  Mill,"  on  Nsson's  brook ;  overshot  wheel, 
several  circular  saws;  operates  part  of  the  year. 

Fifth,  "  Spoiler's  Mill,"  on  Little  Rattlesnake  river ;  overshot 
wheel,  several  circular  saws ;  operates  part  of  the  year. 

Sixth,  "  Getehell's  Mill,"  on  Little  Rattlesnake  river ;  overshot 
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wheel,  circular  and  up-and-down  saws ;  operates  part  of  the  year. 

Streams  connected  with  ponds,  three  of  which  hare  an  area  of 
nearly  six  miles,  all  of  which  can  be  improved  for  reservoirs.  See 
page  143.  A  dam,  at  the  outlet  of  Panther  pond,  would  make  the 
privilege  a  most  excellent  one ;  there  is  now  abundant  water  at 
this  privilege  all  the  year  with  great  waste;  streams  very 
constant ;  freshets  entirely  harmless.  The  water-power,  if  suitably 
improved,  would  benefit  the  town  largely.  One-third  to  one-half 
of  the  basin  of  the  streams  covered  with  forests. 

Market,  Portland,  by  road  and  canal. 


Readfield — Kennebec  County. 

From  Selectmen's  Returns. 
Three  Powers. 

Upon  Factory  stream,  height  of  tho  series  40  feet  in  160  rods ; 
mills  operate  in  general  all  the  year. 

Stream  connected  with  a  pond  covering  one  and  a  quarter 
square  miles ;  its  capacity  can  be  increased. 

Reed  Plantation — Aroostook  County. 
Statement  of  W.  H.  Bryson,  Esq.,  of  HaynesviUe. 

One  Power. 

On  Wytopitlock  stream ;  fall  15  feet,  a  dam  upon  it;  no  oilier 
improvement. 

The  Wytopitlock  stream  draws  its  contributions  from  a  large 
extent  of  country,  and  is  fed  by  a  lake  of  the  same  name,  and  by 
various  ponds.  The  lake  covers  3.25  square  miles;  it  can  be 
raised  several  feet  by  a  dam  and  thus  made  an  unfailing  reservoir. 

Richmond— Sagadahoc  ,  County. 

From  Selectmen's  Returns. 
Two  Powers. 

First,  on  Abagadassett  river,  fall  14  feet ;  no  part  of  the  power 
improved ;  would  carry  two  runs  of  stones  nine  months  of  the 
year. 

Second,  on  Mill  brook ;  fall  10  feet  in  half  a  mile ;  no  part  of 
the  power  Used.  Streams  regular ;  good  stone  for  building ;  lay 
of  the  land  good.  One-half  of  the  Abagadassett  basin  covered 
with  forest ;  one-fifth  of  the  Mill  brook,  do. 
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Riley  Plantation — Oxford  County. 

Statement  of  the  Assessors. 
Three  Powers. 

First,  "Lock's  Falls,"  on  Bull  branch,  fall  25  feet.  Unim- 
proved. 

Second,  on  Bull  branch,  fall  25  feet.     Unimproved. 

Third,  on  west  branch  of  Sunday  river,  fall  20  feet  in  50  rods. 
Unimproved. 

Nine-tenths  of  the  basin  of  the  streams  covered  with  a  fine 
forest  of  pine,  spruce,  hemlock  and  hardwood. 

Market,  Bethel,  10  miles,  good  road,  and  thence  to  Portland 
by  rail. 

Ripley — Somerset  County. 

From  Selectmen's  Returns. 
Four  Powers. 

On  the  outlet  of  Roger's  pond,  in  the  south  part  of  the  town ; 
fall  50  feet  in  160  rods.  If  suitably  improved  would  saw  1,000,000  ' 
feet  of  boards  per  annum  ;  three  fourths  of  the  power  improved  in 
saw  and  shingle  mills;  mills  operate  about  one-third  time; 
machinery  of  poor  construction  for  economizing  power ;  centre- 
vent,  Stearns,  and  flutter  wheels. 

Pond  two  by  five-eighths  miles ;  its  capacity  cannot  be  increased 
by  dams.  No  out-cropping  rock  about  the  falls ;  one-third  of  the 
basin  of  the  stream  is  covered  with  forests  ;  annual  product  of  the 
power  about  $1,400. 

Market,  Newport  and  Bangor  by  road,  and  by  railrpad  from 
Newport. 

Robbins  Plantation — Washington  County. 
Statement  of  Peol  Tomah. 
Several  small  powers  on  the  Tomah  streams,  the  outlets  of  the 
Tomah  ponds.   Ponds  cover  two  square  miles,  and  can  be  dammed. 

Robbinston — Washington  County. 
From  Selectmen's  Returns. 

Wine  Powers,  or  More. 

First,  on  Low's  brook;  formerly  a  saw  mill,  now  out  of  use ;  fall 
10  feet;  864  square  inches ;  stream  supplied  by  Shattuck's  lake, 
60  acres,  and  Cranberry  lake,  30  acres. 

Second,  a  short  distance  above  the  flow  of  the  tide  at  Mill  cove, 
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in  South  Robbinston,  below  the  junction  of  the  Western  and  East- 
ern Lake  streams,  (the  lakes  have  an  area  of  80  acres),  "  Vose's 
Saw  Mill ;"  at  present  operations  suspended ;  capable  of  cutting 
at  least  10,000,000  feet  boards  in  the  usual  sawing  season,  besides 
laths,  pickets,  &c.  Overshot  wheel,  24  feet  diameter;  water  about 
1,628  square  inches ;  head  and  fall,  30  feet.  The  tide  flows  to  the 
foot  of  the  mill,  which  is  about  40  rods  from  the  county  road. 

Third,  at  Mill  cove,  formerly  a  tide-mill ;  an  eligible  si$e  for  one. 

Fourth,  50  rods  above  Vose's  mill,  on  the  Western  Lake  stream; 
shingle,  plug  and  wedge,  tannery,  lath  and  carding  machines ; 
overshot  wheel  nine  and  one-half  feet  diameter  4  head  and  fall  12 
feet;  dam  founded  on  a  ledge  and  about  five  rods  long;  1,152 
square  inches. 

Fifth,  Sixth,  etc.,  on  the  Western  Lake  stream,  equally  eligible 
with  those  described  above. 

Seventh,  Eighth,  etc.,  "  several  good  privileges"  on  the  outlets 
of  Band  Lake  and  Money-makers'  lake,  30  and  35  acres,  respect- 
ively. 

Ninth,  a  good  site,  on  the  outlet  of  Eastern  lake,  35  acres. 

ROCKABEMA  PLANTATION — AROOSTOOK  COUNTY. 

Statement  of  John  Gardner,  Esq.,  if  Patten. 
Vine  Powers. 

First,  on  Darling  brook,  a  saw  mill,  20  feet  fall,  overshot  wheel ; 
pond  above. 

Second,  Third,  Fourth,  on  the  outlet  stream  of  Mud  pond,  two 
and  a  half  miles  to  Rockabema  lake,  and  very  rapid  current  all  the 
way ;  good  bottom  and  banks ;  pond  covers  1.25  square  miles,  and 
is  flowed  eight  feet.  It  is  fed  by  other  ponds  above,  the  largest 
of  which,  1.35  square  miles,  is  flowed  six  feet  by  the  Mud  pond 
dam. 

Fifth,  Sixth,  Seventh,  etc.,  on  the  outlet  stream  of  Rocka- 
bema lake,  situated  between  the  outlet  and  the  Aroostook  road. 

Eighth,  "Jackson's  Sluice,"  about  two  miles  below  the  road,  a 
large  fall  and  readily  susceptible  of  improvement,  excellent  banks 
and  hard  bottom. 

Ninth,  near  the  south  of  the  town,  "  Warren's  Falls,"  a  good 
power. 

Rockabema  lake  covers  2.25  square  miles,  and  ib  flowed  five  feet, 
and  can  be  raised  considerably  more  with  some  expense. 
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Rockland — Knot  County. 

From  the  Mayor9  s  Returns. 
Two  Powers. 

First,  at  the  outlet  of  Chickawakie  pond.  This  pond  supplies 
the  city  with  water,  and  the  power  is  used  only  when  there  is  a  sur- 
plus. A  grist  mill  located  upon  it.  Mill  and  privilege  both  owned 
by  the  water  company.  Volume  of  water  could  not  probably  be 
increased. 

Second,  a  power  on  Boggy  brook ;  two  mills,  a  single  saw  and 
stave ;  runs  about  four  months  of  the  year. 

"Manufactures  of  this  place,  lime  and  vessels;"  over  1,000,000 
casks  of  the  former  annually. 

Rome— Kennebec  County. 

From  the  Statement  of  the  Selectmen. 
One  Power. 

Situated  upon  a  small  stream  that  leads  from  one  pond  to  another; 
saw  and  grist  mill  on  the  same,  which  run  about  three  months  out 
of  twelve. 

Roxbury — Oxford  County. 
From  Selectmen9 8  Returns. 
Humorous  Powers. 

The  principal  two  on  Swift  river,  "  Walker's  Narrows,"  and 
"Weeks'  Falls;"  fall  16  and  18  feet  respectively,  attained  in  15 
rods  in  each  case ;  average  velocity  of  current  one  rod  per  seven 
Beconds ;  area  of  cross  section  taken  in  same  locality  as  the  velocity, 
45  feet ;  so  it  will  be  perceived  that  the  stream  is  narrow  and  shal- 
low, but  very  rapid. 

"  Weeks'  Palls,"  have  never  been  improved,  but  Walker's  Nar- 
rows have  been  improved  to  a  considerable  extent.  Mills  destroyed 
by  fire  in  1860.  They  were  saw,  grist,  clapboard,  shingle  mills  and 
thresher. 

Water  always  sufficient  for  running  a  saw  mill  at  each,  through- 
out the  year. 

.Pew  ponds.  "  On  account  of  the  variableness  of  the  stream  it 
would  be  difficult  to  construct  artificial  reservoirs  of  any  consider- 
able capacity.  Freshets  swell  the  stream  to  perhaps  a  greater 
extent  than  any  other  stream  in  the  State ;"  they  are  not  destruc- 
tive as  the  banks  are  very  high.    Plenty  of  granite. 
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Rukford — Oxford  County. 

From  Selectmen's  Returns. 
Five  Powers. 

"Rumford  Falls,"  on  the  Androscoggin  river,  the  largest 
water-power  in  New  England. 

Height  of  the  falls  162  feet  eight  inches,  in  a  running  distance 
of  one  mile. 

Power,  that  of  the  whole  Androscoggin  river  at  that  point.  The 
river  is  but  90  feet  wide  and  could  be  dammed  at  comparatively 
small  expense.  The  bottom  and  sides  of  the  stream  are  granite 
ledge ;  the  rocks  are  suitable  for  building  purposes. 

The  power  is  owned  by  Chaplin  Virgin  and  others.  Proprietors 
are  disposed  to  sell. 

Improvements,  saw  and  grist  mill,  and  some  other  small  works. 
An  insignificant  fraction  of  the  power  is  employed. 

If  the  volume  of  water  be  assumed  to  be  25  per  cent,  less  than 
at  Lewiston,  or  70,500  cubic  feet  per  minute  at  low  run,  the  power 
of  the  whole  fall  in  a  drouth  is  not  less  than  21,546  gross  horse 
power,  or  8T0,000  spindles.    For  reservoirs  see  pages  85-6. 

Four  small  powers,  concerning  which  no  information  is  given. 

St.  Albans — Somerset  County. 
From  Selectmen's  Returns,  and  a  Plan  of  the  Streams. 
Eight  Powers. 

First,  at  the  outlet  of  Indian  pond,  a  stone  dam  ten  feet  high, 
flowing  the  pond  with  its  flats,  1,500  acres  in  all;  no  machinery 
upon  it. 

Second,  below,  a  stone  dam,  seven  feet  high ;  shovel-handle,  car- 
riage shop,  sash  and  door,  and  shingle  machinery. 

Third,  50  rods  below  the  upper  dam,  grist  and  saw  mills. 

Machinery  on  the  middle  dam  runs  nearly  all  the  year ;  the  saw 
mill  on  the  lower  dam  runs  about  nine  months. 

Fourth,  a  mile  below,  "Lothrop's  Mills;"  fall  15  feet;  saw  and 
grist  mill,  and  tannery ;  eight  months. 

Fifth,  on  the  main  branch  of  Indian  pond  stream,  in  the  north 
part  of  the  town ;  fall  60  feet  in  half  a  mile ;  only  a  shingle  mill 
upon  it ;  fed  by  Rogers'  pond  in  Ripley. 

Sixth,  fall  20  feet  in  30  rods,  on  the  east  branch  of  the  stream ; 
shingle  mill,  fed  by  a  pond. 

Seventh,  on  a  branch  of  Footman  brook,  fall  25  feet  in  50  rods ; 
formerly  occupied  but  not  now. 


Dit.  II.]  THB  WATER  POWERS.  409 

Eighth,  on  another  branch  of  Footman  brook,  fall  25  feet  in  50 
rods ;  formerly  occupied  but  not  now. 

Each  of  the  foregoing  two  powers  is  capable  of  running  a  saw 
mill  half  the  year.  One  has  a  good  dam  and  a  building  for  a  shingle 
mill  upon  it.  Expense  of  dams  at  either  of  the  powers  would  be 
small,  and  there  is  no  liability  to  damag^  from  freshets.  Rogers' 
pond,  before  mentioned,  might  be  made  a  valuable  reservoir.  A 
head  of  six  feet  upon  Indian  pond  and  flowage  ground,  would 
give  upon  40  feet  of  fall  on  the  stream  below,  160  horse-power 
gross  for  the  working  hours  of  the  year,  or  480  horse-power  for 
four  months,  or  19,200  spindles.  The  ordinary  natural  run  of  the 
stream  would  yield  as  much,  or  more,  during  the  residue  of  the 
year. 

Manufactures,  200,000  shingles,  400,000  feet  boards  and  timber, 
8,000  dozen  shovel  handles,  and  *75  to  100  tons  of  leather. 

Market,  all  points  by  rail  from  Newport. 

Saco — York  County. 
From  the  Mayor's  Returns. 
[See  ftlao  "  Biddeford  and  Saoo."] 

Two  Powers. 

First,  on  Little  river,  fall  six  feet;  single  and  circular  saws 
operate  three  months  in  the  year;  cut  60,000  lumber  and  50,000 
fish-barrel  staves. 

Second,  on  Nonesuch  river ;  fall  20  feet  in  one-tenth  of  a  mile, 
single  saw  and  circular  saw ;  run  nine  months  in  the  year ;  cut 
from  300,000  to  400,000  lumber,  and  150,000  shingles  annually. 

St.  George — Knox  County. 
Selectmen's  Statement. 
There  is  no  water  power  in  this  town. 

Salem — Franklin  County.  t 

From  Selectmen's  Returns. 
One  Power,  ' 

On  Curvo  stream;  height  of  dam  14  feet;  ponding  the  water 
back  half  a  mile.  Will  run  an  up-and-down  saw  and  grist  mill  all 
the  time.  Howard,  Centre-vent,  and  Rose  wheels.  Does  all  the 
sawing  and  grinding  for  the  region  seven  miles  about. 

Market,  Fanfiington,  by  road. 
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•    Sandwich- Acadbmy  Grant — Somerset  Cottntt. 
Statement  of  Governor  Gdburn. 
Six  Powers,  or  More. 

First,  three-fourths  mile  below  the  west  line  of  the  town,  on 
Moose  river ;  fall  10  feet,  much  more  can  be  had. 

Second,  Third,  Fourth,  etc.,  "Moose  River  Rapids,"  extending 
two  miles  below  the  above  falls ;  total  fall  of  perhaps  40  feet. 
Several  good  sites.  A  dam  formerly  on  the  fall,  eight  feet  high, 
commanded  four  feet  on  Long  pond,  two  feet  on  Wood  &  Attean 
ponds,  thus  forming  a  reservoir  of  immense  capacity. 

Also  a  good  privilege  on  Stony  brook,  half  a  mile  from  Moose 
river,  12  feet  or  more  fall,  small  ponds  above  for  reservoirs ;  large 
amount  of  flat  land  above  the  fall  that  can  be  flowed  for  storage. 

Also,  on  Misery  stream,  in  the  southeast  corner,  a  fall  of  six  feet, 
dam,  can  be  raised  to  any  desired  height. 

Sandy-River  Plantation — Franklin  County. 
Statement  of  Abner  Toothaker,  Esq.,  of  Phillips. 
Several  Powers. 

The  outlet  stream  of  Long  pond  falls  200  feet  in  its  total  length 
of  one  and  a  half  miles.  The  pond  covers  about  a  square  mile ; 
three  feet  head  of  storage  are  raised  upon  it,  and  five  feet  more 
can  be. 

There  are  upon  the  stream  quite  a  number  of  excellent  privileges, 
good  chance  for  dams,  and  mills.  All  unimproved  except  one  upon 
which  are  saw,  grist,  clapboard,  and  shingle  mills. 

Several  good  but  small  privileges  on  the  outlet  of  the  Sandy-river 
ponds ;  bottom  and  banks  ledge.     Unimproved. 

Sanford — York  County. 

From  the  Returns  of  M.  W.  Emery  and  James  O.  Clark,  Esqs. 
Sixteen  Powers.  . 

Located  upon  the  Mousam  river. 

First,  the  upper,  "Merrifield  Fall/9  near  Jillison's  bridge,  fall 
30  feet ;  entirely  unimproved. 

Second,  "Hemmingway  &  Lord's  Fall,"  10  feet;  a  wooden 
dam ;  saw,  grist  and  threshing  machinery. 

Third,  "  Kimball's  Privilege,"  below,  and  a  mile  above  Spring- 
vale  ;  fall  10  feet ;  was  used  for  a  grist  mill ;  now  out  of  use. 

Fourth,  "Factory  Privilege,"  fall  15  feet;  located  at  Spring- 


Ihr.  n.]  THB  WATER  POWERS.  4H 

▼ale ;  stone  dam ;  cotton  mill  about  100  feet  long,  three  and  one- 
half  stories  high ;  manufactures  print  cloth. 

Fifth,  a  saw  mill  privilege,  just  below,  fall  10  feet ;  wooden 
dam. 

Sixth,  "  Print  Works  Fall,"  fall  12  feet;  stone  dam ;  grist  mill 
and  cabinet  manufactory  in  operation. 

Seventh,  "  Low's  Privilege/'  fall  10  feet ;  entirely  unimproved ; 
half  a  mile  below  Springvale. 

Eighth,  "  Gowen  Privilege,"  three-fourths  mile  above  Sanford 
corner ;  was  used  for  a  saw  and  grist  mill ;  now  run  out ;  fall  nine 
feet. 

Ninth,  "  Goodall's  Privilege,"  stone  dam ;  fall  15  feet ;  saw  mill 
on  one  side,  on  the  other  side,  a  mill  three  stories  high,  100  feet 
long,  with  a  large  L,  and  will  be  used  to  manufacture  carriage 
lap-robes. 

Tenth,  just  below,  same  proprietor,  stone  dam ;  fall  14  feet  ; 
grist  and  flour  mill ;  these  falls  taken  together  would  give  a  fall  of 
about  36  feet ;  located  at  Sanford  corner. 

Eleventh,  "Chadboum  Privilege,"  one-fourth  of  a  mile  below, 
formerly  a  saw  mill ;    now  run  down ;  fall  nine  feet. 

Twelfth,  "  Willard  Privilege,"  at  South  Sanford;  fall  eight  feet, 
stone  dam,  saw  mill  and  box  mill. 

Thirteenth,  "Linscott's  Privilege,"  two  miles  below,  fall  10 
feet,  wooden  dam,  saw  mill. 

Fourteenth,  "Estes  Privilege,"  one  mile  below,  fall  nine  feet, 
wooden  dam,  grist  mill. 

Fifteenth,  "  Whitches  Privilege,"  one  mile  below,  fall  14  feet, 
stone  dam,  saw  mill. 

Sixteenth,  "Hills'  Mill,"  immediately  below,  fall  12  feet,  grist 
mill,  wooden  dam. 

The  aggregate  fall,  within  the  limits  of  the  town,  is  about  200 
feet.  With  14  feet  fall,  the  river  would  drive  10,000  spindles,  of 
woollen  machinery,  all  the  year.  All  the  mills  on  the  river  work 
the  whole  year,  if  they  have  work  to  do ;  the  water  has  never 
failed  when  the  dams  have  been  in  good  condition.  .  See  page  147, 
Part  II. 

The  lay  of  the  land  about  nearly  all  the  falls,  is  well  adapted  to 
the  erection  of  mills.     Above  half  of  the  basin  is  forest. 

The  water-power  "  has  been  the  making  of  Springvale,  and  is 
now  building  up  Sanford  Corner." 
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Principal  market,  Boston ;  the  railroad  now  runs  within  eight 
miles  of  the  centre  of  the  town  ;  Portland  and  Rochester  railroad 
now  constructing  through  the  town. 


Sanoervillb — Piscataquis  County. 

From  Selectmen's  Be  turns. 
Wine  Powers. 

Five  on  the  Northwest-pond  stream,  and  in  close  proximity  to 
Sangerville  village,  as  follows :  "Weymouth  Dam,"  six  feet,  flows 
back  one-fourth  of  a  mile ;  "  Factory,"  14  feet,  flows  one-eighth  of 
a  mile;  "Carleton,"  1?  feet,  flows  20  rods;  "Fulling  Mill,"  12 
feet,  flows  20  rods;  "Thissell,"  12  feet,  flows  15  rods.  All  the 
above  have  been  improved,  and  each  dam  flows  as  near  as  practi- 
cable to  the  next  above. 

On  the  Carleton  dam,  grist  and  saw  mill  and  tannery ;  grind  ten 
bushels  per  hour  at  lowest  water,  and  for  the  most  part  30  bushels 
per  hour,  and  leave  sufficient  water  to  run  saw  mill  and  tannery. 

No.  2  a  woollen  factory,  and  No.  3  a  saw  and  grist  mill  and 
tannery,  12  and  eight  months  respectively. 

Ponds  about  500  acres  in  extent,  which  could  be  doubled,  and 
new  reservoirs  made  on  the  stream  that  supplies  the  pond  in  Park- 
man,  helping  the  privileges  in  that  town  equally  with  those  in 
Sangerville. 

If  eight  feet  head  can  be  commanded  upon  three  squarp  miles  of 
reservoirs,  the  storage  would  yield  on  the  total  fall  of  61  feet,  a 
gross  power  of  about  360  horse  for  10  hours  a  day,  312  days  a 
year,  14,400  spindles.  To  this  should  be  added  the  natural  low 
run  of  the  stream.  The  storage  can  all  be  used  in  four  months, 
vastly  increasing  the  power,  the  natural  flow  sustaining  the  power 
without  assistance  for  the  rest  of  the  year. 

Freshets  never  destructive,  the  ponds  and  swamps  taking  up  the 
water  and  passing  it  off  gradually. 

Rock,  lime  slate.  Mills  may  at  the  same  time  connect  with  the 
dam  as  a  part  of  their  foundation,  and  be  adjacent  to  a  good  road 
running  parallel  to  the  stream.  Nearly  one-half  of  the  basin  of 
stream  is  covered  with  forest  and  timber. 

Sixth  and  Seventh,  on  Black  stream,  total  fall  30  feet,  mills  on 
each,  operate  all  the  year ;  stream  fed  by  Dover  pond. 

Eighth,  on  Centre-pond  stream ;  fall  14  feet ;  saw  and  shingle 
miU. 
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Ninth,  on  the  same  stream ;  fall  12  feet;  saw  and  shingle  mill, 
all  the  year. 

Market,  Bangor  by  road,  33  miles,  soon  by  rail  from  Foxcroft. 

Scarborough — Cumberland  County. 

From  the  Statement  of  the  Selectmen,  and  of  W.  S.  Mittiken,  Esq. 
Three  Powers. 

First,  a  saw  mill  privilege  with  a  small  volume  of  water.  Will 
operate  only  in  wet  times.     Situate^  near  the  post  road. 

Second,  on  Alger's  brook,  "Alger's  Falls,"  on  the  Dr.  Milliken 
farm ;  fall  15  feet ;  ledge  bottom,  good  site  for  dam ;  not  occupied, 
formerly  a  saw  mill ;  chance  for  artificial  reservoir  above.  Good 
opportunity  for  a  butter  or  cheese  factory. 

Third,  "Carter's  Falls,"  one-fourth  mile  above,  no  improvement; 
formerly  grist  mill. 

Searsmont — Waldo  County. 

From  Selectmen's  Returns. 
Fifteen  Powers. 

Eight  on  the  west  branch  of  the  St.  George  river  and  seven  on 
the  east  branch  and  tributaries. 

First,  "  Woodman's  Mills,"  on  the  west  branch,  saw  and  stave 
mill ;  operates  only  a  part  of  the  year  on  account  of  the  fiowage 
of  meadow  land.  " 

Second  and  Third,  two  miles  below,  the  two  "  Boynton  Privi- 
leges," both  unoccupied.  A  head  of  16  feet  can  be  raised  at  these 
points  and  flow  a  large  pond. 

Fourth,  one  mile  below,  the  "  Muzzy  Mills ;"  saw  and  stave  mill 
and  tannery. 

Fifth,  below,  the  "  Muzzy  Privilege,"  unoccupied. 

Sixth,  eight  rods  below,  "Hezeltine  Mills,"  at  Searsmont  village, 
saw,  grist,  carding  and  clothing,  stave  and  shingle  mills ;  operate 
all  the  time  except  in  drouths ;  a  head  of  18  feet  can  be  had. 

Seventh,  two  miles  below,  and  below  the  junction  of  the  east 
branch,  "  Dyer  Mills ;  saw  and  stave,  operate  part  of  the  year  at 
present. 

Eighth,  half  a  mile  below,  "Canal  Dam,"  unoccupied;  head  of 
25  feet  can  be  raised.  This  power  and  the  one  above  can  be  made 
capable  of  large  use  throughout  the  year,  by  means  of  a  dam  at 
the  outlet  of  Quantabacook  pond,  situated  on  the  east  branch. 
Pond  covers  1.25  square  miles. 
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Ninth,  north  part  of  town  on  the  east  branch,  "Thompson's  Saw 
Mill." 

Tenth,  one  mile  below,  "  Wallace  Dam,"  unoccupied;  flows  a 
large  meadow. 

Eleventh,  100  rods  below,  "  Jewett  Mill ;"  saw  and  stave. 

Twelfth,  in  the  west  part  of  the  town,  "Arnold's  Privilege." 

Thirteenth,  100  rods  below,  the  "  Morse  Stave  Mill." 

Fourteenth,  half  mile  below,  "  Woodcock  Mill ;"  saw  and  stave, 
cabinet  shop. 

The  Fifteenth  not  specified. 

The  lay  of  the  land  on  the  main  river  very  convenient  for  the 
location  of  mills.  Abundant  rocks  suitable  for  dams  and  other 
constructions. 

Market,  Belfast,  ten  miles. 


Searsport — Waldo  Countt. 

From  Selectmen9 8  Returns. 
Eight  Powers. 

On  Big  Meadow  stream  and  Half  Way  stream,  all  small. 

Power  nearly  all  improved ;  one  grist,  two  flouring,  two  stave, 
three  shingle,  and  various  saw  mills. 

Privileges  owned  by  the  "Mill  Company,"  and  private  parties 
in  town.  Underlying  rock,  granite,  and  good  for  building  pur- 
poses.    Market,  at  home. 

Sebago — Cumberland  Countt. 

Statement  of  S.  B.  Porter,  Esq. 
Six  Powers. 

First,  at  the  outlet  of  Peabody  pond,  formerly  saw  mills.  Not 
used  now. 

Second,  one  and  a  half  miles  below,  "Folly  Privilege,"  mills 
formerly.    Not  in  use  now. 

Third,  two  and  half  miles  below,  the  site  of  the  "liberty  Mills." 

Fourth,  one  mile  below,  the  site  of  the  old  "  White  Mill." 

Fifth,  half  a  mile  below,  "Fitch's  Mills,"  saw  and  flour. 

Either  of  these  five  falls  has  power  enough  to  run  a  saw  mill  eight 
months  in  the  year ;  six  months  in  the  year  there  is  power  enough 
to  run  eight  saw  mills. 

Peabody  pond,  the  reservoir  of  the  foregoing  powers,  has  an  area 
of  1.50  square  miles. 
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Sixth,  a  small  power  on  the  outlet  of  Brown's  pond,  grist  and 
shingle  mill.  Power  enough  more  than  half  the  year  to  run  a  good 
grist  mill. 

Sib«o — Piscataquis  County. 
From  the  Returns  of  Augustus  Williams,  Esq.,  and  others. 
Two  Powers. 

First,  at  the  foot  of  the  lake,  "  Sebec  Village  Power,"  18  feet 
fall  in  25  rods ;  woollen  mill,  4  sets  machinery,  saw,  clapboard, 
shingle  and  lath  mills,  carriage  shop,  etc.  Mills  operate  all  the 
yetfr.    Not  half  of  the  power  used. 

Second,  two  miles  below,  "  Half  Mile  Kips,"  fall  25  feet  in  half 
a  mile.     Unimproved. 

The  above  powers  are  fed  by  Sebec  lake,  the  area  of  which 
according  to  the  maps  is  not  less  than  14  square  miles,  but  which 
is  judged  fully  18  square  miles,  and  by  20  or  more  ponds,  the  com* 
bined  area  of  which  is  certainly  equal  to  that  of  the  lake. 

A  head  of  six  feet  on  the  lake,  at  14  square  miles  area,  would 
furnish,  ten  hours  per  day  for  the  year,  432  horse-power  gross  on 
the  upper  fall,  and  600  on  the  lower,  or  41,280  spindles  on  both. . 
The  storage  could  however  be  used  in  six  months  or  less,  the  natu 
ral  run  sufficing  for  the  rest  of  the  year,  thus  doubling  or  trebling 
the  power.  The  power  can  be  still  further  augmented  by  the  use 
of  the  other  lakes  and  ponds  for  reservoirs.  The  capacity  of  these 
lakes  and  ponds  can  be  increased  greatly. 

The  water  of  the  lake  is  so  warm  that  the  wheels  need  no  pro- 
tection from  the  cold ;  the  water  in  the  pond,  for  a  half  mile  above 
the  dam,  seldom  freezes  over,  and  never  remains  frozen  but  a  few 
days  at  a  time.     No  damage  from  freshets. 

Underlying  rock,  a  hard  "blue  rock,"  suitable  for  rough  con- 
structions ;  the  lay  of  the  land,  at  both  privileges,  is  as  good  as 
could  be  desired ;  nearly  all  the  basin  of  the  stream  is  covered 
with  woods.  "  Where  our  village  stands,  a  forest  would  probably 
have  stood,  but  for  our  water-power." 

Market,  Bangor,  by  road,  and  in  fall  1869,  by  rail  from  Dover. 

Sbdgwick — Hancock  County. 
From  Selectmen's  Eeturns. 
Five  Powers. 
First,  at  the  outlet  of  Frost  pond ;  saw,  stave  and  shingle  mills. 
Second,  on  Thurston's  brook ;  a  saw  mill. 
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Third,  on  Black  brook,  the  outlet  of  Black  pond ;  a  saw  mill. 

Fourth,  on  Camp  stream,  a  saw,  shingle  and  stave  mill. 

Fifth,  grist  mill  on  Sargent's  stream. 

Sixth,  a  saw  and  stave  mill,  also  a  grist  mill,  driven  by  tide 
power,  on  Benjamin's  river,  a  valuable  power. 

Only  the  tide  mills  operate  all  the  year,  water  being  too  low  a 
part  of  the  year  at  the  others.  Some  of  the  powers  could  he 
much  improved  by  raising  the  dams  at  the  outlets  of  the  ponds. 


Shapleioh — York  County. 

From  Selectmen's  Returns. 

[See  also  "  Kewfteld  tad  Shapleigh.*] 

Four  Powers. 

First,  "Emery's  Mills,"  on  Mousam  river;  fall  14  feet;  saw, 
shingle  and  planing  mills ;  mills  operate  or  can  operate  all  the 
year.  A  good  site  for  a  factory  as  there  is  abundant  water,  con- 
stant at  ail  seasons,  perfectly  manageable  and  safe  from  freshets. 

Fourth,  near  Emery's  mills,  not  occupied ;  abundance  of  good 
stone ;  lumber  sufficient  for  building  purposes. 

Market,  Wells,  the  nearest  railroad  station  now,  distance  16 
miles.  The  Portland  &  Rochester  Railroad  now  building  within 
three  miles. 

Sherman — Aroostook  County. 
»  [Golden-Ridge  Plantation  on  the  State  Map.] 

From  Selectmen' 8  Returns. 
Three  Powers. 

First,  "Upper  Falls,"  Molunkus  stream,  fall  10  to  14  feet; 
unimproved. 

Second,  "Centre  Falls/7  Molunkus  stream,  10  to  14  feet  fall; 
single  saw  and  grist  mill. 

Third,  "Lower  Falls/'  "improved,"  but  not  stated  how;  fell 
10  to  14  feet. 

These  powers  work  about  eight  months  in  the  year.  A  dam  at 
the  Upper  falls  might  flow  a  large  bog  eight  feet,  and  secure  water 
enough  for  the  whole  year.  Range  from  lowest  to  highest  water, 
four  feet.  Rock,  slate ;  nine-tenths  of  the  basin  of  the  stream 
covered  with  forests.  The  improvement  of  the  power  has  added 
75  per  cent,  to  wealth  and  population  of  the  place. 

Market,  Bangor,  by  boat  and  road. 
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Shirley — Piscataquis  County. 
From  Selectmen's  Returns  and  a  Plan  of  the  Streams. 
Six  Powers. 

First,  "  Hulling-Machine  Palls,"  on  the  west  branch  of  the 
Piscataquis,  a  mile  and  a  half  above  the  south  line  of  the  town ; 
fall  28  feet  in  20  rods.     Unimproved. 

Second,  "Hale  Falls,"  above,  about  midway  the  town,  fall  25 
feet  in  four  rods.     Unimproved. 

Third,  above,  one  and  a  half  miles,  "  Bog  Falls."    Unimproved. 

Fourth,  "Buck-Basin  Falls,"  on  the  east  or  north  branch  of  the 
Piscataquis,  about  a  mile  above  the  south  line  of  the  town  ;  fall 
25  feet  in  one  rod.     Unimproved. 

Fifth,  " Falls,"  above,  about  midway  the  town.  Unim- 
proved. 

Sixth,  "  Shirley  Mills  Falls,"  above,  at  the  village ;  fall  40  feet 
in  30  rods.  ' 

Thousands  of  acres  of  bog  can  be  flowed  by  means  of  dams, 
securing  a  vast  supply  of  water.  The  fall  being  so  great  an 
immense  amount  of  power  can  be  realized.  Considerable  ponds 
also,  above,  that  can  be  used  for  storage. 

Rocks,  slate,  and  good  for  building.  Land  level  about  all  the 
falls  and  convenient  for  location  of  mills. 

Market,  Bangor,  60  miles  by  road.  Town  free  from  debt;  school 
fund  of  $3,000. 

Sidney — Kennebec  County. 
From  Selectmen's  Returns. 
Thirteen  Powers,  and  More. 

First  and  Second,  on  Dyer  brook ;  good  mill  sites ;  one  ten  feet 
fall,  the  other  17 ;  saw  and  shingle  mill  on  the  latter;  300,000 
shingles  and  100,000  of  boards ;  Blake  wheel,  24  horse-power. 
The  other  site  has  never  been  occupied.  Brook  fed  by  Ward's 
pond,  three-fourths  by  three-eighths  miles ;  at  the  outlet  a  dam 
that  commands  all  the  water  to  the  depth  of  11  feet. 

Thir^  and  Fourth,  on  branches  of  Lovejoy  stream ;  saw  mill' 
sites,  fall  10  or  12  feet ;  unoccupied. 

Fifth  to  Tenth,  inclusive,  on  Lovejoy  stream,  fall  10  to  20  feet- 
each  ;  only  one  or  two  have  been  occupied.    One  within  75  rods  of 
the  Kennebec  river,  has  a  fall  of  20  feet  or  more,  and  would  cut 
from  200,000  to  500,600  boards  annually. 
27 
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Eleventh,  on  the  Thayer  brook ;  formerly  saw  mill ;  has  any 
amount  of  fall  desirable,  could  cut  from  150,000  to  200,000  feet  of 
lumber  annually. 

Twelfth,  Thirteenth,  etc.,  on  the  Delano  brook;  mill  site  with 
falls  sufficient  for  any  purpose,  formerly  a  saw  mill  on  one. 

Streams  are  affected  by  drouths  in  summer,  except  the  Dyer. 


Skowhegan — Somerset  County. 
The  Statement  of  William  Philbrick,  Esq. 

Four  Powers. 

First,  "  Skowhegan  Falls,"  on  the  Kennebec  river. 

Height  and  Formation. — The  total  fall  is  28  feet  in  half  a  mile,  a 
considerable  proportion  of  which  is  perpendicular,  with  swift  water 
below.     The  fall  can  be  increased  by  dams  as  may  be  required. 

An  island,  the  head  of  which  is  at  the  crest  of  the  fall,  divides 
the  river  into  two  channels,  and  serves  at  once  as  a  natural  pier  to 
the  sections  of  the  dam  and  as  sites  for  mills.  The  bottom  of  the 
riv£r  is  solid  ledge,  as  are  also  the  banks,  both  of  the  island  and 
the  bordering  main  land.  Various  masses  of  rock  upon  the  brink 
of  the  fall  project  in  such  a  manner  as  to  support  the  dam  and  make 
it  of  impregnable  strength. 

Lay  of  (he  Land. — The  general  disposition  of  the  land  about 
the  falls  is  only  moderately  favorable  for  the  location  of  mills ; 
some  of  the  sites,  however,  are  in  their  natural  state,  good ;  and 
room  for  all  structures  that  may  be  needed  for  the  use  of  all  the 
power,  can  be  secured  by  Canals  or  by  shafting.  The  rock  is  suit- 
able for  dams,  foundations  and  other  coarse  work. 

Volume  of  Water,  and  Power. — If  the  minimum  volume  of  water 
available  at  this  point  in  a  drouth,  be  assumed  to  be  35  per  cent, 
less  than  at  Augusta,  or  110,500  cubic  feet  per  minute  for  11  hours 
a  day,  the  gross  power  of  the  fall  for  the  hours  specified,  in  a  severe 
drouth,  is  5,852  horse-powers,  or  234,000  spindles. 

The  enormous  increase  of  power  that  can  be  had  upon  use  of 
available  reservoirs  may  be  seen  upon  reference  to  Part  II,  pages 
94-9.  The  storage  of  the  reservoirs  is  now  used  almost  exclusively 
for  log-driving  purposes.  Not  over  half  of  the  power  at  present 
available  is  employed. 

Incidentals. — Bricks  of  the  best  quality  are  made  close  at  hand. 
Lumber  is  furnished  by  the  river  in  unlimited  quantities.  The 
population  is  almost  exclusively  agricultural,  and  would  furnish 
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operatives  of  the  best  class  in  any  desired  number.  The  town  is 
the  natural  centre  of  trade  for  all  upper  Somerset,  and  for  a  part  of 
Franklin  and  Piscataquis  counties,  and  now  commands  a  large  and 
rapidly  increasing  wholesale  and  retail  trade.  It  is  the  terminus 
of  the  Portland  &  Kennebec  Railroad,  extensions  of  which  into  the 
interior  will  further  increase  the  business  of  the  place. 

Improvements. — The  "North  Channel  Dam"  runs  from  the  upper 
end  of  the  island  to  the  north  bank,  (the  river  at  this  point  runs 
east  and  west)  being  planted  on  the  solid  ledge  crest  of  a  natural 
fall.  Its  coBt  is  quite  insignificant,  the  fall  being  nearly  all  natural. 
At  its  north  end  is  a  large  brick  flour  mill ;  $82,000 ;  Messrs.  Tuttle, 
Kidder  &  Co.,  with  power  and  sites  for  a  large  amount  of  machinery, 
both  by  locating  mills  and  shops  over  the  power,  and  by  shafting 
taken  to  lots  adjoining,  high  and  dry  from  any  risks  from  freshets. 

At  the  south  end  of  the  dam,  on  the  island,  which  is  also  in  the 
centre  of  the  village,  there  are  now,  circular,  clapboard,  shingle 
and  lath  machines ;  Weston  and  Baker ;  run  all  the  year  on  hem- 
lock, and  all  kinds  of  hardwood,  which  is  hauled  in  from  the  sur- 
rounding country,  and  pine  timber  from  the  lake  (Moosehead)  and 
streams  above;  $35,000.  A  carding  and  cloth-dressing  mill; 
Messrs.  Stinchfield ;  who  design  manufacturing  cloths,  in  addition 
to  their  other  business.  An  old  flour  mill,  owning  a  large  amount 
of  power,  now  partly  used  for  a  bedstead  factory ;  Weston  and 
Varney;  $5,000. 

The  mills  on  the  island  are  all  on  a  natural  canal,  extending 
through  the  upper  end  of  the  island,  walled  in  by  native  rock,  and 
emptying  below  the  falls.  These  privileges  are  very  desirable  in 
every  particular,  are  safe  from  freshets,  and  contain  a  large  amount 
of  unemployed  power,  which  can  be  used,  like  that  on  the  north 
side,  by  shafting  running  inland. 

The  north  channel  dam  turns  the  water  down  the  south  side  of 
the  island,  at  the  foot  of  which  the  "  South  Channel  Dam"  crosses 
on  solid  ledge  to  the  south  shore,  with  a  gateway  conveying  the 
water  down  the  south  shore  by  a  side  dam  and  wall. 

On  the  north  end  of  the  dam,  on  the  island,  a  bedstead  factory ; 
$7,000;  F.  Turner.  On  the  south  end  and  on  the  wing  dam  and 
wall  are  the  following  mills  and  shops :  First,  building  100  by  40 
feet,  three  stories  high,  Abba  Abbot,  planing  mill ;  $4,000;  and  for 
grinding  slate  rock  for  paint  for  oil  cloth  manufacture.  This  prop- 
erty is  now  in  the  market  for  sale.  Also  another  planing  mill,  door, 
sash  and  blind  factory ;  H.  K  White ;  $20,000 ;   a  custom  flour 
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mill;  a  paper  mill;  R.  E.  Lyon  &  Co.;  $100,000;  a  skate  and 
chisel  factory,  running  ten  trip  hammers,  lathes,  drilling  machines, 
grindstones,  Ac;  G.  A.  Williams  &  Co.;  $50,000;  an  axe  factory, 
running  eight  trip  hammers,  grindstones,  &c;  Steward  Williams 
&  Co.;  $75,000;  also  another  axe  factory,  Barnet  Wharff,  running 
two  trip  hammers,  grindstones,  &c;  $15,000;  large  foundry, 
(building  of  stone)  and  a  first-class  machine-shop  owned  by  S.  L. 
Gould  &  Co.,  fitted  up  with  lathes,  planers,  drills,  &c,  for  the 
manufacture  and  repair  of  all  kinds  of  machinery,  and  the 
manufacture  of  the  Gould  water-wheel,  which  is  used  in  most  all 
the  mills  and  shops  in  the  town. 

At  the  "Basin,"  a  short  distance  below  the  mills,  an  unsurpassed 
site  for  improvement  now  lies  vacant.  At  this  point  canals  can  be 
constructed  with  ease,  and  mills  located  advantageously,  the  banks 
of  the  river  being  in  all  respects  well  formed  for  improvement. 

Second,  Third  and  Fourth,  on  the  Wesserunsett  stream ;  occu- 
pied, one  by  a  tannery,  and  one  by  two  saw  mills,  which  operate 
fall  and  spring  ;  these  will  run  small  machinery  all  the  year. 

Swthfield — Somerset  County. 

From  Selectmen7 8  Return*. 
One  Power. 

On  "Greeley's  Mill  Stream ;"  eight  feet  head;  dam  flows  East 
pond,  which  covers  2.50  square  miles. 

Saw,  lath,  shingle,  and  carding  machinery ;  mills  operate,  or 
can  operate,  three-fourths  of  the  year.  The  mills  are  thought 
capable  of  sawing  150,000  short  lumber  and  500,000  long  per 
annum.     Two  Gould  wheels  used,  excellent,  the  others  worthless. 

Range  of  water  about  five  feet.  Power  has  recently  passed 
into  new  hands,  "  and  it  is  hoped  will  now  be  of  some  benefit  to 
the  town." 

Market,  at  home  and  adjoining  towns. 

Smyrna — Aroostook  County. 

Statement  of  T.  B.  Stewart,  Esq. 
One  Power. 

On  the  east  branch  of  the  Mattawamkeag  river,  a  good  privilege, 
formerly  a  mill ;  the  dam  made  about  nine  feet  head ;  dam  now 
gone,  mill  out  of  repair.  It  is  the  only  privilege  in  town,  and  is 
regarded  as  a  very  valuable  one. 


Drr.  n.]  THH  WATER  P0WBBS.  421 

Solon — Somerset  County. 

From  a  Statement,  and  a  Plan  of  the  Streams  furnished  by  Joseph 

P.  Buswett,  Millwright,  Endorsed  by  the  Selectmen. 

[See  also  "  Embden  and  Solon."] 

Nine  Powers. 

Five  on  Fall  brook,  a  rapid  stream  with  steep  banks,  four  rods 
in  width  when  full,  with  solid  ledge  bottom  and  banks,  which 
empties  into  the  Kennebec  river  at  Solon  village,  falling  100  feet 
in  one-fourth  of  a  mile.  At  the  head  of  the  falls  a  reservoir  dam 
about  eight  feet  high  flows  the  stream  back  about  a  mile  through 
the  plain  which  borders  the  Kennebec  river,  upon  which  Solon 
village  is  located. 

The  falls  average  about  20  feet  each  and  are  nearly  equi-distant 
from  one  another.  Each  will  give  a  power  of  20  horses  for  10 
hours  a  day  in  the  time  of  drouth,  with  very  few  exceptions,  by 
the  use  of  a  high-breast  pitch-back  wheel,  provided  the  dams  are 
kept  tight  and  the  water  is  used  with  discretion. 

In  proof  of  the  power  and  durability  of  the  stream  the  results  of 
actual  trial  in  a  single  case  are  given :  A  grist  mill,  with  four 
runs  of  stones  and  all  the  apparatus  for  flouring,  was  driven  by  a 
high-breast  wheel  eighteen  feet  in  diameter,  with  four  feet  and  two 
inch  elbow  buckets,  measured  inside  the  rims,  and  a  twelve-inch 
shroud,  and  ground  for  each  of  seven  successive  years  20,000 
bushels  per  year.  "  We  never  lacked  for  water  during  the  whole 
period  of  seven  years,  and  in  our  opinion  the  same  may  be  done 
again  if  the  dams  are  kept  tight  and  the  same  care  and  attention  - 
are  again  given." 

There  are  several  other  privileges  in  the  town  of  Solon,  on  small 
streams  where  sufficient  power  to  drive  an  up-and-down  saw  some 
three  or  four  months  in  a  year  may  be  had  at  small  expense,  as 
follows : 

Sixth,  on  Baker  pond  brook,  in  the  northeast  corner  of  the  town. 

Seventh,  at  the  southeast  corner. 

Eighth,  now  occupied,  on  Michael  stream,  three  miles  or  more 
east  from  the  village,  where  a  saw  mill  and  lath  machine  are  now 
run  at  good  advantage. 

Ninth,  a  mile  below  this,  in  a  dense  forest,  a  beautiful  water- 
fall, where  at  a  very  small  expense  some  25  feet  perpendicular  fall 
may  be  obtained,  and  a  few  rods  above  some  40  or  50  acres  of 
meadow  land  may  be  flowed,  forming  a  reservoir  sufficient  to 
sustain  a  mill  of  eight  or  ten  horse-powers  some  six  months  or 
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more  per  year,  and  some  seasons  giving  a  constant  supply  the 
year  round.    It  is  about  three  miles  distant  from  Solon  Tillage,  in 
a  southeast  direction,  near  the  centre  of  the  town,  on  Michael* 
stream,  and  is  surrounded  with  lumber  sufficient  to  wear  out  one 
mill  or  more. 

The  power  on  Fall  brook  is,'  as  a  whole,  only  partially  occupied ; 
if  suitably  improved  it  would  do  a  great  amount  of  business  and 
give  employment  to  a  large  number  of  hands. 

Solon,  with  400  inhabitants,  two  meeting-houses,  schools,  15 
stores,  etc.,  is  a  centre  of  trade  for  several  towns  ;  has  a  first-class 
grist  mill,  various  saw  mills,  a  cloth-dressing  mill,  tannery,  etc., 
and  is  one  of  the  most  beautiful  villages  in  the  Kennebec  valley. 

It  is  the  terminus  of  the  Somerset  railroad  nQW  constructing. 

SoMERVTLLHS — LINCOLN   COUNTT. 

From  Selectmen'*  Returns. 
Wine  Powers. 

Two  on  Travel  stream,  stave  and  shingle  mills. 

Three  on  Lovejoy  stream,  upon  each  of  which  there  have  been  saw 
mills;  only  one  of  these  is  now  in  operation,  there  not  being  sufficient 
lumber  to  employ  all  three.     Would  saw  100,000  of  lumber  yearly. 

Three  on  small  streams,  shingle  machines. 

One  on  Sheepscot  river,  fall  12  feet  in  50  rods ;  properly  managed 
with  a  tight  dam  it  would  saw  200,000  of  boards  per  annum  and 
keep  the  grist  mill  upon  it  in  operation  throughout  the  year.  Grist 
mill  has  three  runs  of  stones. 

The  stream  is  connected  with  the  Patricktown  pond  a  mile  long 
and  half  a  mile  wide,  in  the  town,  and  with  the  various  ponds  above 
in  other  towns.  The  outlet  of  Patricktown  pond  can  be  lowered 
eight  or  ten  feet  by  blasting,  and  for  $1,000.  This  would  injure  no 
mill  privilege.  The  pond  cannot  be  raised  more  than  2  feet  above 
its  present  height  without  considerable  damage.  The  mill  pond  is 
two  miles  long  and  half  a  mile  wide.  Freshets  harmless  by  reason 
of  the  size  of  the  pond. 

Rocks  suitable  for  mill  purposes  close  at  hand. 

Market,  the  Kennebec  towns  and  Portland,  by  road  and  rail. 

South  Berwick — York  County. 
From  the  Returns  of  Edward  8.  Goodwin,  Esq. 
Three  Powers. 

.  First,  "Quamphegan  Falls,"  on  the  Salmon  Falls  river,  which 
here  meets  the  tide-waters  of  the  Piscataqua. 
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The  falls  are  owned  and  occupied  by  the  Portsmouth  Company, 
whose  works,  besides  other  necessary  buildings,  consist  of  a  four* 
story  brick  cotton  mill  of  about  1,000  spindles,  using  about  1,300 
bales  of  cotton,  and  turning  out  annually  about  2,000,000  yards  of 
cotton  sheetings. 

This  company  was  incorporated  in  1831,  and  the  factory  erected 
and  put  in  operation  in  1832,  since  which  time  the  hydraulic  power 
of  the  company  has  been  greatly  enlarged  by  the  erection  of  a  sub- 
stantial dam,  raised  11  feet  higher  than  the  old  dam,  and  215  feet 
in  length,  giving  a  head  and  fall  of  19  feet  above  high  water  mark 
in  the  Piscataqua  river  at  ordinary  high  tides,  and  affording  a  sur- 
plus power  sufficient  to  drive  20,000  additional  cotton  spindles. 

This,  the  main  branch  of  the  Piscataqua  river,  naturally  afforded 
a  copious  supply  of  water;  but  its  hydraulic  power  has  been 
immensely  augmented  by  the  operations  of  the  Great  Falls  Manu- 
facturing Company  on  the  river  and  its  branches,  thus  insuring  an 
ample  supply  of  water  at  all  seasons  of  the  year.  See  pages  149- 
150.    The  power  is  used  only  in  part. 

Second,  "  Newichawanick  Palls/ f  on  Great  Works  river,  about 
a  mile  above  its  conflux  with  the  Salmon  Falls  river.  The  total 
height  of  the  fall  is  60  feet ;  the  descent  is  divided  into  three  pitches 
by  as  many  dams ;  upon  these  dams  are  two  woollen  mills  with  10 
sets  of  machinery,  and  one  saw  mill. 

The  power  is  reckoned  equal  to  600  horse.  The  supply  of  water 
is  ordinarily  good.  The  river  is  connected  with  several  small  ponds. 
Privilege  and  improvements  owned  by  the  Newichawanick  Com- 
pany.   The  power  is  not  all  used. 

Third,  at  the  junction  of  the  Great  Works  and  Salmon  Falls 
rivers,  "  Yeaton's  Mills ;"  dam  IT  feet  high  j^saw  mill,  grist  mill, 
plaster  mill ;  power  estimated  at  250  horse.  Power  used  only  in 
part  and  superior  facilities  for  further  improvements. 

The  above  privileges  are  situated  in  close  proximity  to  the  Boston 
and  Maine,  Portland,  Saco  and  Portsmouth,  and  the  Great  Falls 
and  Conway  Railroads,  and  have  aqcordingly  superior  facilities  for 
transportation. 

Southpobt — Lincoln  County. 

Statement  of  Selectmen. 
Two  Powers. 

Both  are  tide  powers.  One  is  capable  with  improved  machinery 
of  running  two  saws  and  a  grist  mill,  the  other  with  the  best 
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machinery  will  operate  a  saw  mill  and  grist  mill.     Neither  is 
improved. 

South  Thomaston — Knox  County. 

From  Selectmen9 8  Returns. 
One  Power.  .  • 

The  "  Weskeag  River  Tide  Power ;"  width  of  stream  at  the  mill 
is  320  feet ;  power  estimated  at  about  400  horse. 

A  good  stone  dam ;  grist,  stave  and  heading  mill  in  operation ; 
grist  mill  conld  grind  50,000  bushels  per  annum.  The  stave  mill 
and  heading  machine  employ  eight  men  and  saw  four  to  five  cords 
wood  per  24  hours ;  1,200  cords  wood  about  one  year's  stock. 

Mills  run  the  year  round,  and  less  than  half  the  power  is 
improved.  Machinery  is  of  good  construction;  the  wheels  are 
iron,  of  the  Union  patent. 

Power  owned  by  the  Weskeag  Mill  Company,  and  all  or  a  part 
for  sale,  or  the  balance  of  the  power  not  occupied.  The  dam 
ponds  the  water  back  two  miles,  pond  covers  about  200  acres. 

Quarry  of  granite  easy  of  access  by  land  or  water,  good  for 
building  purposes ;  very  convenient  location  for  mills  and  shops. 
Vessels  can  come  alongside  the  mill  and  discharge  cargo.  A  good 
chance  to  put  in  a  flour  mill  and  good  market  to  sell  in.  The 
product  of  the  stave  and  heading  machine  for  the  past  year  is 
about  $22,000.  The  stave  mill  and  heading  machinery  are  new, 
and  have  furnished  a  large  amount  of  business  to  residents. 

Market,  Rockland,  by  water  or  land. 

Springfield — Penobscot  County. 
Four  Powers. 

First,  "  Blanchard's  Mill,"  on  west  branch  of  Mattakennk 
stream,  fed  by  two  ponds. 

Second,  on  Mattagordus  stream,  "Trask's  Mill,"  two  small  ponds. 

Third,  saw  mill,  on  a  branch  of  Mattakeunk  stream,  small  pond 
at  the  village. 

Fourth,  below,  grist  mill. 

STANDISH— ^CuiCBERLAND    COUNTY. 

From  Selectmen's  Returns. 
[See  alio  "  Limington  and  Standkh,"  and  "  StandUh  and  Windham."] 

Seven  Powers. 

First,  "  Paine's  Mill,"  on  the  outlet  stream  of  Great  Watchic 
pond ;  fall  12  feet. 
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Second,  '•'Rich's  Mill,"  on  a  brook  tributary  to  the  Sebago 
pond ;  fall  14  feet. 

Third,  "  Dow's  Mill,"  on  Josey's  brook ;  fall  12  feet. 

Fourth,  "  Dresser's  Mill,"  on  Josey's  brook  ;  fall  10  feet. 

Fifth,  "  Shaw's  Mill,"  on  Shaw's  brook. 

Sixth,  "  Moody's  Mill,"  on  Stickey  river ;  fall  8  feet. 

Seventh,  "  Blake's  Mill,"  on  Josey's  brook ;  fall  10  feet. 

The  above  powers  are  all  small,  the  chief  powers  being  upon  the 
boundary  rivers  of  the  town. 

The  total  production  of  all  the  mills  in  Standish,  including  those 
upon  the  Saco  and  Presumpscot,  is  in  value  not  far  from  $300,000. 

Rock,  granite ;  lay  of  the  land,  about  the  chief  falls,  excellent ; 
three-fourths  of  the  basin  of  the  streams  covered  with  woods. 

Standish  and  Windham — Cumberland  County. 

From  the  Statement  of  W.  M.  White,  Esq.,  of  Windham. 

[See  also  "  Standish,"  and  "  Windham."] 

Four  Powers. 

These  are  all  valuable,  being  situated  on  Presumpscot  river,  the 
outlet  of  Sebago  lake. 

First,  "  Wescott's  Falls,"  at  the  outlet  of  the  lake,  fall  14  feet; 
an  excellent  power.  Controls  the  delivery  of  the  lake.  Unim- 
proved on  the  Windham  side,  improved  on  the  Standish  side  by 
double  saw  mill,  and  powder-keg  factory.  Owned  by  William  H. 
Jackson,  Salem,  Mass. 

Second,  "Eelweir  Falls,"  below,  12  feet  fall.  Unimproved. 
Owned  on  the  Standish  side  by  Levi  Wescott,  and  on  the  Wind- 
ham side  by  H.  Proctor! 

Third,  "Hubble  Falls,"  eight  feet  fall,  owned  on  the  Windham 
side  by  S.  D.  Page,  on  the  Standish  side  by  Levi  Wescott. 
Unimproved. 

Fourth,  "  Steep  Falls,"  12  feet  fall,  owned  on  the  Windham 
side  by  J.  Mabry,  on  the  Standish  side  by  John  Lindsey.  Unim- 
proved ;  has  been  occupied  by  saw  mill ;  dam  on  the  same. 

For  an  account  of  the  reserve  capacity  of  the  lake  tributary  to 
the  above  powers,  see  pages  143-44,  Part  II,  of  this  Report. 

Starks — Somerset  County. 

From  Selectmen7 8  Returns,  and  a  Plan  of  the  Streams. 

[See  also  "  Mercer  and  Starks."] 

Five  Powers,  and  More. 

First,  on  Lemon  stream,  at  the  village,   "Sawyer's  Mills;" 
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200,000  boards,  200,000  shingles,  besides  laths  and  pidtefcs ;  grind 
5,000  bushels  grain ;  could  grind  25,000  bushels.  Operate  11 
months  of  the  year  for  grinding ;  for  sawing,  spring  and  fell ;  fall 
five  feet  in  five  rods. 

Second,  "  Lemon's  Mills,11  on  Lemon  stream ;  four  feet  611  in 
four  rods. 

Third,  on  the  same  at  ream. 

Fourth  and  Fifth,  on  Chase's  brook. 

Several  others  on  the  above  streams,  not  occupied.  The  fell  is 
rapid,  for  a  considerable  distance,  at  each  of  the  privileges.  The 
streams  are  much  swollen  by  freshets. 

Suitable  stone  for  building ;  "  blue  ledge."  Land  on  the  falls, 
level  and  dry.  Small  part  of  basin  covered  with  woods.  Mills 
have  been  profitable  to  the  owners,  and  extremely  convenient  for 
the  public ;  villages  have  sprung  up  around  them. 

Market,  Skowhegan,  by  road,  and  home. 

Stktson — Penobscot  County. 
From  the  Statement  of  J.  D.  Maxfield,  Esq. 
Seven  Powers. 

Three  on  the  outlet  stream  of  Stetson  pond,  which  covers  about 
2.50  square  miles,  and  supplies  abundant  water  to  the  several  privi- 
leges the  year  through.  The  power  is  perfectly  exempt  from 
damage  by  freshets  or  inconvenience  from  rise  of  water. 

First,  (below  the  bulkhead)  shingle  mill,  25,000  per  day,  1,500,- 
000  manufactured  this  year ;  head  eight  feet. 

Second,  40  rods  below,  saw  and  grist  mill ;  2,000,000, feet,  board 
measure.  Four  runs  of  stones ;  50,000  bushels  of  grain  ground 
yearly ;  head  and  fall  14  feet. 

Third,  unimproved,  about  60  rods  below  the  Second,  fall  14  feet. 

Fourth,  saw  and  shingle  mill,  water  four  or  five  months ;  13  feet 
head. 

Fifth,  half  mile  below,  12  feet  head;  unoccupied. 

Sixth,  shingle  mill,  seven  or  eight  months ;  10  feet  head. 

Seventh,  good  power  for  eight  months  on  Buzzell  stream ;  unoc- 
cupied ;  10  or  12  feet  head. 

Steuben — Washington  County, 
From  the  Beturns  of  J.  D.  Parker,  Esq.,  and  a  Plan  of  the  Streams. 
Eighteen  Powers. 
Fourteen  on  Tunk  river,  which  is  fed  by  ponds,  the  aggregate 
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surface  of  five  of  which  is  not  less  than  six  square  miles,  and  which 
are  all  susceptible  of  improvement  as  reservoirs.  The  river  empties 
into  one  of  the  most  magnificent  harbors  in  the  world ;  has  sufficient 
water  at  low  tide  to  float  the  largest  vessel  ever  constructed,  and 
excellent  and  ample  holding  ground. 

First,  "Head  of  Tide  Power,"  a  few  rods  from  the  wharves; 
eight  feet  head ;  gang  saw  mill,  30,000  of  lumber  per  day. 

Second,  a  short  distance  above,  not  now  occupied ;  formerly  by 
saw  and  grist  mill. 

Third,  a  short  distance  further  up ;  shingle  and  grist  mill  on  a 
wing  dam. 

Fourth,  150  yards  above  tide ;  not  improved.  A  dam,  if  con- 
structed here,  will  flow  about  200  acres.  The  whole  fall  to  the  tide 
is  about  25  feet ;  may  be  made  30  by  a  dam.  By  means  of  a  canal 
the  wlole  series  could  be  converted  into  one  large  and  valuable 
power.     A  bridge  here. 

Fifth  and  Sixth,  one  and  a  half  miles  above,  the  "  Rips;"  not  now 
improved ;  formerly  a  saw  mill. 

Seventh,  one  and  one-fourth  miles  above,  a  dam;  shingle  mill, etc. 

Eighth,  20  rods  further  up,  a  dam ;  shingle,  stave  and  spool  mills, 
etc.    A  bridge  here. 

Ninth,  a  mile  and  a  half  above ;  not  a  very  good  power,  as  a  great 
length  of  dam  would  be  required. 

Tenth,  outlet  of  Round  pond ;  formerly  a  mill ;  high  banks  on  the 
pond. 

Eleventh,  80  rods  up  the  river ;  formerly  a  mill,  now  burned  down. 

Twelfth  and  Thirteenth,  just  above,  eight  feet  head  each ;  no 
improvements. 

Fourteenth,  a  short  distance  above,  the  "  Lath  Mill." 

Fifteenth,  Sixteenth  and  Seventeenth,  on  Whitten  stream,  west 
part  of  town ;  various  saws  on  each.     Sixteenth  now  out  of  repair. 

Eighteenth,  on  Pinkham's  stream,  a  mill  formerly  at  its  mouth, 
now  gone ;  the  dyke  now  protects  a  marsh.  Power  could  be  used 
for  a  last  or  shovel-handle  factory.  A  meadow  above  can  be  dam* 
med  for  reservoir. 

Abundant  stone  near  each  of  the  privileges  for  rough  construc- 
tion, and  a  quarry  of  beautiful  granite  near  the  mouth  of  Tunk 
river.  A  bed  of  clay,  for  bricks,  at  the  water's  edge ;  can  be  pot 
directly  from  kilns  into  vessels.  With  one  exception  the  required 
dams  can  ail  be  short.    Privileges  can  all  be  bought  very  cheap. 

The  power  is  very  constant  on  Tunk  river,  freshets  of  course 
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harmless ;  total  range  of  water  not  over  four  feet.  There  are  about 
2,500  inches  under  an  8-foot  head ;  780  horse-power,  gross,  on  the 
whole  fall  of  30  feet,  or  31,200  spindles ;  if  the  water  were  econo- 
mized, there  would  be  considerably  more  the  year  round.  A  small 
proportion  of  the  power  employed.  Wheels,  spiral-vent,  Wakefield 
centre-vent,  a  powerful  wheel ;  Atkins  wheel. 

Town  will  exempt  from  taxation  for  ten  years  $50,000  invested 
in  manufactories. 

Market,  all  points,  by  sea. 

Stockton — Waldo  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  the  "Tide-Mill  Power,"  at  Stockton  village ;  fall  about 
eight  feet.  Just  completed,  a  saw  mill,  shingle  mill,  block  shop, 
grist  mill,  and  sasB,  door  and  blind  factory.  Much  addition  to  the 
property  and  business  of  the  town  is  anticipated  from  these  im- 
provements. 

Second  power,  "Perkins'  Mill,"  at  Sandy  Point;  stream  small, 
but  never-failing;  a  carding  and  cloth  dressing  establishment  upon 
it ;  fall  eight  feet. 

Third  power,  "Roberts'  Mill,"  on  Seavy  stream ;  fail  eight  feet; 
saw  mill  and  shingle  machine ;  eight  months. 

Stoneham — Oxford  County. 
Statement  of  S.  Evans,  Esq. 
Twelve  Powers,  or  More. 

First,  on  the  outlet  stream  of  lower  Stone  pond,  saw,  grist, 
shingle,  stave,  and  clapboard  mills ;  quite  a  large  business  done, 
particularly  in  manufacturing  staves  for  flour  barrels. 

Second,  half  a  mile  west,  on  the  same  outlet,  saw,  stave,  and 
shingle  mill,  can  do  a  large  amount  of  business. 

Third,  one-fourth  of  a  mile  west,  at  the  outlet  of  the  pond,  a  saw 
mill,  an  excellent  power. 

Fourth,  about  two  miles  west,  on  the  outlet  stream  of  upper 
Stone  pond,  shingle  and  stave  mill. 

Fifth,  40  rods  west,  on  the  same  stream,  a  shingle,  stave  and 
bobbin  mill. 

Sixth,  Seventh,  Eighth,  etc.,  in  the  immediate  vicinity  of  the 
above-mentioned ;  unoccupied.    Oood  privileges. 

Ninth,  at  West  Stoneham,  on  Beaver  brook,  a  saw  mill. 
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Tenth,  Eleventh,  Twelfth,  etc.,  good  privileges  on  the  above- 
mentioned  stream,  unoccupied. 

The  two  Stone  ponds  have  a  joint  area  of  over  a  square  mile, 
and  are  good  reservoirs. 

Stow — Oxford  County. 

From  Selectmen's  Returns. 
Two  Powers. 

On  Little  Cold  river.  One  fall  ten  feet  in  ten  rods ;  saw  mill  and 
grist  mill.  The  other  fall  seven  feet  in  150  rods ;  shingle  and  clap- 
board mill ;  mills  operate  about  three  months. 

Strong — Franklin  County. 

From  Selectmen's  Returns. 
Five  Powers. 

First,  "Pierpole  Falls/'  on  Sandy  river;  fall  12  feet  in  18  rods; 
would  run  two  up-and-down  saws  and  a  gang,  eight  months  of  the 
year;  unimproved. 

Second  and  Third,  on  northeast  branch  of  Sandy  river,  "  Porter 
Falls,"  "  Morton  Falls ;"  12  feet  fall  in  20  rods. 

Fourth,  on  McCleary  stream;  fall  as  above;  two  saw,  grist, 
clover,  planing,  batting,  starch,  and  shingle  mills ;  operate  gener- 
ally part  of  the  year,  some  of  them  all  the  year. 

Small  lakes  and  ponds ;  limestone ;  half  of  the  basin  wooded ; 
improvement  of  the  power  has  largely  built  up  Strong  village. 

Market,  Farmington  depot. 

Sullivan — Hancock  County. 
From  Selectmen's  Returns. 
tfine  Powers,  or  Hf ore. 

First,  etc.,  on  Flander's  stream  ;  three  stave,  a  shingle,  and  saw 
mill ;  two  or  three  privileges  not  occupied ;  water  year  round  sup- 
plied by  a  pond ;  head  10  to  20  feet ;  lower  mill  distant  from  salt 
water  about  100  rods ;  lumber  growing  scarce ;  excellent  power 
for  manufacturing  purposes. 

Fourth,  Fifth,  etc.,  on  Morancey  stream;  carding  and  fulling, 
stave  and  saw  mills.  A  number  of  sites  for  mills  not  occupied ; 
water  low  in  drouth  of  summer. 

Eighth,  on  Gordan's  stream ;  carding  and  fulling  mill ;  water 
most  of  the  year;  good  privilege  for  light  manufacturing  purposes. 

Ninth,  on  Simpson's  stream ;  grist  and  lath  mill  combined ;  water 
low  in  dry  weather. 
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Suknkr — Oxford  County. 

From  Selectmen* 8  Returns. 
Five  Powers. 

First,  at  Jackson  village,  West  Sumner,  on  the  outlet  of  Pleasant 
pond ;  grist,  saw,  and  shingle  mill,  carriage  factory,  rake  factory, 
and  machinery  for  hand-sleds.  Morton  &  Bates,  who  employ  30 
or  40  men.  Grist  mill  operates  the  whole  year,  the  other  machinery 
not  the  whole  year. 

Second,  "  Powder  Mill,"  on  the  west  branch  of  the  Twenty-Mile 
river,  near  the  south  part  of  the  town. 

Third,  on  the  east  branch  of  Twenty-Mile  river,  at  Sumner  flat ; 
grist,  shingle,  and  saw  mills. 

Fourth,  on  the  outlet  of  Labrador  pond ;  saw  and  grist  mill. 

Fifth,  on  the  outlet  stream  of  Shag  pond,  in  the  northwest  part 
of  the  town ;  saw,  grist,  shingle  and  clapboard  mills ;  the  pond  is 
in  Woodstock. 


Surry — Hancock  County. 

From  Selectmen's  Statement. 
Wine  Powers. 

On  the  outlet  stream  of  the  Upper  and  Lower  Patten's  ponds, 
3,800  acres;  four  miles  from  the  lower  pond  to  sea-shore,  the 
descent  in  that  distance  being,  as  is  estimated,  212  feet. 

None  of  the  nine  sites  have  a  "head  and  fall "  of  less  than  11 
feet,  and  one  has  a  fall  of  30  feet,  15  feet  of  which  are  perpendicu- 
lar and  at  a  point  where  the  stream  is  but  22  feet  wide.  It  is  easy 
of  access,  and  is  one  of  the  best  unoccupied  privileges  in  the 
State. 

Three  of  the  sites  only  are  occupied,  the  proprietors  not  having 
been  willing  to  sell ;  it  is  now  in  the  market. 

By  constructing  a  dam  some  miles  below  the  lower  pond,  at  the 
foot  of  a  great  meadow,  a  reservoir  at  small  cost  could  be  made 
to  hold  an  unfailing  supply  of  water  during  the  severest  drouth. 

The  storage  of  six  feet  depth  upon  six  square  miles  of  reservoir, 
would  give  over  2,000  horse-power,  gross,  upon  a  fall  212  feet,  for 
the  working  hours  of  the  year,  or  80,000  spindles. 

Patten's  bay,  one  of  the  best  of  harbors,  is  the  outlet  of  said 
stream. 

Hon.  Charles  J.  Abbott,  Castine,  is  the  agent  for  the  proprie- 
tors. 
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Swan's  Island  Plantation — Hancock:  County. 

From  Assessors9  Returns. 
Two  Powers. 

First,  on  the  east  side  of  the  island,  formerly  a  grist  mill,  during 
the  rainy  season. 

Second,  at  "  Gold  Harbor ;"  a  tide  power ;  mean  rise  of  the  tide 
12  feet ;  pond  40  acres ;  formerly  grist  and  saw  mill ;  now  vessels 
pass  through  the  dam,  drawing  12*feet  of  water. 

No  part  of  the  power  is  improved. 

Swanville — Waldo  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  "  Swanville  Mills/ 9  on  the  outlet  stream  of  Swan  lake 
(Goose  pond  on  the  State  map);  fall  10  feet;  stone  and  cement 
dam ;  saw  mill  owned  by  the  Belfast  Paper  Mill  Company,  and 
worked  only  when  the  paper  mills  need  water,  the  lake  serving  as 
a  reservoir  to  said  millB.  Power  sufficient  to  drive  an  up-and-down 
saw  all  the  year.     The  lake  contains  three  square  miles. 

Second,  " Nickerson's  Saw  Mill,"  on  Dead  brook;  fall  seven 
feet ;  operates  six  months. 

Third  "  Mardin's  Privilege,"  on  the  same  stream ;  unimproved ; 
fall  nine  feet. 

No  damage  from  freshets ;  Swan  lake  rises  and  foils  about  four 
feet.    Two  small  ponds,  also,  connected  with  the  streams. 

There  is  no  ledge  near  either  dam ;  dams  are  built  in  "  pin  " 
gravel ;  basin  one-fourth  wooded. 

Market,  Belfast,  by  road. 

Sweden — Oxford  County. 

From  Selectmen' 8  Statement. 
Two  Powers. 

First,  the  "Stearns  Pond  Privilege ;"  fall  25  feet  in  50  rods ;  the 
power  is  not  improved.  There  is  an  old  dam,  formerly  saw  and 
grist  mill ;  capable  of  running  a  grist  mill  all  the  year  and  a  saw 
mill  half  the  year. 

Second,  "Keyes  Pond  Privilege;"  fall  160  feet  in  75  rods; 
power  not  improved ;  an  old  dam ;  no  buildings ;  estimated  equal 
to  the  First. 

Ponds  could  be  raised  three  or  four  feet  at  trifling  expense. 
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SUMNKR — OXFOBD  COUNTY.  *f 

From  Selectmen7 8  Returns.         ^    £ 
Mve  Powers.  0     £ 

First,  at  Jackson  village,  West  Sumner,  ob 
pond ;  grist,  saw,  and  shingle  mill,  carria  C 
and  machinery  for  hand-sleds.  Mortoi*  f, 
or  40  men .  Grist  mill  operates  the  wh*  |  |* 
not  the  whole  year.  /|  ^     J* 

Second,  "  Powder  Mill,"  on  th«^  \  ?'     |. 
river,  near  the  south  part  of  the    i  *  f       £ 

Third,  on  the  east  branch  o*     '  f  I      ^ 
grist,  shingle,  and  saw  milk  I  ^       g* 
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Fourth,  on  the  outlet  of  |£ 


<^ 


-*1  four 


Fifth,  on  the  outlet  st 
of  the  town ;  saw,  grir 
in  Woodstock.  ■  ^u0ve  the  falls,  which 

'  *<tnt  water  can  be  had  at  all 

.dms  and  mills. 


y 


»o  Musquash  stream  about  midway  th 
/  .a,  mill  now  burned ;  12  feet  fall. 

Klne  Powe 

On  the  r  <D  raynham  Academy  Grant— Somerset  Couktv 

'  Statement  of  Heman  Whipple,  Esq.,  of  Sobn 

descen'    ^ 
No      sowars. 

fee*  >,rst'  on  Moose  river>  fal1  10  feet>  half  mile  below  the  lake 
.     ^ormous  reservoirs  above,  so  that  an  unlimited  supply  of  wate 
c&n  be  had. 

Second,  on  Misery  stream,  about  five  miles  from  the  lake  a  fall 
of  eight  feet ;  dam.    Large  lake  above,  dammed. 

Third,  on  Western  outlet,  a  fall  of  eight  feet,  more  fall*  can  be 
had  by  a  dam.  Two  or  three  reservoir  ponds.  The  outlet  ' 
dammed  at  its  head.  18 


Five  Powers. 


Temple — Franklin  County. 
From  Selectmen's  Returns. 


First,  on  a  branch  of  Temple  stream,  saw  mill,  20  000 
might  four  times  that  amount ;  12  feet  fall.  '  ^ear' 

Second,  on  the  outlet  of  the  Staples  pond,  which  might  h 
to  hold  more  water  at  small  expense.    Privilege  not  in      *  ***** 
formerly  threshing  mill.  e  now » 
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^e  main  Temple  stream,  "  Temple  Mills ;"  grist  and 
*%>  ^ 5  grist  mill  runs  the  year  round ;  saw  mill  cats 

\      ^  \  operates  six  months. 

^       *%  NmUb*  a  very  good  privilege ;  not  now  nsed  ; 

\*  \  \ 

ile  below,  grist,  threshing,  rake,  lath, 
fall  12  feet. 


^K 


V   •    % 


~<& 


* 


% 


^x  County. 


^  ^  \i,ectonen. 

°*±  *%  «*  >\rist  and  stave  mills. 


'% 


above,  stave  and  grist  mills  ; 

^ond. 

#  a  tide  power,  with  a  flowage  back  of 

,  erage  tide  rise  of  about  nine  feet ;  width  of 

j  150  feet.     Mills  could  be  run  16  hours  out  of  24. 

0  a  dam  15  feet  high,  they  could  be  run  most  of  the 

.  ith  fresh  water.     Privilege  not  occupied. 


Thorndike — Waldo  County. 
Statement  of  Joseph  Higgins,  Esq. 
Three  Powers,  or  More. 

Small,  operate  only  three  or  four  months  in  the  year,  up-and- 
down  saws,  and  three  shingle  machines. 

Thorndike  Township — Somerset  County. 

From  a  Plan  in  possession  of  St.  John  Smith,  Esq.,  of  Portland. 
Six  Powers. 

Four  on  the  Lower  Churchill  stream,  the  outlet  of  the  Churchill 
ponds,  which  cover  about  two  square  miles. 

First,  at  the  outlet  of  the  largest  pond  a  dam  four  feet  high 
might  be  built  to  give  a  head  of  four  feet  over  the  largest  two 
ponds,  there  being  three  closely  connected. 

Second,  at  the  outlet  of  a  small  pond  half  a  mile  below  the 
above,  a  dam  might  be  built  to  raise  a  considerable  head  of  water 
(the  banks  being  high)  and  flow  a  swamp  surrounding  the  pond ; 
three-fourths  of  a  mile  square  of  reservoir  might  be  secured  at  this 
place. 

28 
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Bocks,  coarse  granite,  suitable  for  building  purposes ;  lay  of  the 
land  excellent  for  the  erection  of  mills. 

Market,  Portland,  by  Grand  Trunk  Railroad  from  South  Paris. 

Talmadge  Township — Washington  County. 
Statement  of  Peol  Tomah  of  Indian  TowntMp. 
Several  Powers. 

Located  on  Tomah  stream,  the  outlet  of  Tomah  ponds.  The 
ponds  cover  one  to  two  square  miles,  one  is  dammed  and  the  other 
two  can  be  readily. 

Also  on  the  east  Musquash  stream,  the  outlet  of  Musquash 
lake,  which  covers  1.25  square  miles,  and  is  dammed  seven  feet. 

Also  on  the  west  Musquash  stream,  the  outlet  of  west  Mus- 
quash lake,  which  covers  three  square  miles,  and  is  dammed  four 
feet. 

Large  tracts  of  low  land  on  the  streams  above  the  falls,  which 
can  be  made  great  mill-ponds.  Abundant  water  can  be  had  at  all 
seasons,  and  good  locations  for  dams  and  mills. 

An  excellent  power  on  the  Musquash  stream  about  midway  the 
township,  formerly  used,  mill  now  burned ;  12  feet  fall. 

Taunton  and  Kaynham  Academy  Grant — Somerset  County. 
Statement  of  Heman  Whipple,  Esq.,  of  Solon. 
Three  Powers. 

First,  on  Moose  river ;  fall  10  feet,  half  mile  below  the  lake. 
Enormous  reservoirs  above,  so  that  an  unlimited  supply  of  water 
can  be  had. 

Second,  on  Misery  stream,  about  five  miles  from  the  lake,  a  fall 
of  eight  feet ;  dam.    Large  lake  above,  dammed.  m 

Third,  on  Western  outlet,  a  fall  of  eight  feet,  more  fall  can  be 
had  by  a  dam.  Two  or  three  reservoir  ponds.  The  outlet  is 
dammed  at  its  head. 

Temple — Franklin  County. 

From  Selectmen's  Returns. 
Five  Powers. 

First,  on  a  branch  of  Temple  stream,  saw  mill,  20,000  a  year, 
might  four  times  that  amount ;  12  feet  fall. 

Second,  on  the  outlet  of  the  Staples  pond,  which  might  be  made 
to  hold  more  water  at  small  expense.  Privilege  not  in  use  now ; 
formerly  threshing  mill. 
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Third,  on  the  main  Temple  stream,  "  Temple  Mills ;"  grist  and 
saw;  fall  11  feet;  gristmill  runs  the  year  round;  sawmill  cuts 
250,000  per  annum,  operates  six  months. 

,    Fourth,  at  Temple  mills,  a  very  good  privilege ;  not  now  used  ; 
formerly  a  starch  factory. 

Fifth,  one-fourth  of  a  mile  below,  grist,  threshing,  rake,  lath, 
shingle,  and  other  machinery ;  fall  12  feet. 

Thomaston — Knox  County. 

Statement  of  the  Selectmen. 
Three  Powers. 

First,  the  "Lower  Dam,"  on  Mill  river,  grist  and  stave  mills. 

Second,  "  Clark's  Mill/'  two  miles  above,  stave  and  grist  mills  ; 
stream  fed  by  the  Chickawakie  pond. 

Third,  on  Oyster  river,  a  tide  power,  with  a  flowage  back  of 
three  miles,  and  an  average  tide  rise  of  about  nine  feet ;  width  of 
river  from  100  to  150  feet.  Mills  could  be  run  16  hours  out  of  24. 
By  building  a  dam  15  feet  high,  they  could  be  run  most  of  the 
year  with  fresh  water.     Privilege  not  occupied. 

Thorndikb — Waldo  County. 
Statement  of  Joseph  Biggins,  Esq. 
Three  Powers,  or  More. 

Small,  operate  only  three  or  four  months  in  the  year,  up-and- 
down  saws,  and  three  shingle  machines. 

Thorndike  Township — Somerset  County. 

From  a  Plan  in  possession  of  St.  John  Smith,  Esq.,  of  Portland. 
Six  Powers. 

Four  on  the  Lower  Churchill  stream,  the  outlet  of  the  Churchill 
ponds,  which  cover  about  two  square  miles. 

First,  at  the  outlet  of  the  largest  pond  a  dam  four  feet  high 
might  be  built  to  give  a  head  of  four  feet  over  the  largest  two 
ponds,  there  being  three  closely  connected. 

Second,  at  the  outlet  of  a  small  pond  half  a  mile  below  the 
above,  a  dam  might  be  built  to  raise  a  considerable  head  of  water 
(the  banks  being  high)  and  flow  a  swamp  surrounding  the  pond ; 
three-fourths  of  a  mile  square  of  reservoir  might  be  secured  at  this 
place. 
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Third,  about  a  mile  below,  a  dam  might  be  built  giving  a  good 
head  of  water.  There  is  no  pond  at  this  point  or  opportunity  for 
artificial  reservoir  of  much  capacity. 

Fourth,  above  the  falls  at  the  south  line  of  the  town,  "  Clark's 
Dam,"  used  for  log-driving  purposes. 

Fifth,  on  the  "East  Branch"  of  Lower  Churchill  stream  (not 
represented  on  the  State  map)  which  enters  the  stream  north  of 
the  centre  of  the  town  and  which  is  fed  by  two  ponds  covering 
together  about  a  square  mile,  at  the  outlet  of  the  upper  pond,  a 
good  site  for  a  dam. 

Sixth,  below,  and  three-fourths  of  a  mile  above  the  mouth  of  the 
branch,  and  at  the  outlet  of  a  second  pond,  a  good  site  for  a  dam. 
This  dam  would  flow  a  large  swamp  bordering  the  pond  and  give 
a  large  body  of  water. 

None  of  the  above  dams  would  be  difficult  or  expensive  to 
construct. 

The  whole  township  covered  with  valuable  timber. 


Tomhegan  Township — Somerset  County. 

Statement  of  Herman  Whipple,  Esq.,  of  Solon. 

Two  Powers. 

Two  or  more  falls  on  Tomhegan  stream.  One  dam.  Stream  fed 
by  Tomhegan  pond,  which  covers  0.50  square  miles.  Pond  can  be 
raised  six  or  eight  feet. 


Topsfield— - Washington  County. 
From  Selectmen's  Returns. 
"Kve  Powers. 

First,  "  Eaton's  Privilege,"  on  East  Musquash  stream ;  fall  ten 
and  a  half  feet  in  30  rods ;  fed  by  Musquash  lake,  two  and  a  half 
by  oqe  miles ;  not  improved. 

Second,  "Farrer's  Mill,"  on  Farrer's  stream,  the  outlet  of 
Farrer's  lake ;  fall  66  feet  in  200  rods ;  a  saw  mill  which  supplies 
local  demand ;  operates  six  months.    Lake  two  by  one-half  miles. 

A  dam  at  the  outlet  of  Musquash  lake  flows  seven  feet  for  log^ 
driving  purposes.  Dams  can  be  built  cheaply  on  Farrer's  stream. 
Total  range  of  water  never  over  three  feet. 

Three  small  powers ;  no  details. 
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Topsham — Sagadahoc  Cototy. 

Statement  of  Warren  Johnson,  Esq. 

[See  also  "  Bmnswiek  and  Topsham."] 

Four  Powers* 

On  Cathance  river;  the  lower  is  of  considerable  size  and  volume, 
the  others  are  small. 

Township  No.  4,  R.  3 — Aboostook  County. 

Statement  of  E.  F.  Dinsmore,  Esq.,  of  Island  Falls  Plantation. 
Several  Powers. 

First,  at  the  outlet  of  Mattawamkeag  lake,  judged  equal  in  every 
respect  to  "that  at  Hartland  on  the  Sebasticook."  The  supply  of 
water  can  be  made  practically  unlimited  for  all  the  purposes  of 
extensive  manufacturing.  Vast  quantities  of  lumber  in  all  the 
region  remain  to  be  worked  up.  The  dam  raises  a  head  of  12  feet. 
The  lake  is  fed  by  a  large  number  of  streams  and  ponds,  and 
receives  the  surplus  drainage  of  a  large  extent  of  country.  It  is  a 
reservoir  of  first-class  excellence.  Its  area  is  from  5.50  to  six 
square  miles. 

Second,  Third,  Fourth,  Fifth,  etc.,  situated  at  the  outlet  and  on 
the  outlet  stream  of  Pleasant  lake,  which  covers  3.50  square  miles. 
The  fall  is  not  less  than  80  feet  in  as  many  rods,  affording  sites  for 
the  use  of  the  water  several  times  over.  There  is  a  dam  at  the 
outlet  of  the  lake,  raising  a  head  of  several  feet.  The  lake  can  be 
flowed  many  feet.  It  is  fed  by  large  streams  which  are  themselves 
fed  by  lakes  and  ponds,  and  can  therefore  be  made  a  reservoir  of 
the  utmost  value. 

Vast  quantities  of  lumber  of  hard  and  soft  wood  remain  in  the 
region. 

All  unimproved. 

Township  No.  8,  R.  3 — Aboostook  County. 
Statement  of  2T.  0.  Hussey,  Esq.,  of  MonticeUo. 
Several  Powers. 

On  the  Meduxnakeag   river.     Small'  ponds   for   reservoirs; 
abundant  lumber. 
Unimproved. 
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Townships  Nos.  7  and  1,  Ranches  3  and  4 — Aroostook  County. 
Statement  of  W.  H.  Bowe,  Esq.,  of  Masardis. 

Several  Powers. 

On  the  main  inlet,  tributary  to  the  St.  Croix  lake  at  its  south 
end.    Stream  fed  by  two  or  three  ponds  above. 
Not  improved. 

Township  No.  3,  R.  4 — Aroostook  County. 

Statement  of  E.  F.  Dinsmore,  Esq.,  of  Island  Falls  Plantation. 
One  Power. 

On  the  outlet  stream  of  Caribou  lake,  a  very  fine  privilege,  with, 
"as  is  reported/'  a  fall  of  20  feet.  "Several  square  miles  of 
flowage  above"  are  to  be  had.  The  flowage  of  the  lake  alone,  as 
represented  upon  the  State  map,  would  not  exceed  two  square 
miles. 

Not  improved. 

Township  No.  *l,  R.  4 — Aroostook  County. 
Statement  of  W.  JET.  Boux,  Esq.,  of  Masardis. 
Several  Powers. 

On  the  Tracy  brook,  the  outlet  stream  of  Tracy  lake.    Said  lake 
covers  1.30  square  miles  and  can  be  made  a  good  reservoir  by  a 
dam. 
.   Unimproved. 

Township  No.  8,  R.  4 — Aroostook  County. 
Statement  of  W.  H.  Bowe,  Esq.,  of  Masardis. 

Several  Powers. 

First,  on  the  Masardis  stream,  or  St.  Croix  river  of  the  Aroos- 
took, half  a  mile  below  the  outlet  of  the  St.  Croix  lake.  The  dam 
is  at  the  head  of  the  falls  and  flows  the  lake  three  or  four  feet. 
Stream  fed  by  several  square  miles  of  lakes  and  ponds,  all  of  which 
can  be  used  for  storage. 

Not  improved. 

Second,  Third,  etc.,  on  Howe  brook,  tributary  to  the  St.  Croix 
lake,  on  the  east  side,  about  one  and  a  half  miles  above  the  outlet 
of  the  lake.    Stream  fed  by  Howe  pond. 

Not  improved. 
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Township  No.  9,  R.  4 — Aroostook  County. 
Statement  of  W.  H.  Bowe,  Esq.,  of  Masardis. 
pne  Power. 

On  the  Masardis  stream,  or  St.  Croix  river  of  the  Aroostook. 
Stream  fed  by  the  St.  Croix,  Tracy,  and  other  ponds,  all  of  which 
can  be  dammed  for  reservoirs.    Great  supply  of  water. 
Not  improved. 

Township  No.  10,  R.  4 — Aroostook  County. 
Statement  of  W.  H.  Rome,  Esq.,  of  Masardis. 
One  Power. 

On  Black-Water  brook ;  five  miles  of  dead  water  can  be  flowed 
three  or  four  feet. 
Not  improved. 

Township  No.  14,  R.  6 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 
Several  Powers. 

The  thoroughfare  at  upper  and  lower  portions  thereof  between 
Portage  and  Eagle  lakes  is  principally  dead  water,  but  midway  is 
quick  water  over  ledges  of  limestone  and  conglomerate  four  miles. 
River  clay  in  sufficient  quantity  to  make  bricks.     Unimproved. 

Two  branches  of  Beaver  brook  on  east  side  of  town,  with  fair 
water-power  on  each.  Old  driving  dama,  T5  feet  length  and  five 
or  six  feet  height,  flow  large  tracts  of  low  land.  No  other  im- 
provement. 

Mosquito  brook  in  southwest  quarter  of  town,  two  rods  wide, 
with  high,  steep  banks.  Power  sufficient  to  drive  mills  most  of  the 
season.     Unimproved. 

At  mouth  of  Portage  lake,  site  for  dam  200  feet  long  five  feet  high. 

Large  tract  of  bog  land  near  the  lake.  Whole  flowage  thereupon 
two  square  miles.  Large  part  of  soil  good  farming.  Spruce  and 
cedar  abundant. 

Unimproved. 

Township  No.  12,  R.  8 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 
Several  Powers. 

Dam  at  Machias  lake  100  feet  long  and  12  feet  high,  would  flow 
two  square  miles ;  now  improved  for  driving ;  banks  good. 
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Twenty-Mile  brook  empties  into  Machias  lake  just  above  dam  on 
north  side ;  is  about  four  rods  wide  with  high  steep  banks  and 
rapid  water.  Two  good  sites  within  one  mile  of  lake.  One  at 
crossing  of  Allaguash  road.     Unimproved. 

Township  weU  timbered,  with  much  good  fanning  land. 


Township  No.  18,  K.  10 — Aroostook  County. 
Statement  of  William  Dickey,  Esq.,  of  Fort  Kent. 
One  Power,  or  More. 

The  power  at  the  mouth  of  the  St.  Francis  river  is  very  superior. 
Thirty  feet  head  can  be  had  by  suitable  improvement ;  and  the 
lakes  and  ponds  above,  all  of  which  are  susceptible  of  use  as  res- 
ervoirs, will  furnish  a  copious  supply  of  water  at  all  seasons. 
No  improvement. 

Township  No.  13,  R.  14 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq. 
Three  Powers. 

Two  good  powers  on  the  main  St.  John  river ;  rapids  quite 
strong ;  bank  on  east  side  of  river  very  high  and  steep ;  west  bank 
rises  gradually.  Would  require  dam  20  rods  long ;  water  could  be 
used  twice  in  a  half  mile.  River  large  at  this  point  and  the  powers 
first-class. 

On  Moose  brook  in  southeast  corner  of  town,  a  power  sufficient 
for  small  machinery  the  larger  part  of  the  season. 

All  unimproved. 

Township  No.  14,  R.  14 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq. 
Two  Powers. 

"Priestly  Rapids,"  principal  powers  in  this  town;  from  one- 
half  to  three-fourths  mile  long,  quick  and  rough ;  ledge  bottom 
and  banks,  with  channel  of  river  from  eight  to  ten  rods  wide. 
Water  sufficient  in  all  seasons.  Fall  sufficient  for  two  dams  in  a 
hundred  rods  that  would  control  the  whole  river. 

This  has  been  one  of  the  greatest  pine-timber  towns  in  the 
county,  and  has  now  an  almost  inexhaustible  quantity  of  coarse 
pine  and  other  timber. 

Unimproved. 
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Township  No.  15,  R.  14 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 
Numerous  Powers. 

On  Big-Black  river  eight  or  ten  strong  rapids.  The  series  of 
ledges  which  causes  these  rapids  is  no  doubt  the  same  as  that  in  the 
main  St.  John  river  called  "Big  Black  Rapids."  Bottom  and  banks 
mostly  ledge,  and  all  excellent  powers.  River  six  rods  wide.  Large 
flow  of  water  at  all  times. 

Priestly  brook,  a  stream  three  rods  wide,  has  fall  sufficient  for 
five  or  six  different  sites.  These  are  all  small  powers  and  would 
answer  only  in  the  season  of  high  water. 

All  unimproved. 

Township  No.  12,  R.  15 — Aboostook  County. 

Statement  of  Daniel  Barker,  Esq. 
Five  Powers. 

Near  the  centre  of  the  town  on  the  main  St.  John  river  is  a  very 
excellent  power ;  river  rather  wide  and  rapids  long,  but  an  abun- 
dance of  water.    Fail  sufficient  for  two  sites. 

Near  the  north  line  of  the  town  is  another  power  of  about  the 
same  magnitude ;  river  very  rapid  but  smooth. 

A  brook  with  two  small  ponds  comes  in  on  the  west  side  of  the 
river  near  this  point,  which  would  afford  two  or  more  small  powers; 
stream  narrow  and  rapid  but  not  large. 

All  unimproved. 

Township  No.  13,  R.  16 — Aboostook  County. 
Statement  of  Daniel  Barker,  Esq. 
Five  Powers,  and  More, 

First,  on  the  main  St.  John  river  below  Seven  Islands.  Dam 
could  be  raised  10  or  12  feet,  and  flow  slack  water  about  Seven 
Islands  and  be  made  to  control  the  whole  river. 

Second  and  Third,  on  Depot  stream,  in  the  northwest  corner  of 
the  town ;  stream  quite  large  and  rapid,  with  slack  places ;  two 
good  sites  might  be  improved ;  stream  fed  by  a  large  pond.  This 
stream  is  a  branch  of  Big-Black  river. 

Fourth  and  Fifth,  etc.,  on  a  small  stream  running  through  the 
middle  of  the  town  into  the  main  river ;  stream  small  and  rapid  ; 
could  be  improved  in  three  or  four  different  places,  but  would 
probably  lack  water  in  the  dry  season. 

All  unimproved. 
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Township  No.  14,  R.  15 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq. 
Two  Powers. 

This  town  is  mostly  low  and  water  sluggish.  Two  small  rapids 
.  on  Depot  stream  or  south  branch  of  Big  Black,  are  all  the  falls  of 
any  account ;  situated  in  the  southwest  part  of  the  town ;  are  large 
enough  for  all  purposes  of  saw-mill  improvement. 

Unimproved. 

Township  No.  15,  R.  15 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq. 
Several  Powers. 

On  east  branch  of  Big  Black ;  it  is  all  rapid  water  from  the 
boundary  three  miles  down  the  stream.  Banks  most  of  the 
distance  quite  high.  Could  be  improved  many  times  within  the 
distance.  Stream  is  not  large,  but  sufficient  for  most  of  the 
season. 

All  unimproved. 

Township  No.  11,  R.  16 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq. 
Several  Powers. 

The  main  St.  John  river  passes  through  this  town  from  south- 
west to  northeast,  is  very  rapid,  with  good  banks  and  rather 
narrow  bed,  and  fall  sufficient  for  six  or  eight  good  powers. 

The  river  is  quite  uniform  in  its  course,  and  the  several  sites 
nearly  equal  in  power  and  cost  of  improvement.  Should  consider 
the  town  superior  to  any  other  in  the  vicinity,  for  extent  of  power. 

Much  sapling  and  other  timber  in  the  township. 

Privileges  all  unimproved. 

Township  No.  12,  R.  16 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq. 
Several  Powers. 

Three  good  powers  on  the  main  St.  John  river,  and  one  on  Nine- 
mile  brook.  Those  on  the  river  are  first-class  powers;  banks 
high  and  good,  and  water  abundant. 

That  on  Nine-mile  brook  is  sufficient  to  drive  a  common  saw 
mill ;  the  descent  is  very  rapid,  and  brook  narrow ;  could  be 
improved  at  moderate  cost.  The  brook  is  formed  from  four  or  five 
branches  each  sufficiently  large  for  small  machinery. 

Privileges  all  unimproved. 
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Township  No.  13,  R.  16 — Aroostook  County. 

Statement  of  Daniel  Barker,  Esq. 

Four  Powers. 

On  Depot  stream,  a  branch  of  Big  Black  river.  At  the  head  of 
the  stream  is  a  lake  three  miles  long.  An  old  dam  about  five  feet 
high ;  rapid  water  below  dam.    Fall  suitable  for  two  powers. 

Also  in  northeast  corner  of  town  on  same  stream,  two  rapids, 
each  making  a  good  power. 

Stream  is  not  large,  but  has  slack  places  for  reservoirs  and  would 
be  considered  a  fair  stream  in  any  settled  town. 

Water  might  fail  in  the  dry  season. 

All  unimproved. 

Township  No.  14,  R.  16 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 
Four  Powers,  or  More. 

Depot  stream,  very  rapid ;  water  can  be  used  two  or  three  times, 
though  it  runs  but  a  short  distance  in  the  town. 

On  Middle  branch  are  two  rapids  each  constituting  a  very  excel- 
lent power.  A  saw  mill  has  been  in  operation  many  years  on  this 
stream,  on  the  Canada  side.  The  stream  is  narrow,  with  steep 
banks,  and  could  be  improved  at  little  cost.  Should  consider  the 
powers  abundant  for  spring  and  fall. 

Privileges  unimproved,  save  one. 

Township  No.  7,  R.  IT — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 
Numerous  Powers. 

One  good  site  on  Carry  branch  in  southwest  quarter  of  town ; 
fall  ten  feet. 

Half  a  mile  below  the  head  of  "  Sline  Rapids,"  three  miles  long; 
banks  high,  water  could  be  used  many  times,  with  a  good  head  at 
each  site.     A  small  lake  above  the  head  of  the  rapids. 

Another  good, fall  at  outlet  of  Baker  lake ;  dam  300  feet  long  and 
six  feet  high  will  flow  lake ;  area  of  lake  4.5  square  miles. 

On  same  stream,  below,  near  town  line,  two  other  falls  with  good 
banks.  These  last  two  sites  are  thought  to  be  the  best  in  the  town. 
Also  a  long  stretch  of  rapids. 

Township  well  covered  with  timber  of  all  kinds. 

All  unimproved. 
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Township  No.  8,  B.  11 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 
Four  Powers. 

Three  good  sites  near  the  south  part  of  the  town  on  the 
Woolastaquaguam  river ;  four  or  five  miles  of  dead  water  above 
the  falls ;  a  good  head  can  be  obtained  at  either  site  with  a  short 
dam. 

On  Turner  brook,  half  mile  above  the  mouth,  is  a  fall,  very 
steep,  with  excellent  banks.  This  stream  is  quite  large,  and 
would  afford  water  most  of  the  season.    Town  well  timbered. 

Privileges  unimproved. 

TowNSfflp  No.  9,  R.  11 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 
Fifteen  Powers,  or  More. 

In  this  town  the  Boundary  branch  forms  a  junction  with  Baker- 
lake  branch.  On  the  Boundary  branch,  above  the  junction,  are  as 
many  as  seven  good  mill  sites.  There  are  also  two  or  three  falls 
on  Baker  branch,  and  three  on  main  branch  below  the  junction,  in 
all  as  many  as  fourteen  or  fifteen  good  mill  sites.  The  town  seems 
covered  with  fine  water-powers  almost  the  whole  length  of  the 
river. 
.  All  unimproved. 

Township  No.  10,  R.  11 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 
Several  Powers. 

Water  in  this  town  somewhat  sluggish  except  near  the  north 
line.  Here  is  a  rapid  fall  and  a  very  fine  power ;  water  could  be 
used  many  times  over ;  river  not  very  wide ;  banks  high. 

The  rapids  extend  along  the  line  between  the  two  towns  for 
some  miles.  Water  abundant  at  all  seasons.  Town  well 
timbered. 

All  unimproved.  , 

Township  No.  11,  R.  IT — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 
Numerous  Powers. 

The  Northwest  branch  runs  southeasterly  through  this  town,  and 
forms  a  series  of  rapids  almost  the  entire  distance  from  the  lake  at 
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the  boundary  to  its  confluence  with  the  main  St.  John  river.  This 
is  a  very  fine  stream  with  high  banks  and  rapid  current,  about  three 
rods  wide. 

Scarce  a  half  mile  can  be  found  without  sufficient  fall  for  a  good 
power. 

The  lake  at  the  boundary  would  be  sufficiently  large  for  a  reser- 
voir through  the  dry  season. 

Privileges  all  unimproved. 

Township  No.  8,  R.  18 — Aroostook  County. 
t  Statement  of  Daniel  Barker,  Esq. 

Several  Powers. 

On  the  Southeast  branch,  Eapids  about  two  miles  long,  can 
be  improved  in  many  places  with  little  cost,  and  for  small  machinery. 

Unimproved. 

Township  No.  T,  R.  19 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 
Several  Powers. 

Good  rapid  on  Boundary  branch,  two  miles  from  north  line  of 
town.  Water  could  be  used  two  or  three  times  over  in  the  distance 
of  a  mile.    The  stream  is  swift  the  whole  length  of  the  town. 

The  sites  in  this  town  are  too  many  to  enumerate,  but  they  are 
all  small  powers,  as  they  are  so  near  the  sources  of  the  river. 
Unimproved. 

Township  No.  8,  R.  19 — Aroostook  County. 
Statement  of  Daniel  Barker,  Esq. 
Several  Powers. 

On  the  Southeast  and  Boundary  branches ;  each  has  sufficient 
rapids  for  two  or  three  powers.  The  streams  are  not  large,  but 
have  a  very  steady  flow  of  water ;  are  generally  boatable  as  long 
as  the  river  below.  Powers  are  capable  of  driving  any  common 
mill  machinery. 

An  abundance  of  timber  on  the  township. 

Unimproved. 
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Township  No.  3,  R.  1 — Franklin  County. 
Statement  of  Abner  Toothaker,  Esq.,  of  Phillips. 
Several  Powers. 

First,  on  South  Bog  stream,  two  miles  above  Rangely  lake,  pond 
just  above,  which  covers  200  acres,  and  can  be  flowed  several  feet. 
Second,  Third,  etc.;  the  stream  is  swift  for  the  whole  distance  to 
the  lake,  and  can  be  used  for  power  advantageously. 
All  unimproved. 

Township  No.  3,  R.  4 — Franklin  County. 
Statement  of  Abner  Toothaker 9  Esq.,  of  PhiUips. 
One  Power,  or  More. 

First,  on  the  Kennebago  river,  half  mile  below  the  Kennebago 
pond,  a  fall  of  25  feet  can  be  had,  abrupt ;  ledgy  bottom  and 
banks,  excellent  site  for  mills.  Pond  covers  four  square  miles  and 
can  be  flowed  several  feet.    It  is  a  most  admirable  privilege. 

Stream  in  the  upper  part  of  the  township  is  rapid,  with  eight 
small  ponds  about  the  head  waters  above,  which  can  be  improved 
for  reservoirs. 

All  unimproved. 

Township  No.  1,  R.  6 — Franklin  County. 

Statement  of  Hon.  Abner  Goburn. 
Two  Powers. 

On  Dead  river,  not  far  from  midway  its  course  in  the  township, 
"Ledge  Falls,"  12  feet  descent.  A  long  stretch  of  quick  water 
above  to  the  Chain-pond  dam. 

Second,  above,  "  Swampscot  Falls,"  10  feet,  good  site,  large 
flowage. 

Both  unimproved. 

Township  No.  1,  R.  6 — Franklin  County. 

Statement  of  Hon.  Abner  Goburn. 
One  Power. 

On  Dead  river,  "  Chain-Pond  Dam,"  at  the  outlet  of  the  Chain 
ponds,  eight  feet  high,  ponds  the  water  back  over  the  whole  series 
of  ponds,  covering  five  square  miles,  and  thus  reserves  a  large  body 
of  water. 
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Township  No.  3 — Hancock  County. 
Statement  of  J.  W.  Porter,  Esq.,  of  BurKngton. 
Nine  Powers,  or  More. 

The  "  Grand  Falls  "  on  the  Passadumkeag  river  comprise  and 
constitute  four  of  the  above,  situated  near  the  west  line  of  the 
township,  and  extending  about  200  rods,  the  total  fall  being  about 
100  feet.  The  lower  pitch  is  nearly  perpendicular,  and  has  about 
20  feet  descent.  From  this  point,  inclusive,  to  the  head  of  the 
series  are  a  number  of  sites  of  unsurpassed  excellence  as  respects 
either  opportunity  for  dams,  locations  for  mills,*  or  for  villages 
adjacent.  They  could  have  from  15  to  18  feet  head  each.  There 
is  a  dam  on  the  lower  pitch,  which  gives  a  20-foot  head,  and  flows 
back  not  more  than  ten  rods.  No  other  improvement  on  the  whole 
series  of  privileges.  These  powers  are  seven  miles  from  Burling- 
ton Post  Office,  and  15  miles  from  the  European  &  North  American 
Railway. 

There  is  an  abundance  of  good  building  granite  in  the  vicinity 
for  construction  purposes.  The  entire  basin  of  the  stream  above, 
is  covered  with  forests.  Proprietors  of  the  power,  Thomas  W.  and 
R.  R.  Porter,  of  Burlington. 

Settlement  near  the  falls  of  about  100  inhabitants,  mostly  farmers. 
Soil  in  the  region  good.  A  county  road  is  about  completed  from 
Burlington  to  the  falls.  Falls  are  within  three  miles  of  the  pro- 
posed Milford  &  Burlington  turnpike. 

Fifth,  Sixth,  etc.,  "Nicatous  Falls,"  t>n  the  outlet  stream  of 
Nicatous  lake,  and  situated  about  a  mile  below  the  lake,  extending 
about  a  half  mile,  and  have  a  total  fall  of  40  feet. 

Eighth,  a  dam  at  the  outlet  of  Nicatous  lake,  gives  a  head  of  10 
feet  storage  over  the  whole  lake.  Used  only  for  log-driving  pur- 
poses. 

Ninth,  a  dam  at  the  outlet  of  the  First  Pistol  lake,  gives  a  head 
of  six  feet  over  the  whole  surface  of  600  acres.  Lake  is  fed  by 
three  lakes  above  which  have  a  head  of  eight  feet  each,  raised  by 
one  dam ;  used  for  log-driving  only. 

The  extent  of  the  reservoirs  tributary  to  the  ".Grand  Falls,"  as 
well  as  the  others  mentioned,  may  be  seen  upon  reference  to  Part 
II,  page  107. 
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Township  No.  4 — Hancock  County. 
Statement  of  J.  W.  Porter,  Esq.,  of  Burlington. 
Twd  Powers. 

First,  at  the  outlet  of  Duck  lake,  a  dam  which  raises  a  head  of 
nine  feet  over  the  whole  Burface  of  the  lake.  Lake  covers  1,200 
acres  or  more. 

Second,  a  dam  at  the  outlet  of  the  Second  Pistol  lake,  flows  the 
three  upper  lakes  eight  feet.  Lakes  have  an  area  of  over  300 
acres  combined. 

Township  No.  1 — Hancock  County. 

[Wert  of  BUttben.] 

Statement  of  J.  D.  Parker,  Esq.,  of  Steuben. 
One  Power. 
On  West-Bay  stream,  not  at  present  improved. 

Township  No.  10 — Hancock  County. 

[West  of  Cherryfleld.] 

From  the  Statement  of  J.  D.  Parker,  Esq. 

Five  Powers. 

First,  at  the  outlet  of  Downing' s  pond,  head  10  feet,  two  mills. 

Second,  on  Bog  brook,  head  eight  feet  or  more. 

Third,  on  Spring  river,  head  eight  feet,  and  three  or  four  feet  fall. 

Fourth,  at  the  outlet  of  Long  pond,  head  13  feet. 

Fifth,  at  the  outlet  of*  Big  Tunk  pond,  11  feet  5  inches  head,  13 
feet  can  be  had. 

Mostly  unimproved. 

Township  No.  85— Hancock  County. 
Statement  of  J,   W.  Porter,  Esq.,  of  Burlington. 
One  Power. 

At  the  outlet  of  Coombs'  pond,  a  dam  which  flows  the  lake  five 
feet,  lake  covers  100  acres. 

Township  No.  40 — Hancock  County. 
Statement  of  J.  W.  Porter,  Esq. 
One  Power. 

At  the  outlet  of  West  or  Abamgamook  lake,  a  dam  which  raises 
a  head  of  seven  feet  over  the  whole  lake.    Lake  covers  500  acres. 
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Township  No.  41 — Hancock  County. 
Statement  of  J.  W.  Porter,  Esq. 
One  Power. 

At  the  outlet  of  Garbeus  lake,  a  dam  which  raises  a  six-loot 
head  over  the  entire  lake.    Lake  covers  600  acres  or  more. 


Township  No.  5,  R.  2 — Oxford  County. 

From  {he  Statement  of  John  H.    Wilson,  Esq.,  of  South 
Columbia,  N.  H. 
Several  Powers. 

"  Ariscoos  Falls,"  on  the  Magalloway  river,  are  situated  near 
the  centre  of  the  township,  extending  along  the  river  nearly  two 
miles.  Mills  have  been  built  at  the  foot  of  the  falls  ;  but  are  now 
gone  or  dilapidated.  The  dam,  at  this  point,  can  be  raised  to  the 
height  of  15  feet,  if  necessary. 

About  a  mile  above  the  dam  is  a  sudden  pitch  of  eight  or  ten 
feet  with  a  ledge  on  the  right  bank  and  bottom,  and  a  steep  bank 
on  the  left,  admitting  a  head  and  fall  of  about  18  feet,  with  an 
opportunity  for  a  canal  below  on  either  side. 

Near  the  head  of  the  falls  the  river  drops  80  or  90  feet  in  60  or 
TO  rods,  an  island  extending  that  distance,  which  leaves  a  broad 
deep  gulch  along  the  right  bank.  On  this  bank  a  canal  can  be 
made,  on  one  level,  for  more  than  half  a  mile,  and  the  dam  at  the 
head  of  the  island  can  be  built  at  small  expense. 

At  the  head  of  the  falls,  60  or  TO  rods  above  the  island,  a  dam 
eight  feet  high  would  check  the  water  of  the  river  more  than  20 
miles  above,  and  could  be  raised  to  any  desired  hight  by  winging 
a  short  distance  on  each  side. 

The  great  volume  of  head  water  secured  by  this  dam,  together 
with  the  storage  of  lake  Parmachenee  and  various  ponds,  would 
raise  the  constant  power  on  these  falls  to  a  very  high  figure. 

The  Magalloway  drains  about  400  square  miles,  or  44  per  cent, 
morejthan  the  Little  Androscoggin.  A  bridge  crosses  the  river  at 
the  foot  of  the  falls. 


Township  No.  2 — Pbnobsoot  County. 

[West  of  Mattaw»mke*g.] 

One  Power. 

On  Eber-horse  stream,  a  shingle  mill  and  clapboard  mill. 
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Township  No.  3,  R.  1 — Penobscot  County. 
[Next  out  of  Burlington.] 
Statement  of  J.  W.  Porter,  Esq.,  of  Burlington. 
One  Power. 

A  dam  at  the  outlet  of  the  upper  Madagascal  lake,  flows  its 
surface  of  100  acres,  six  feet. 

Township  No.  4,  R.  1 — Penobscot  County. 
Statement  of  Peol  Tomah  of  Indian  Township. 
Three  Powers. 

The  Sysledobsissis  outlet  stream  falls  30  feet,  and  affords  three 
sites  suitable  for  powers.    The  lake  covers  four  square  miles,  is 
dammed  three  feet,  and  can  be  raised  several  feet  more. 
Unimproved. 

Township  No.  5,  R.  1 — Penobscot  County. 

[Junior  Lake  Township.  J 
Statement  of  Peol  Tomah. 
Several  Privileges. 

The  Junior-lake  stream  falls  10  feet  from  lake  to  lake. 

There  is  a  fall  of  50  feet  on  the  outlet  stream  of  Mill-privilege 
lake.  Good  sites  for  dams,  banks  high.  Lake  covers  three-fourths 
of  a  square  mile,  and  is  raised  six  feet. 

There  is  a  fall  of  1 5  feet  on  the  Shaw-lake  outlet.  Lake  covers 
nearly  two  square  miles  and  is  raised  three  feet.  A  dam  60  rods 
below  the  lake. 

Unimproved. 

Township  No.  3,  R.  6 — Penobscot  County. 
Statement  of  John  Gardner,  Esq.,  of  Patten. 
Two  Powers.  \ 

Oh  Mud  brook,  a  saw  mill.     "Probably  other  privileges  above." 
A  power  on  Swift  brook,  two  miles  below  the  north  line  of  the 
town.     Small  ponds  above.     Unimproved. 

Township  No.  2,  R.  7 — Penobscot  County. 

Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 

Two  Powers. 

Both  situated  on  the  Mattagamon  or  East  branch  of  the  Penob- 
scot. 
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First,  "Crowfoot  Falls,"  two  miloB  above  Grindstone,  five  feet 
fell,  river  15  or  20  rods  wide. 

Second,  "  Whetstone  Falls,"  eight  feet  fall,  river  15  rods  wide, 
ledge  bottom  and  banks. 

These  are  both  powers  of  the  first  magnitude.  Water  abundant 
at  all  seasons;  easily  controlled,  and  expense  of  improvement  small 
for  the  amount  of  power  obtained. 

For  reservoirs  see  Part  II,  page  108. 

Unimproved. 

Township  No.  5,  R.  1 — Penobscot  County, 
From  the  Statement  of  O.  H.  Davis,  Esq.,  of  No.  6. 
One  Power. 

"  Outlet  Falls,"  at  the  outlet  of  the  lower  Shin  pond ;  a  dam, 
seven  rods  long,  would  raise  a  head  of  10  feet  on  the  lake,  and  flow 
about  1,600  acres ;  pond  is  fed  by  the  upper  Shin  pond  in  Monterey 
plantation.  This  is  five  miles  from  the  Great  falls  below,  on  the 
Shin  pond  stream. 
Unimproved. 

Township  No.  6,  R.  7 — Penobscot  County. 
From  the  Statement  of  G.  H.  Davis,  Esq. 
Three  Powers. 

The  "  Great  Falls,"  on  Shin  Pond  stream,  the  outlet  of  the  Shin 
ponds,  which  cover  nearly  four  square  miles. 

The  falls  are  divided  into  three  pitches,  first  two  ten  feet  each, 
the  third  35  feet  in  about  100  feet.  A  dam  at  the  head  of  the  first 
pitch  would  raise  the  head  five  feet  more,  giving  60  feet  fall  in  a 
little  over  100  feet  run. 

A  storage  of  eight  feet  upon  the  two  ponds  would  furnish  540 
horse-power  gross  on  the  60  feet  fall,  or  21,600  spindles,  for  the 
working  hours  of  the  year.    This  is  the  storage  alone. 

Unimproved. 

Township  No.  5,  R.  8— Penobscot  County. 
Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 
Three  Powers. 
All  situated  on  the  Mattagamon  or  east  branch  of  the  Penobscot. 
First,  "  Bowlin  Falls ;"  pitch  eight  feet,  15  rods  wide,  banks 
steep  and  ledgy. 
29 


450  WATSR  POWBE  OP  MAIM.  [Pa»  m. 

Second,  "  Hulling  Machine  Falls,"  12  feet  descent,  dam  50  feet 
long,  channel  cuts  through  deep  ledges ;  can  be  easily  improved 
and  controlled. 

Third,  "Grand  Falls ;"  20  feet  perpendicular  pitch,  width  30  feet, 
high  Jedgy  banks. 

These  are  the  best  privileges  on  the  east  branch  of  Penobscot, 
and  are  truly  magnificent  water-powers.  The  river  is  very  narrow 
m  the  immediate  pitches  but  widens  into  broad  basins  between, 
affording  reservoirs  for  a  steady  flow  of  water  at  all  seasons. 

For  reservoirs  tributary  to  the  river,  see  Part  II,  page  108. 

All  unimproved. 

Township  No.  6,  R.  8 — Penobscot.  County. 
Statement  of  Daniel  Barker,  Esq. 

Three  Powers. 

Situated  on  the  Mattagamon  river  or  east  branch  of  the  Penob- 
scot. 

First,  "Pond  Pitch  ;"  nine  feet  fall,  river  TO  feet  wide,  ledgy. 

Second,  "Haskell  Rock/'  15  feet  fall,  eight  rods  wide. 

Third,  "  Stair  Falls ;"  15  feet  fall,  six  rods  wide ;  fall  composed 
of  successive  pitches,  four  or  five  feet  each,  over  smooth  ledges. 

Five  miles  from  this  point  is  Grand  lake ;  river  very  rapid  the 
entire  distance. 

For  reservoirs,  see  Part  II,  page  108. 

The  above  powers  are  unsurpassed.     All  unimproved. 

Townships  No.  2 — Piscataquis  County  ;  and  No.  1,  R.  7 — Somerset 

County. 

Statement  of  J.  M.  Haynes,  Esq.,  of  Augusta. 

[See  also  "  Township  No.  1,  R.  7,  Somerset  County."] 

From  the  dam  at  the  outlet  of  Moosehead  lake  to  the  head  of 
Indian  pond,  a  distance  of  five  miles,  the  Kennebec  river  is 
extremely  rapid.  There  is,  at  least,  125  feet  fall.  The  bottom 
and  sides  of  the  river  are  mostly  ledge  and  are  rocky  in  all  parts. 
The  banks  are  high  and  abrupt,  chiefly  of  ledge. 

Three-fourths  of  a  mile  above  the  head  of  Indian  pond  is  a  site 
called  "Ledge  Falls,'1  with  excellent  opportunity  for  dam  and 
extensive  development.  At  other  points  also,  it  is  judged,  mills 
could  be  located  without  extreme  difficulty. 

Privileges  unimproved. 
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Township  No.  3 — Piscataquis  County.  4 

[Next  west  of  GtmhtUU] 
Statement  of  Caleb  Holyoke,  Esq.,  of  Brewer. 
A  dam  on  the  line  of  No.  3  flows  the  ponds  above,  four  in 
number.    Privileges  on  the  stream  below,  that  can  be  readily 
improved. 

None  are  used.  i 


Township  No.  2.  R.  9 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq.,  of  Bangor. 
Two  Powers. 

"Ambejejus  Falls  "  and  "  Passamagamon  (Passagamook)  Falls," 
both  upon  the  Penobscot  river. 

Ambejejus  falls  are  about  160  rods  long,  very  rough  and  broken. 

Passamagamon  falls  15  rods  long,  very  rough  and  swift.  A 
dam  at  the  head  of  this  fall  can  be  made  to  flow  Debskoneag  lake. 

Both  of  these  are  powers  of  the  first  magnitude.  Unlimited 
supplies  of  water  can  be  had  at  all  seasons  by  the  use  of  the  scores 
of  square  miles  of  lakes  and  ponds  above.  See  reservoirs  of  the 
Penobscot,  page  109,  from  Ripogenus  on. 

Both  unimproved. 


Township  No.  6,  R.  9 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Several  Powers. 

First  and  Second,  on  Webster  stream,  known  as  the  "  Main 
Falls,"  each  from  10  to  15  feet  perpendicular ;  the  bed  of  the 
stream  is  very  narrow  with  high  perpendicular  ledge  banks.  Few 
natural  privileges  surpass  these  in  excellence.  For  reservoirs 
tributary  to  them,  see  last  Table,  page  110,  Part  II. 

Third  and  Fourth,  this  reef  of  ledga  extends  across  to  the 
Mattagamon,  or  east  branch  of  Penobscot  river,  where  two  other 
falls  are  formed. 

None  of  these  are  used. 

Fifth,  Sixth,  etc.,  two  other  streams  (Boody  brook  and  Trout 
brook)  have  each  powers  of  considerable  capacity.  Dams  for 
driving  purposes  have  been  built  on  each.  "  Trout  Brook  Farm  " 
lies  in  this  township.  .        * 
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Township  No.  2,  E.  10 — Piscataquis  Oouktt. 
Statement  of  Darnel  Barker,  Esq. 
Numerous  Powers.  . 

Several  are  situated  on  the  Penobscot  river. 

First,  Second,  etc.,  "Dobskoneag  Falls/'  near  the  east  line  of 
the  town,  one  mile  long ;  all  rough,  swift  water. 

Third,  " Pockwockamus  Falls,"  above,  three-fourths  mile  long; 
very  rough. 

Fourth,  "  Aboljackomegus  Falls,"  160  rods  long;  very  rough; 
lower  pitch  exceedingly  rugged  and  swift  for  15  rods. 

Fifth,  "  Sourdnahunk  Falls,"  short,  lower  pitch  eight  feet  per- 
pendicular, upper  pitch  four  feet ;  40  rods  of  very  rough  water. 
Long  reach  of  dead  water  above  the  falls  for  reservoir. 

Sixth,  Seventh,  Eighth,  etc.,  two  streams ;  Aboljacknagesic  and 
Aboljackarmeguscook  flow  down  from  Katahdin  through  this  town, 
on  beds  of  granite,  and  have  as  much  fall  and  afford  as  much  power 
as  any  streams  in  the  State  of  corresponding  size  for  the  same 
distance. 

The  powers  on  the  Penobscot  are  of  the  first  magnitude,  being 
furnished  with  reservoirs  of  vast  capacity  on  the  river  above; 
scores  of  square  miles  of  lakes  and  ponds  can  be  flowed  several 
feet  at  little  or  no  expense.  See  page  109,  from  Ripogenus  on,  for 
reservoirs. 

Privileges  all  unimproved. 

Township  No*  3,  R.  10 — Piscataquis  Countt. 
Statement  of  Daniel  Barker,  Esq. 
Numerous  Powers. 

On  the  Sourdnahunk  stream,  a  series  of  falls  extending  some 
four  miles,  with  successive  pitches  from  five  to  twenty  feet  high. 
Bottom  and  banks  formed  of  abrupt  ledges,  and  in  many  places 
the  channel  is  narrowed  up  to  a  very  few  feet.  Many  wide  basins 
between  pitches  suitable  for  reservoirs.  One  could  hardly  enumer- 
ate the  number  of  powers  in  this  distance.  Sourdnahunk  pond 
covers  3.75  square  miles.  In  the  easterly  part  of  the  town  the 
two  considerable  Btreams  (mentioned  in  No.  2,  R.  10)  flowing 
south  from  Katahdin  mountain  to  the  Penobscot  river,  have  10  or  12 
powers  to  the  mile.  In  many  places  the  stream  rashes  through  a 
chanael  of  throe  or  four  feet  width  with  a  fall  of  30  or  40  feet 
neariy  perpendicular. 

All  unimproved. 
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Township  No.  6,  R.  10 — Piscataquis  Cototy. 
Statement  of  Daniel  Barker,  Esq. 
Numerous  Powers. 

Several  are  situated  on  the  outlet  stream  of  Webster  lake.  Dam 
at  the  outlet  is  400  feet  long  and  12  feet  high,  and  controls  all  the 
water  coming  through  Telos  Gut.  Surface  of  lake  three  square 
miles.  Below  the  dam  for  the  distance  of  three  miles  the  stream 
is  very  rapid.  Fall  sufficient  for  a  head  every  half  mile.  Near  the  ' 
east  side  of  the  town  are  two  considerable  falls  over  nearly  perpen- 
dicular ledges.    Bed  of  stream  narrow,  and  easily  controlled. 

Wadleigh  brook,  Hudson  brook,  Braley  brook  and  Thissell  brook 
have  each,  one  or  more  powers  with  sufficient  water  for  common 
saw  or  grist  mills.  These  streams  have  all  been  driven,  and  two 
of  them  (Hudson  and  Wadleigh  brooks)  have  dams  with  large 
reservoirs. 

For  reservoirs  tributary  to  the  Webster  stream,  see  last  Table, 
page  110. 

Privileges  not  used. 

Township  No.  7,  R.  10 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Eeq. 
Several  Powers. 

On  the  Mattagamon  or  Penobscot  east  branch  in  this  town,  are 
four  first-class  powers. 

First  and  Second,  situated  below  Third'  lake,  the  river  breaking 
over  perpendicular  ledges  six  or  seven  feet  high ;  narrow  channel; 
short  dams  only  required. 

At  Third  lake  a  dam  200  feet  long  and  12  feet  high  controls  the 
lake  and  its  tributaries ;  lake  covers  about  two  square  miles. 

Fourth,  one  mile  above  the  lake,  a  ledge  fall  of  five  or  six  feet, 
with  a  dam  flowing  a  large  fiat  tract  above. 

Fifth,  Sixth,  etc.,  Braley  brook,  Snake  brook,  and  Turner  brook, 
tributaries  of  the  East  branch,  and  Aroostook  brook,  a  branch  of 
Aroostook  river,  are  each  sufficiently  large  for  water  powers,  and 
have  had  dams  constructed  for  driving  purposes. 

This  town  contains  a  large  amount  of  timber  and  some  good  soil. 

Privileges  not  used. 
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Township  No.  8,  R.  10 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Isbq. 

Fifty  Powers,  or  More. 

This  town  has  three  streams  running  through  it  sufficiently  large 
to  drive  mill  machinery,  with  -ponds  at  the  head  of  each.  The 
streams  are  very  rapid,  rising  on  the  high  lands  and  falling  so  pre- 
cipitously as  to  render  them  difficult  driving.  There  are  no  doubt 
50  small  but  excellent  powers  on  the  three  streams ;  in  some  places 
seven  or  eight  may  be  found  within  the  space  of  a  mile. 

The  main  lake  in  this  town  has  no  fall  at  the  outlet. 

Privileges  all  unimproved. 

Township  No.  3,  K.  11 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq, 

Twenty-Five  Powers,  or  More. 

All  are  situated  on  the  Penobscot  river. 

First  to  Tenth,  inclusive,  the  "  Horse  Race,"  no  steep  pitch, 
but  a  continuous  and  rapid  descent  for  two  miles,  with  sufficient 
fall  for  8  or  10  powers  in  the  distance.  Hard  bottom  and  high 
banks  for  the  most  part. 

Eleventh,  Twelfth,  Thirteenth  and  Fourteenth,  "Ambajemacko- 
mus  Falls,"  next  above,  half  mile  long,  and  very  rough.  One 
mile  of  quick  water  above  this  to  "  Little  Ambajemackomus  Falls," 
which  extend  a  hundred  rods. 

Fifteenth,  Sixteenth,  Seventeenth,  etc.,  etc.,  the  "Ripogenus 
Falls,"  three  miles  of  Niagara  1  This  surpasses  all  description. 
Whole  fall,  215  feet,  over  a  rough  bed  of  slate  and  quartz  rock, 
with  perpendicular  banks  rising  in  some  places  50  or  75  feet  above 
the  water.  Near  the  foot  the  river  is  divided  into  three  channels, 
with  banks  20  feet  high,  one  channel  making  a  perpendicular  fall 
of  20  feet,  and  the  others  rushing  on  in  a  series  of  pitches  to  the 
junction  below  where  all  unite  and  make  another  perpendicular 
fall  of  many  feet. 

An  almost  unlimited  supply  of  water  can  be  held  upon  the  lakes 
and  ponds  above ;  these  are  already  used  for  the  storage  of  water 
for  log-driving  purposes.  \See  page  109,  from  Ripogenus  on. 

Privileges  unimproved. 
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Township  No.  4,  E.  11— Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 
Two  Powers. 

One  on  Wadleigh  brook,  stream  two  rods  wide,  banks  high,  and 
large  flowage.  The  stream  is  formed  from  two  considerable 
branches,  each  of  which  has  been  driven  and  had  dams  for  that 
purpose.  The  principal  power  is  on  main  brook  just  below  the 
forks. 

Another  power  on  Soudnahunk  stream  near  its  exit  from  the 
town.  Stream  four  rods  wide,  with  granite  bed  and  smooth  falls, 
three  or  four  feet  to  a  rod.  Water  above,  sluggish,  and  land  low. 
A  large  lake  at  the  head  of  the  stream  covering  three  square  miles. 

Both  unimproved. 

Township  No.  5,  R.  11 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Six  Powers,  or  More. 

This  town  is  situated  on  the  height  of  land  between  Allaguash 
and  east  and  west  branches  of  Penobscot  river.  Water  drains 
from  the  centre  in  all  directions,  crossing  each  of  its  exterior  lines. 

Thissell  brook  in  the  northeast  corner,  and  a  small  stream  flow- 
ing into  Telos  lake  near  the  center  of  the  town,  are  each  sufficiently 
large  for  common  mill  privileges.  The  latter  stream  has  high 
banks,  is  very  rapid,  and  could  be  used  four  or  five  times  within 
the  distance  of  a  mile  from  the  mouth. 

Telos  brook  in  the  northeast  corner  of  the  town  has  one  good 
power ;  dam  nearly  new,  50  feet  long  and  eight  feet  high.  A  small 
pond  on  one  branch  of  the  stream  above.  Water  very  rapid  below 
the  dam. 

Privileges  unimproved. 

Township  No.  6,  R.  11 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 
Six  Powera. 

First,  Second  and  Third,  the  principal  power  in  this  town  is  at 
Telos  cut.  Dam  125  feet,  head  12  feet.  Length  of  cut  from  Telos 
to  Webster  lake,  about  200  rods,  with  a  fall  of  50  feet.  This 
water  could  be  used  three  or  four  times  over  in  the  length  of  the 
cut  with  a  head  six  or  eight  feet  at  each  dam.  For  reservoirs  see 
last  Table,  page  110. 
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Fourth,  Fifth  and  Sixth,  in  the  southeast  corner  of  the  town. 
Telos  brook  flows  into  Teios  lake.  Has  a  dam  one  mile  from  the 
lake  80  feet  long  and  eight  feet  head ;  brook  very  swift  below  the 
dam.  Has  fall  sufficient  for  two  other  sites  below.  These  powers 
(on  the  brook)  are  small  and  would  fail  in  mid  summer. 

Privileges  not  used. 


Township  No.  1,  R.  11 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Numerous  Powers. 

First,  at  outlet  of  Fourth  lake ;  dam  60  by  12  feet ;  flows  500 
acres. 

Second,  on  a  small  branch  coming  into  north  side  of  Fourth 
lake.  Dam  75  feet  by  10 ;  flows  a  mile  square  of  pond  and  bog ; 
100  rods  of  rapids  from  dam  to  Fourth  lake. 

Third,  Fourth,  Fifth,  etc.,  three  miles  below  Fourth  lake,  a 
chain  of  rapids  and  Mis  capable  of  driving  a  large  amount  of 
machinery. 

Sixth,  at  outlet  of  Snake  pond ;  dam  50  by  7  feet ;  pond  about 
one  mile  square. 

Seventh,  at  foot  of  Big  Leadbetter  pond ;  dam  125  by  10  feet ; 
flows  three-fourths  of  a  square  mile. 

Privileges  not  used. 


Township  No.  8,  R.  11 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Four  Powers, 

First,  on  Smith  brook,  at  foot  of  Pockwockhamock  lake ;  dam 
50  feet  at  bed  of  stream,  and  can  be  carried  to  any  height  by 
extending  length ;  can  flow  lake  three  miles  long  and  one  mile 
wide;  lake  fed  by  springs  from  mountains  and  never  fails  in 
summer. 

Second,  on  north  branch  below  Pillsbury  pond,  dam  125  feet, 
eight  feet  high ;  flows  one  and  a  half  square  miles  of  pond  and  low 
land ;  dam  partially  burnt. 

Third,  about  one  mile  below  the  pond,  a  steep  ledgy  fell, 
channel  narrow  and  banks  high ;  low  flat  land  above  fells ;  a  supe- 
rior natural  power. 
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Fourth,  on  Soper  brook,  old  dam  40  feet,  and  10  feet  head; 
flows  a  large  tract  of  flat  land ;  may  fail  at  low  water. 
One-third  of  town  good  soil.    Timber  abundant. 
Privileges  unused. 


Township  No  4,  B.  12 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Several  Powers. 

This  township  has  two  streams, — Bed  brook  and  Bipogevus 
stream,  each  large  enough  for  common  mill  privileges.  Bed 
brook,  four  miles  from  the  mouth,  has  a  low  flat  space  of  dead 
water  for  reservoir,  and  another  two  miles  higher  where  dams 
have  been  built  for  driving.  At  the  lower  place,  bed  of  stream 
two  rods  wide  and  seven  feet  head. 

Bipogenus  stream  is  about  three  rods  wide,  is  fed  from  numer- 
ous ponds,  has  many  falls  sufficient  for  good  water-power.  The 
principal  site  is  at  the  foot  of  a  long  reach  of  dead  water  with 
rapids  below,  four  or  five  miles  from  the  mouth.  Here  a  dam  with 
10  to  12  feet  head  has  been  built  for  driving  purposes  and  affords 
a  great  supply  of  water. 

A  large  amount  of  timber  in  this  vicinity. 

Privileges  unused. 

Township  No.  5,  B.  12*— Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Four  Powers. 

Three  are  situated  on  Cussabexis  stream. 

First,  in  the  southeast  part  of  the  'town,  improved  for  driving 
purposes ;  dam  100  feet  long,  10  feet  high ;  low  flat  land  half  mile 
above ;  banks  gravelly. 

Second,  in  north  half  of  township,  at  foot  of  a  long  tract  of  dead 
water ;  dam  150  feet  long,  six  feet  high ;  flows  the  stream  from 
two  to  three  miles. 

Third,  at  foot  of  lake ;  dam  76  feet  long  and  six  feet  high ;  will 
flow  one  mile  square. 

Fourth,  on  Duck  pond,  in  southwest  quarter  of  township ;  dam 
built  recently ;  15  feet  long,  eight  high ;  flows  some  two  miles  of 
pond ;  located  in  thick  pine  timber.    Larger  portion  of  soil  poor. 

Privileges  used  only  for  storage. 
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Tonwship  No.  6,  R.  12 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Three  Powers. 

First,  old  dam  on  Doddle  brook,  50  feet  long,  eight  feet  high ; 
flows  400  or  500  acres  low  land ;  stream  not  large. 

Second,  at  outlet  of  Mud  pond,  dam  100  feet  long,  six  feet  high ; 
flows  pond  and  low  land  say  two  square  miles ;  banks  hard  pan. 
Stream  from  Mud  pond  to  Chamberlain  lake  (about  half  a  mile) 
very  rapid. 

Third,  80  rods  below  the  pond,  dam  80  feet  long,  eight  feet  high; 
dam  cut  away.  Water  sufficient  for  the  season.  Township 
heavily  timbered  with  pine,  spruce  and  juniper.     Soil  poor. 

Privileges  used  only  for  storage. 

Township  No.  1,  R.  12 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 
Six  Powers. 

First,  at  outlet  of  Indian  pond,  dam  60  feet  long,  six  feet  high ; 
nearly  decayed;  flowage,  2,000  acres,  mostly  pond.  Pond  lies  on 
the  back  side  of  Chamberlain  farm. 

Second,  on  Little  Leadbetter  brook,  pond  half  mile  by  a  mile  ; 
old  dam  at  outlet,  75  feet  long,  eight  feet  head ;  banks  good.  Half 
a  mile  of  quick  water  between  this  pond  and  Chamberlain  lake. 

Third  and  Fourth,  two  other  dams  formerly  built  on  this  stream, 
50  or  60  rods  apart,  about  the  same  size  as  that  at  the  pond ;  both 
now  decayed.     All  three  sites  good  except  in  drouth  of  summer. 

Fifth  and  Sixth,  on  Big  Leadbetter ;  one  dam  near  the  mouth, 
100  feet  long,  10  feet  high ;  flows  three-quarter  square  mile  of  bog 
land.  Upper  site  near  east  line  of  town,  nearly  but  not  quite  so 
large.  Both  dams  partially  decayed.  Sapling  pine  near  these 
streams,  too  much  to  estimate. 

Unimproved. 

Township  No.  8,  R.  12 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Three  Powers. 

First,  on  Smith  brook,  two  miles  above  the  mouth.  Rapids  80 
rods  long  with  high  banks  and  narrow  channel  at  the  head.  Old 
dam  50  feet  long,  12  feet  high ;  can  be  carried  much  higher ;  flows 
some  three  square  miles  of  low  land.    Water  abundant. 
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Second,  on  Soper  brook,  half  mile  above  month;  fall  six  feet 
over  ledge  bottom;  bed  of  stream  40  feet,  banks  rise  to  any 
height ;  low  meadow  land  for  two  or  three  miles  above  the  falls. 

Third,  at  Soper  pond,  near  east  line  of  town ;  pond  one  mile 
square,  and  has  as  much  more  low  land  around  it  that  could  be 
flowed.     Old  dam  50  feet  long,  10  feet  high  ;  banks  very  high. 

Township  mostly  timber  land. 

Privileges  used  only  for  storage. 


Township  No.  9,  R.  12 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Two  Powers. 

First,  on  South  Twin  stream  at  outlet  of  lake,  and  two  miles 
from  Churchill  lake.  Old  dam  75  feet  long,  eight  feet  head ;  flows 
one  and  one-half  square  miles  of  lake  and  low  land ;  banks  steep 
and  good,  and  water  rapid  below. 

Second,  at  outlet  of  Spider  lake,  which  covers  two  square  miles, 
and  has  two  tributaries  with  small  lakes  at  the  head ;  dam  150 
feet,  five  feet  high ;  water  rapid  to  Churchill  lake. 

Privileges  used  only  for  storage. 

Township  No.  10,  R.  12 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Numerous  Powers. 

The  old  dam  at  foot  of  Churchill  lake,  TOO  feet  long,  21  feet 
high,  flows  20  miles  across  Churchill  and  Eagle  lakes  to  Chamber- 
lain Locks ;  dam  mostly  gone ;  bed  of  river  and  banks  gravelly. 

First,  Second,  Third,  etc.,  "Rapids"  below  this  dam  for  three- 
fourths  of  a  mile,  the  fall  45  feet. 

The  waters  of  these  lakes  are  inexhaustible.  Ten  large  tribu- 
taries empty  into  them,  each  from  10  to  20  miles  in  length,  and 
sufficient  to  drive  any  amount  of  machinery. 

Fifth,  Sixth,  Seventh,  etc.,  Harrow  lake,  in  east  part  of  the 
town,  (some  three  miles  long),  flows  into  AUaguash  river  just 
below  Churchill  dam ;  has  a  good  power  at  foot  of  lake,  and  four 
or  five  others  along  the  stream  below. 

Privileges  unused. 
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Township  No.  5,  R.  13 — Piscataquis  Countt. 
Statement  of  Daniel  Barker,  Esq. 
Three  Powers. 

First,  "Pine  Stream  Rapids,"  on  the  Penobscot  river,  three 
miles  above  Chestmcook  lake,  one  of  the  best  water-powers  in  the 
county ;  fall  12  or  15  feet  in  100  rods ;  bed  and  banks  of  river  solid 
ledge;  channel  200  feet  wide  and  a  wide  basin  above  the  rips 
capable  of  holding  a  very  great  supply  of  water.  The  principal 
power  is  at  the  upper  •  pitch,  as  the  lower  pitch  is  flowed  out  in 
the  spring  by  the  dam  at  foot  of  Chesuncook  lake. 

Second  and  Third,  on  the  Cauquomgomoc  stream,  very  superior 
powers ;  one  a  few  rods  above  the  mouth  of  the  stream,  or  conflu- 
ence with  the  Umbazooksus,  and  the  other  a  mile  or  so  further  up. 

These  two  falls  are  very  much  alike,  each  breaking  over  a 
perpendicular  ledge  10  or  12  feet  high,  where,  by  a  short  dam,  the 
whole  volume  of  the  stream  could  be  controlled  with  ease.  The 
stream  is  fed  by  a  long  chain  of  large  lakes  and  has  a  great  and 
constant  supply  of  water. 

There  is  a  small  settlement  in  this  town  at  the  head  of  Chesun- 
cook lake. 

Privileges  all  unused. 

Township  No.  6,  R.  13 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Six  Powers,  or  More. 

Three  are  situated  on  the  Umbazooksus  stream.  Longley  pond, 
one  mile  by  a  mile  and  a  half,  at  the  head  of  the  stream  has  an  old 
dam  at  the  outlet,  (50  feet  long,  seven  feet  high.  About  a  mile  of 
quick  water  below  this  pond  to  Umbazooksus  lake. 

UmbazooksuB  lake  is  some  three  miles  long ;  shores  at  outlet 
rather  low ;  bed  of  stream  50  feet  wide ;  height  of  banks  five  feet; 
bottom  of  lake  sandy. 

Two  miles  below  the  lake  is  a  little  portage  100  rods  long; 
water  in  the  stream  very  rapid ;  banks  very  steep  and  high,  and 
the  stream  narrow. 

A  long  space  of  dead  water  and  low  land  above  these  rips. 
Should  consider  this  much  the  best  power  in  the  town.  Water 
might  be  used  two  or  three  times  over  in  the  100  rods. 

Chesuncook  lake  flows  to  the  foot  of  these  rapids. 

Privileges  unused. 
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Township  No.  7,  K.  13 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Three  Powers,  or  More. 

The  dams  familiarly  known  as  the  "  Chamberlain  Lake  Locks," 
are  situated  in  the  northeast  quarter  of  this  town,  at  the  outlet  of 
Chamberlain  lake.  Main  dam  400  feet  long,  12  feet  high.  Con- 
trols the  waters  of  Chamberlain  and  Telos  lakes  (flowing  back  20 
miles  to  Telos  cut)  and  all  the  head  waters  of  Allaguash  river. 
The  lock  dam  is  about  50  rods  below  this  at  the  head  of  Eagle  lake. 

Ellis  brook,  taking  rise  in  a  chain  of  ponds  on  No.  7,  R.  14,  and 
running  through  this  town  into  Chamberlain  lake,  has  two  very 
good  powers.  Two  miles  above  the  mouth  a  dam  could  be  built 
at  the  foot  of  a  long  space  of  dead  water  that  would  flow  two  or 
three  square  miles  of  low  bog  land ;  width  of  stream  about  four 
rods  ;  water  very  rapid  below. 

Half  a  mile  from  the  mouth  of  the  stream  is  a  narrow  channel 
with  high  banks  where  the  water  could  be  easily  controlled,  and  a 
good  power  constructed  at  small  cost,  with  abundant  water  for 
the  season. 

This  town  has  a  large  amount  of  spruce,  juniper  and  sapling 
pine. 

Privileges  used  only  for  storage. 


Township  No.  8,  R.  13 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Twelve  Powers,  or  More. 

This  town  embraces  a  series  of  rapids  on  Allaguash  river  above 
Chamberlain  lake. 

First,  "Main  Fall,"  which  breaks  over  a  perpendicular  ledge 
15  feet  high;  small  pond  one-half  mile  square  at  head  of  falls. 
This  is  one  of  the  finest  natural  powers  on  the  river.  All  the 
dam  necessary  is  across  channel  25  feet  wide  through  the  solid 
ledge. 

Second,  just  below  the  ledge,  a  large  basin  with  an  island  in  the 
channel  at  the  foot,  and  a  fall  sufficient  for  another  dam  on  either 
side  the  island.    Width  of  either  channel  not  over  75  feet. 

Third,  Fourth,  and  Fifth,  still  below  this,  three  reefc  of  ledges 
with  falls  from  three  to  seven  feet,  affording  the  whole  power  of 
the  river  by  dams  75  or  100  feet  each. 
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Sixth,  Seventh,  etc.,  main  channel,  below,  very  rapid  to  Cham- 
berlain lake. 

Eighth,  Ninth,  Tenth,  etc.,  Russell  brook,  runs  through  the 
northwest  quarter  of  the  town  into  Eagle  lake ;  is  fed  by  a  chain 
of  ponds  in  adjoining  towns ;  has  a  rapid  current  and  narrow 
ledgy  bed,  and  many  nearly  perpendicular  falls  of  four  or  five  feet. 
As  many  as  five  of  these  falls  could  be  improved,  and  each  com- 
mand the  whole  power  by  a  dam  of  40  feet  length. 

Much  of  the  soil  in  township  is  good  for  farming.  One  large 
farm  on  an  island  in  Eagle  lake,  and  two  on  main  land,  occupied 
for  lumbering  some  years  ago.  Large  amount  of  timber  still  on 
the  town. 

Privileges  all  unimproved. 
% 
Township  No.  9,  R.  13 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 
Numerous  Powers. 

Three  large  streams,  Snare  brook,  Churchill  brook  and  Thorough- 
fare brook,  flow  from  west  to  east  through  this  town  into  the 
lakes.  Dams  on  each  of  these  streams  have  been  constructed  for 
driving  purposes.  Scarce  a  half  mile  on  either  can  be  found  with- 
out sufficient  fall  and  banks  for  a  good  mill  site.  Water  very 
rapid. 

Soil  fair  for  farming  purposes.     Timber  abundant. 

Privileges  used  only  for  storage. 

'Township  No.  10,  R.  13 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Five  Powers,  or  More. 

First,  Second  and  Third,  on  the  outlet  stream  of  a  large  lake  in 
the  center  of  the  town,  said  lake  being  three  miles  long  and  three- 
fourths  mile  wide.  Stream  at  outlet  very  narrow  and  rapid  with 
high  steep  banks.  Dam  50  or  60  feet  length  would  give  any 
amount  of  flowage  for  manufacturing  purposes.  Fall  sufficient  to 
use  the  water  two  or  three  times  over  in  the  first  half  mile. 

Fourth,  Fifth,  etc.,  small  powers  on  Thoroughfare  brook  in 
southwest  corner  of  the  town.  Stream  two  rods  wide,  good  tyuiks, 
and  slack  places  for  flowage,  with  rapids  below. 

Soil  mostly  poor!    Large  amount  of  spruce  and  pine. 

Privileges  unused. 
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Township  No.  8,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

Three  Powers,  or  More. 

On  Moose-horn  stream  on  the  east  side  of  Penobscot  river; 
stream  of  small  capacity,  not  over  two  rods  wide,  with  no  great 
fall.  Some  small  sites  sufficient  to  drive  a  common  saw  mill  might 
be  improved  at  no  great  cost. 

Lobster  stream  and  the  west  branch  of  Penobscot  are  both  dead 
and  sluggish  through  the  entire  town. 

Unimproved. 

Township  No.  4,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Several  Powers. 

This  town  is  traversed  from  south  to  north  by  the  main  west 
branch  of  Penobscot.  The  general  widtji  of  the  river  is  some  20 
rods.     Current  quick  but  not  much  broken. 

First,  at  Big  island  (an  island  dividing  the  channel  into  two 
nearly  equal  parts)  the  current  is  exceedingly  rapid,  and  the 
banks,  both  upon  the  island  and  main  land,  are  high  and  bold. 
Here  either  or  both  channels  could  be  easily  improved  and  any 
amount  of  power  secured  for  driving  the  heaviest  kinds  of  ma- 
chinery. 

Second,  Third,  Fourth,  etc.,  many  other  sites  might  easily  be 
improved  within  the  length  of  the  town  and  the  whole  river  con- 
trolled. 

Sixth,  two  miles  above  the  island,  the  Ragmuff  stream  joins  the 
the  main  river.  Twenty  rods  from  the  mouth  the  stream  breaks 
over  a  perpendicular  ledge  of  six  or  seven  feet  through  a  channel 
of  20  feet  width ;  banks  exceedingly  high.  A  long  reach  of  slack 
water  above  the  fall  convenient  for  holding  large  reserve.  This 
is  a  very  extra  power  with  abundance  of  water  for  common  mill 
machinery. 

Privileges  unused. 

Township  No.  5,  R.  14 — Piscataquis  County. 

Statement  of  Daniel  Barker,  Esq. 

The  only  streams  on  this  town  are  Big  Scott  brook,  emptying 

into  Cauquomgomoc,  and  Ragmuff,  emptying  fcnto  *the  Penobscot. 

Neither  is  very  large,  or  has  reservoirs  for  holding  surplus  water 
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to  any  great  extent.  Beds  of  streams  about  40  feet  wide.  Dams 
of  seven  or  eight  feet  height  have  been  built  on  each  with  flowage 
sufficient  for  spring  driving.  Such  streams  fail  early  in  a  diy 
season. 

Township  No.  6,  B.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Numerous  Powers. 

A  stretch  of  two  miles  or  more  of  very  rapid  water  on  the 
stream  of  Cauquomgomoc  lake,  with  fall  sufficient  for  a  head  every 
60  or  70  rods.  Stream  eight  or  ten  rods  wide  with  a  large  flow  of 
water.  The  banks  at  the  lake  are  too  low  to  obtain  a  great  head, 
but  at  slight  expense  the  channel  could  be  lowered  and  the  lake 
be  drained  many  feet  below  its  natural  level. 

Loon  stream  and  Little  and  Big  Scott  brooks  afford  powers  to 
considerable  extent.  Dams  have  heretofore  been  erected  on  these 
for  driving. 

Privileges  unused. 

Township  No.  7,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Numerous  Powers. 

First,  a  small  power  in  east  part  of  the  town,  at  outlet  of  lower 
pond  on  Ellis  brook. 

Second,  at  outlet  of  Shallow  lake,  two  square  miles,  that  can 
be  controlled  by  a  short  dam  at  trifling  cost. 

Third,  at  outlet  of  Daggett  pond,  about  the  same  as  above. 

Fourth,  at  foot  of  Lower  pond ;  this  pond  is  fed  by  ,both  branches 
and  affords  a  large  supply  of  water. 

The  streams  from  these  ponds  are  rough  and  rapid,  and  have  a 
great  number  of  &ood  powers.     In  many  places  the  water  could 
be  used  over  five  or  six  times  in  half  a  mile  distance.    All  kinds 
of  timber  abundant.     Soil  poor. 
v  Privileges  unused. 

Township  No.  8,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
Two  Powers,  or  More. 

This  township  cdhtains  the  larger  portion  of  Allaguash  lake, 
covering  nearly  one-quarter  of  the  town.    At  the  outlet  of  this 
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lake  the  bank  on  the  south  'side  is  a  high  steep  ledge,  and  on 
the  north  side  a  low  sea  wall,  only  six  or  seven  feet  above  the 
lake,  for  a  long  distance.  A  dam  was  formerly  built  here,  but  the 
water  brojte  through  the  wall  at  the  end  and  carried  away  one 
wing,  widening  the  channel  to  nearly  twice  its  former  breadth.  A 
few  rods  below  the  lake  the  stream  becomes  narrow  and  the  banks 
sufficiently  high  for  a  head  to  overflow  the  present  dam.  This 
would  require  a  dam  75  feet  long  and  12  high. 

Another  good  power  is  at  the  northeast  corner  of  the  town,  on 
Russell  brook ;  bed  of  stream  25  feet,  through  ledge ;  banks  high 
and  current  rapid  below ;.  numerous  ponds  above  to  supply  a  heatf. 

Privileges  unused. 

Township  No.  0,  B.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 

The  only  powers  in  this  town  are  on  Russell  brook,  a  small  stream 
taking  its  rise  from  various  little  ponds.  Lumber  has  been  driven 
from  three  of  these  ponds,  and  dams  constructed  at  their  outlets. 
These  powers  are  each  small  but  would  afford  sufficient  water  for 
driving  common  mill  machinery  through  the  spring  and  autumn. 

No  timber  has  ever  been  cut  on  the  town  except  the  large  pine. 
The  balance  still  remains  in  its  natural  state. 

Township  No.  10,  R.  14 — Piscataquis  County. 
Statement  of  Daniel  Barker,  Esq. 
There  is  no  stream  sufficiently  large  for  water-power,  except 
Thoroughfare  brook,  and  this  would  serve  only  during  the  wetter 
part  of  the  season. 

Township  No.  2,  R.  2 — Somerset  County. 

Statement  of  E.  W.  Parlin,  Esq. 
Two  Powers, 

First,  on  the  Sandy  stream,  below  the  inlet  of  the  Rowe  pond,, 
a  fall  of  30  feet  can  be  had ;  dam. 

Second,  a  mile  below,  a  fall  of  50  feet  can  be  had.  Ledge 
bottom,  good  banks,  good  sites  in  all  respects.  Very  large  supply 
of  water  can  be. had  by  use  of  various  ponds  above,  on  the 
branches. 

Unimproved. 
80 
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Township  No.  1,  K.  3 — Somerset  County. 
Statement  of  Joseph  Clark,  Esq.,  of  Oarratunk. 

Several  Powers. 

On  the  outlet  of  Pierce  pond.  Stream  violently  rapid,  capable 
of  improvement  at  variouB  points.  Pond  is  a  very  large  reservoir, 
3.50  square  miles,  and  can  be  raised  10  feet. 

Several  privileges  on  the  outlet  of  the  lower  Carrying-place 
pond,  stream  is  swift,  good  banks;  pond  can  be  made  a  good 
reservoir. 

Unimproved. 

Township  No.  3,  R.  4 — Somerset  County. 

[North  of  Dead  River  plantation.] 
Statement  of  J.  M.  Haynes,  Esq.,  of  Augusta. 
Two  Powers. 

First,  "Grand  Falls,"  on  the  Dead  river,  in  the  northeast  cor- 
ner of  the  township,  40  feet  fall,  nearly  perpendicular ;  an  excel- 
lent power,  capable  of  great  development.  The  dam  one-half  mile 
above  flows  the  river  six  miles  to  Long  Falls. 

Second,  "Long  Falls,"  one  mile  long,  two  pitches,  15  feet  each, 
good  bottom,  banks,  excellent  site  for  mills,  and  a  flowage  of  10 
miles  above  on  the  river.  Great  supply  of  water  can  be  had  at 
all  seasons. 

Both  unimproved. 

Township  No.  4,  R.  4 — Somerset  County. 
[West  of  Hammond.] 

Several  Powers. 

At  the  mouth  and  on  the  outlet  stream  of  Penobscot  lake,  a 
series  of  rapids  and  pitches ;  total  fall  —  feet.  Stream  narrow, 
excellent  chance  for  dam  at  the  outlet.  Area  of  pond  two  and  a 
half  square  miles.    Abundant  and  excellent  spruce  forest. 

All  unimproved. 

Township  No.  1,  R.  6 — Somerset  County. 
Statement  of  Joseph  Clark,  Esq.,  of  Carratunk. 
Several  Powers. 

Several  privileges  on  the  Cold  stream,  the  outlet  of  the  pond  of 
the  same  name.  Pond  covers  1.25  square  miles  and  can  be  raised 
12  feet. 
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Two  or  three  privileges  on  Salmon  stream.  Formerly  a  mill  on 
one;  there  is  a  dam  giving  14  feet  head,  used  for  log-driving. 
No  ponds,  but  large  flowage. 

Privileges  not  used. 

Township  No.  1,  R.  5 — Somerset  County. 

Statement  of  Joseph  Clark,  Esq. 

[See  also  "  Townships  No*.  1  and  1,  R.  6— Somerset  County."] 

Eight  Powers,  or  More. 

First,  10  rods  below  the  outlet  of  dam  of  Moxie  lake,  16  feet 
fall,  ledge  bottom  and  banks,  lay  of  the  land  excellent.  JJnimproved. 

Second,  two  miles  below,  a  dam  flowing  the  river  back  one  and 
a  half  miles-  six  feet,  ledge  bottom  and  banks,  favorable  location 
for  mills.    Ten  feet  head  may  be  had. 

Third,  three-fourths  of  a  mile  below,  "  Rankin's  Falls,"  30  feet 
fall  in  six  rods,  and  rapid  slope  for  half  a  mile  below.  Good  bottom 
and  banks. 

Fourth,  a  fall  of  15  feet  perpendicular;  excellent  privilege  in 
all  respects. 

Fifth,  60  rods  below,  the  "  Moxie  Falls,"  95  feet  fall  perpen- 
dicular. 

Moxie  pond,  the  feeder  of  the  above  privileges,  covers  seven 
square  miles,  and  is  fed  by  other  ponds  and  several  important 
streams.  A  head  of  six  feet  is  commanded  on  the  pond,  consti- 
tuting a  reservoir  of  very  large  capacity.  Water  under  perfect 
control ;  freshets  unknown ;  water  abundant  at  all  seasons. 

Sixth,  Seventh,  etc.,  on  Black  stream,  good  privileges,  easily 
improved,  ponds  above  cover  nearly  two  square  miles,  and  are 
used  for  reservoirs.  A  bog  above  the  upper  pond,  has  had  12  feet 
of  water  held  on  it,  covering  half  a  square  mile.  A  large  amount 
of  fall  from  the  ponds  to  the  Kennebec  river.  Timber  in  large 
quantities. 

Privileges  not  used. 

Townships  Nos.  1  and  1,  R.  5 — Somerset  County. 
Statement  of  J.  M.  Hdynes,  Esq.,  of  Augusta. 
Two  Powers,  and  More. 

First,  "  Moxie  Rips,"  on  the  Kennebec  river,  three  miles  above 
the  Forks,  15  feet  fall  in  20  rods;  excellent  site  for  dam  and  means 
of  access ;  dam  would  be  eight  rods  long. 
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Second,  above,  seven  miles  from  the  Forks,  at  the  confluence  of 
the  Kennebec  and  the  Black  brook,  the  "  Black  Brook  Rips,"  20 
feet  fall  in  30  rods ;  excellent  situation  for  development. 

Two  miles  above  these  rips  commence  the  "  Rapids/'  extending 
nine  miles,  and  in  the  whole  distance  the  river  is  a  violent  torrent, 
foaming  and  boiling ;  the  foil  is  judged  not  less  than  300  feet  in 
the  distance.  About  half  the  fall  is  between  the  two  townships 
now  under  consideration.  The  shores  are  bold,  in  part  precipitous 
and  rising  to  the  height  of  100  feet  on  either  side.  Dams  could  be 
built  at  any  point,  and  at  several  points  roads  can  be  constructed 
and  mills  located. 

None  improved. 

Township  No.  2,  R.  6 — Somerset  County. 
Statement  of  Eeman  Whipple,  Esq,,  of  Solon. 
Numerous  Powers. 

First,  on  Enchanted  stream,  three-fourths  mile  from  south  line, 
an  admirable  site,  10  feet  fall,  flowage  above. 

Second,  three-fourths  mile  above,  fall  at  foot  of  pond  12  feet, 
large  flowage  on  pond. 

Third,  one  mile  above,  fall  of  eight  feet ;  large  tract  of  flowage 
above. 

Fourth,  above,  near  north  line  of  town,  fall  of  15  feet,  large 
pond  above  which  can  be  flowed  to  any  extent.  The  fall  on  the 
Enchanted  stream  is  100  feet  or  more. 

Numerous  privileges  on  the  Stony  brook ;  total  fall  150  feet  or 
more ;  six  or  more  ponds  all  of  which  can  be  flowed ;  three  or  four 
already  flowed. 

All  unimproved. 

Township  No.  4,  R.  5 — Somerset  County. 
Statement  of  Ex- Governor  Ooburn. 
Dam  flows  the  Spencer  stream  back  three  miles,  head  eight  to 
ten  feet.     Quite  large  ponds  above,  which  are  or  can  be  flowed. 

Townbhip  No.  2,  R.  6 — Somerset  County. 
Statement  of  Eeman  Whipple,  Esq. 
Several  Powers. 

On  the  Cold  Stream;  numerous  reservoirs  above;  several 
already  dammed ;  large  supply  of  water ;  good  sites. 
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Several  privileges  on  Salmon  stream ;  dam  on  one,  formerly 
a  mill  on  one ;  two  or  three  ponds  for  resesvoira. 
Privileges  not  used. 

Township  No.  3,  R.  6 — Somerset  County. 
Statement  of  Heman  Whipple,  Esq. 
Three  Powers,  or  More. 

One  or  two  on  Horse  brook,  fed  by  a  pond  covering  three- 
fourths  of  a  square  mile ;  can  be  dammed. 

One  good  site  on  the  outlet  of  Bitter  brook  pond  ;  pond  covers 
three-fourths  square  mile,  and  can  be  flowed. 
Not  improved. 

Township  No.  4,  R.  6 — Somerset  County. 
Statement  of  Heman  Whipple,  Esq. 
One  Power. 

JLt  the  foot  of  the  Great  Spencer  pond,  a  fall  of  20  feet  can  be 
had.  Ledge  bottom,  admirable  chance  for  a  dam ;  banks  favor- 
able, level,  and  of  just  the  right  height  for  improvement.  The 
dam  would  flow  the  pond  12  feet  for  several  square  miles.  Pond 
is  fed  by  other  ponds  and  large  tract  of  country. 
Not  used. 

Township  No.  1,  R.  ? — Somerset  County. 
Statement  of  Heman  Whipple,  Esq. 

[See  also  "  Townships  No.  2,  PisoMaqnis  County,  and  No.  1,  B.  7,  Somerset  County."] 

One  Power. 

On  Western  outlet,  at  the  foot  of  a  pond,  eight  feet  fall.  Pond 
can  be  flowed.  * 

Not  used** 

Township  No.  2,  R.  ? — Somerset  County. 
Statement  of  Heman  Whipple,  Esq. 

One  Power. 

On  Misery  stream,  just  below  the  outlet  of  the  pond,  eight  feet 
fall ;  dam  can  be  raised  to  any  height. 

Misery  pond  covers  about  two  square  miles,  and  is  flowed  two 
feet ;  can  be  raised  more. 

Not  used. 
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Township  No.  4,  R.  7 — Somerset  County. 
From  the  Statement  of  Hon.  Abner  Coburn. 

One  Power. 

'      "  Attean  Falls,"  at  the  head  of  Attean  pond,  15  feet  descent, 
and  swift  water  below ;  a  long  range  of  sluggish  water  above, 
serving  as  a  reservoir. 
Not  used. 

Township  No.  1 — Washington  County. 

[South  of  Vanoeboro'.] 

Statement  of  Peol  Tomah,  of  Indian  Township. 

Two  Powers. 

On  the  outlet  stream  of  Lambert's  lake,  which  falls  20  feet  from 
lake  to  river.  Lake  covers  two  square  miles,  and  is  dammed  four 
feet. 

Not  used. 

Township  No.  5 — Washington  County. 

[Sjsledobsis  lake  township.] 

Statement  of  Peol  Tomah,  of  Indian  Township. 
Several  Powers. 

Situated  in  part  t>n  the  outlet  stream  of  the  Chain  lakqp.  The 
total  fall  from  the  Upper  Chain  lake  to  Sysledobsis  is  30  feet. 

There  is  a  fall  of  15  feet  from  Sysledobsis  to  Pocumpus  lake. 

Unimproved. 

Township  No.  6 — Washington  County. 

[West  of  T&lmadge.] 

Statement  of  Peol  Tomah. 
Three  Powers. 

The  Pleasant  lake  stream  falls  40  feet  to  Scraggy  lake,  and  has 
three  dams  upon  it.  Lake  covers  two  square  miles,  and  is  dammed 
four  feet ;  can  be  raised  more  with  some  no  wage. 

Used  only  for  flowage. 

Township  No.  6 — Washington  County. 

[Grand  lake  township.] 

Statement  of  Peol  Tomah. 
Several  Powers. 

The  outlet  stream  of  Ox  brook  pond  falls  from  50  to  100  feet  to 
the  lake,  and  affords  several  good  sites  for  dams.  The  pond  cov- 
ers one  to  two  square  miles,  and  is  dammed  three  feet. 
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The  outlet  stream  of  Wawbawsoos  or  Machias  lake  falls  40  feet 
from  lake  to  lake.  There  is  one  dam  at  the  outlet,  which  raises 
the  lake  three  feet.  A  second  dam  about  half  a  mile  below.  The 
lake  covers  about  two  square  miles. 

Used  only  for  flowage. 


Township  No.  9 — Washington  Countt. 

[Eaat  of  Danforth.]       • 

From  the  Returns  of  Calais. 
Several  Powers. 

The  Chiputneticook  Grand  Lake  stream,  connecting  Chiputneti- 
cook Grand  lake  with  Chiputneticook  lake,  is  about  three  miles 
long.  It  has  in  that  distance  a  fall  of  60  feet.  At  the  outlet  of 
Grand  lake  there  is  a  great  dam,  upon  which  a  large  tannery  was 
built  about  three  years  ago,  and  about  which  quite  a  large  settle- 
ment has  clustered.  There  are  undoubtedly  several  sites  on  this 
stream  susceptible  of  improvement  and  use  for  power  purposes. 

A  storage  of  four  feet  on  the  lakes  above  would  yield  on  the 
whole  fall  of  60  feet,  for  10  hours  a  day,  312  days  a  year,  a  gross 
power  of  1,800  horse  or  70,000  spindles. 

Township  No.  14 — Washington  County. 

[West  of  Dennyayille.] 
Statement  of  T.   W.  Allan,  Esq.,  of  Dennysville. 
Three  Powers. 

First,  "  Long  Rips,"  on  Cathance  river,  one-half  mile  above  the 
south  line  of  the  township,  one  mile  long ;  fall,  estimated  at  15 
feet;  chance  for  a  dam,  at  the  head  10  feet  high;  no  improve- 
ments ;  dam  would  make  large  pond,  two  miles  long. 

Second,  three  and  a  half  miles  above,  "  Upper  Rips,"  100  rods 
long,  eight  feet  fall,  not  including  the  dam  at  the  outlet  of  the 
lake. 

Third,  "Outlet  Dam,"  six  and  a  half  feet  head  on  the  lake, 
4,000  or  5,000  acres. 

The  storage  of  Cathance  lake  will  yield  on  these  falls  together, 
for  the  working  hours  of  the  year,  a  gross  power  of  300  horse,  or 
12,000  spindles.     This  is  the  storage  alone. 
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Township  No.  18 — Washington  County. 

[North  of  BMtMaehiM.] 
Statement  of  N.  W.  Foster,  Esq.,  of  East  Machias. 

Several  Powers. 

A  number  of  good  mill  sites  on  the  East  Machias  river,  situated 
in  a  stretch  of  rips  extending  two  and  a  half  miles  below  Second 
lake.    Formerly  mills  upon  them. 

"Munson  Rips/'  on  the  East  Machias  river,  a  mile  above 
Second  lake,  six  feet  fall,  a  dam  at  the  head  giving  seven  feet 
flowage  over  Round  and  Rocky  lakes,  total  head  and  fall  13  feet. 
A  most  excellent  power. 

The  water-power  and  the  township  are  owned  by  S.  W.  Pope  & 
Co.,  of  East  Machias. 

Privileges  used  only  for  flowage. 

Township  No.  19 — Washington  County. 

[South  of  Crawford.] 
Statement*  of  F.  Loring  Talbot  and  N.  W.  Foster,  Esqs.,  of  Bast 

Machias. 
Seven  Powers,  or  More. 

First  and  Second,  on  the  outlet  stream  of  Spectacle  lakes.  Not 
used. 

Third,  at  the  outlet  of  Long  lake,  a  dam  six  feet  high.  Lake 
covers  1.25  square  miles.  Fed  by  ponds  above  that  are  also 
dammed. 

Fourth,  the  "  Great  Meadow  Rips,"  on  the  East  Machias  river, 
fall  30  feet,  very  extensive  artificial  flowage  over  adjacent 
meadows.    Not  used. 

Fifth,  about  a  mile  below  the  outlet  of  Love  lake,  six  feet  fall 
can  be  had.    Unimproved. 

Sixth,  one  mile  below,  a  fall  of  six  feet ;  formerly  a  shingle  mill ; 
unimproved. 

Love  lake  covers  1.75  square  miles  and  is  flowed  five  or  six  feet; 
it  is  fed  by  Barrows'  lake  which  can  be  flowed  several  feet.  Large 
supply  of  water. 

Power  and  township  owned  by  C.  Burrell,  Esq.,  of  East  Machias. 
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Township  No.  21 — Washington  County. 

Statement  of  F.  Loving  Talbot,  Esq.,  of  East  Machias. 

Two  Powers. 
A  dam  on  Allen's  stream. 

On  Huntley  brook  a  dam,  five  to  seven  feet,  flows  a  large  tract. 
Used  only  for  log^driving. 

Township  No.  24 — Washington  County. 
Statement  of  J.  K.  Ames,  Esq.,  of  Machias. 
One  Power. 

On  the  Mopang  stream,  near  the  line  of  No.  25,  "Six  Mile 
Dam/'  about  six  feet  head,  flows  back  two  miles ;  stream  narrow. 
Used  only  for  log-driving. 

Township  No.  27 — Washington  County. 
Statement  of  Peol  Tomah. 
[See  also  "  Hinkley  Towmhip  and  Townghip  No.  27— Washington  County."] 
8everal  Powers. 

The  outlet  stream  of  Clifford  lakes  falls  40  feet  to  Big  lake,  and 
has  several  good  mill  sites.  The  lakes  cover  two  square  miles  and 
are  dammed  five  feet. 

Also  on  'Little  river  a  dam  six  feet  high,  used  for  log-driving. 
Stream  fed  by  a  pond  covering  three-fourths  of  a  mile,  and 
dammed  three  feet. 
Privileges  used  only  for  log-driving. 

Township  No.  30 — Washington  County. 
Statement  of  J.  K.  Ames,  Esq.,  of  Machias. 
Six  Powers* 

First,  "Robinson  Dam,"  a  mile  and  a  half  below  the  first, 
Mopang  lake ;  flows  the  lake. 

Second,  "  Gravel  Dam/'  at  outlet  of  second  Mopang  lake,  seven 
feet  head  on  the  pond.  High  land  all  about ;  can  raise  the  pond 
indefinitely. 

Third,  Fourth,  Fifth  and  Sixth,  on  Crooked  river,  seven  feet  on 
the  lower,  the  "Robinson  Dam,"  six  feet  on  "Fletcher  Dam," 
above,  six  feet  on  "  Pope  Dam/'  above,  and  seven  feet  on  "  Elwell 
Dam."  ' 
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Township  No.  36 — Washington  County. 
Statement  of  J.  K.  Ames,  Esq.,  of  Machias. 

Several  Powers. 

On  the  west  branch  of  the  West  Machias  river ;  stream  is  rapid, 
rocky,  and  narrow;  several  sites  for  dams.  One  dam  already 
built. 

Township  No.  41 — Washington  County. 
Statement  of  J.  H.  Ames,  Esq.,  of  Machias. 
Two  Powers. 

First,  "Knight  Dam,"  two  and  a  half  miles  below  Fifth  lake. 
Six  feet  head. 

Second,  about  half  a  mile  below  Fifth  lake.    "  Fifth  Lake  Dam  " 
flows  the  lake  seven  feet. 
Used  only  for  log-driving. 

Township  No.  43 — Washington  County. 

Statement  of  Peol  Tomah. 
One  Power. 

On  Little  river,  north  branch,  half  a  mile  below  the  lake,  a  dam 
four  feet  high.  Pond  covers  nearly  a  mile  square,  and  is  dammed 
three  feet. 

'Tbemont — Hancock  County. 
From  Selectmen's  Returns. 
Ten  Powers,  and  More. 

First  and  Second,  on  "  Heath's  Stream,"  the  outlet  of  Seal 
Cove  pond,  and  emptying  into  Seal  Cove,  a  convenient  and  safe 
harbor.  Upon  one  a  saw  mill ;  upon  the  other  a  grist  mill.  The 
productions  of  these  mills  can  be  shipped  without  the  expense 
and  inconvenience  of  trucking.  Annual  lumber  produced  about 
250,000 ;  several  hundred  thousand  staves ;  with  proper  machinery 
much  more  could  be  done.  Total  fall,  40  feet  in  one-fourth  of  a 
mile ;  two  dams ;  mills  work  about  three-fourths  of  the  year,  but 
with  proper  improvements  could  be  run  the  whole  season.  Heath's 
stream  connected  with  two  ponds.  Formerly  a  carding  and  full- 
ing will  on  this  stream,  working  successfully,  but  was  worn  out 
and  suffered  to  go  to  ruin  by  the  owner. 

Third,  Fourth,  etc.,  on  Heath's  stream,  never  been  improved. 
The  water  could  be  carried  along  the  banks  in  flumes  with  but 
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little  expense ;  stream  is  narrow  and  runs  oyer  a  rocky  bed  and 
between  ledgy  banks ;  the  eastern  bank  is  very  high,  while  the 
western  is  not  too  high  for  the  convenient  erection  of  mills ;  it  is 
but  little  affected  by  freshets,  never  enough  to  cause  damage  to 
dams  or  mills.  All  along  the  eastern  shore  of  the  ponds  and  on 
the  slopes  of  the  mountains  near  the  ponds  are  forests  of  spruce, 
fir  and  pine. 

Fifth,  Sixth,  etc.,  on  Bass  Harbor  stream;  shingle  mill,  six 
months.  The  stream  five  miles  in  length,  and  has  a  fall  in  the 
whole  distance  of  about  60  feet.  There  are  several  points  in  its 
course  at  which  improvements  could  be  made  so  as  to  run  success- 
fully machinery  for  the  manufacture  of  small  lumber. 

Seventh,  Eighth,  etc.,  on  large  brooks,  with  sufficient  power  to 
manufacture  shingles,  laths,  clapboards,  staves,  &c. 

Ninth,  Tenth,  etc.,  tide  privileges,  none  of  which  are  improved. 

Trenton — Hancock  County. 

Selectmen's  Statement. 
One  Power. 

A  tide-mill  that  does  some  business  at  sawing  boards,  staves,  and 
herring  boxes. 

There  is  no  fresh  water-power  in  town  of  sufficient  volume  to 
warrant  the  construction  of  dams. 


Trescott — Washington  County. 
Three  Powers.  . 

First,  on  Moose  cove,  a  tide  power,  a  saw  mill. 

Second,  on  Wiggin's  stream,  a  saw  mill. 

Third,  on  a  stream  tributary  to  the  south  branch  of  Cobscook 
bay,  a  saw  mill. 

Troy — Waldo  County. 

From  Selectmen's  Statement. 
Ten  Powers. 

First,  at  the  foot  of  Carlton  bog,  which  contains  about  1/000 
acres  and  has  five  important  tributary  streams,  "  Carlton  Mills  *," 
saw,  shingle,  clapboard,  and  grist  mills ;  300,000  of  lumber,  shin- 
gles 350,000,  clapboards  30,000;  grist  mill  1,600  bushels;  head 
and  fall  13  feet.  With  a  tight  dam  four  times  the  present  business 
might  be  done.    With  small  expense  there  might  be  an  upper  dam 
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built  to  raise  the  head  four  feet  and  flow  from  2,000  to  3,000  acres, 
making  power  for  any  business. 

Second,  40  rods  below,  site  for  another  dam,  nine  feet  head, 
with  good  location  for  mills,  and  easy  of  access ;  hard  bottom  and 
sides ;  rocks  plenty. 

Third,  one  mile  below,  falls  60  or  70  rods  long. 

Fourth,  "  Myrick  Palls,"  in  southwesterly  part  of  the  town ; 
saw  mill,  150,000  board  measure ;  head  and  fall,  12  feet ;  water 
sufficient  for  nine  months ;  good  farming  lands  up  to  the  edge  of 
the  pond ;  hard  bottom. 

Fifth,  20  rods  below,  shingle  machine,  800,000  per  year ;  could 
run  three-fourths  of  the  year ;  more  machinery  could  be  run. 

Sixth,  below.    Not  used. 

Seventh,  on  Martin  stream ;  saw  mill,  150,000  board  measure ; 
shingle  mill,  150,000  per  year ;  might  do  a  great  deal  more ;  could 
run  nine  months  in  the  year. 

,    Eighth,  below,  quite  as  good,  hard  bottom ;  land  around  good  for 
farming. 

Ninth,  clover  mill,  on  Shaw  brook,  10  or  12  tons  of  seed  per 
year;  runs  about  six  months ;  head  and  fall  11  feet;  could  do  a 
great  deal  more  by  building  dams ;  good  farming  land  all  about ; 
banks  of  pond  and  stream  hard ;  plenty  of  stone. 

Tenth,  half  a  mile  below,  shingle  machine,  200,000  per  year ; 
could  run  eight  months ;  bottom  hard ;  good  fanning  land.  Con- 
siderable timber  left. 


Turner — Androscoggin  County. 
From  Selectmen's  Returns, 

[See  alio  "  Greene  and  Turner,"  and  **  Leeds  and  Turner.*] 
Six  Powers. 

First,  on  the  Martin  stream,  at  the  outlet  of  Bear  pond,  saw 
mill,  can  cut  600,000  feet  annually ;  fall  10  feet. 

Second,  at  North  Turner  village,  three-fourths  of  a  mile  below, 
lumber,  grist  and  carding  mills ;  also  carriage  factory.  Could  cut 
1,000,000  feet  annually ;  fall  10  feet. 

Third,  "  Chase's  Mills/'  saw  and  shingle  mill,  and  hub  and  bowl 
factory. 

Fourth,  at  Turner  village,  on  the  Twenty-mile  river,  a  woollen 
factory,  grist  mill,  lumber  mill  and  carriage  factory.  Fall  about 
12  feet ;  all  the  mills  doing  a  large  amount  of  business. 
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Fifth,  at  Bradford  village,  on  the  same  river,  unimproved ;  fall 
12  feet;  if  properly  improved  would  do  a  large  amount  of 
business. 

Sixth,  at  the  mouth  of  the  Twenty-mile  river;  fall  11  feet;  saw 
and  grist  mill ;  power  enough  to  do  a  large  business. 

Plenty  of  good  clay  for  brick. 


Union — Knox  County. 

From  the  Statement,  and  a  Plan  of  the  Water-Pouter,  furnished  by 

WitKam  Gleason,  Esq.,  Surveyor. 

[See  Blao  "  Union  mad  Washington."] 

Kfteen  Powers. 

Four  on  Crawford's  river,  the  outlet  of  Crawford's  pond  and 
tributary  to  Seven  Tree  pond.  The  distance  from  pond  to  pond  is 
152  rods,  and  the  declivity  or  fall  73  feet  seven  and  one-half 
inches. 

First,  nearest  the  outlet;  fall  12  feet;  cabinet  shop,  $5,000 
annual  product. 

Second,  stave  mill,  eight  feet  fall.  • 

Third,  18  feet  fall,  foundry,  saw  mill,  shovel  factory,  axe  fac- 
tory;  product,  first,  $3,000,  second,  $175. 

Fourth,  machine  shop,  10  feet  fall ;  25  feet  11  inches  not  occu- 
pied. 

The  ponds  which  find  their  outlet  at  this  place  are  judged  to 
cover  an  area  of  more  than  2,000  acres,  none  of  which  have  any 
artificial  works  for  reservoiring  water  except  Fisk  and  Lermonds, 
and  these  are  used  as  mill  sites  rather  than  reservoirs.  The 
privileges  on  Crawford's  river  are  not  subject  to  sudden  rise  of 
water,  and  are  among  the  best  in  this  section  to  hold  out  in  the 
dry  season  of  the  year.  The  outlet  of  Crawford's  pond  is  only 
about  40  feet  wide,  and  a  dam  could  be  easily  constructed;  costing 
but  little,  and  the  flowage  of  meadow  would  not  exceed  75  acres. 
The  privileges  Three  and  Four  have  rock  banks  and  bottom.  A 
section  of  the  stream  was  taken  19  feet  nine  inches  long  and  20 
feet  wide,  depth  in  the  middle,  20  inches,  and  sides  12J  inches, 
and  the  velocity  was  found  to  be  six  seconds  in  the  distance, 
(19  feet  9  inches.)  The  above  described  power  is  situated  in 
South  Union,  and  is  known  as  the  South  Union  water-power. 

The  next  two  powers  are  situated  on  the  St.  George  river,  below 
Senebec  and  above  Round  pond.    The  declivity  from  Senebec 
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pond  to  the  falls  at  Bachelder  mills,  measured  to  the  bed  of  the 
river,  near  to,  and  on  the  west  side  of  the  flume  at  the  grist  mill, 
is  49  feet  11 J  inches.  A  section  of  the  river  was  taken  14  rods 
and  10  links  long,  and  5  rods  12  J  links  wide,  average  velocity  of 
current  3  minutes  and  23|  seconds ;  depth,  two  feet  in  centre. 
The  distance  from  the  pond  to  the  falls  named  above  is  514  rods. 

Fifth,  at  the  outlet  of  Senebec  pond;  saw,  grist,  stave  and 
shingle  mill,  and  carriage  factory,  all  of  which  produce  $1,700 
annually. 

Sixth,  below;  a  tannery,  $5,000;  carriage  factory,  $5,000; 
Messrs.  Simmons,  Wingate  &  Go.'s  carriage  factory  produces 
$20,000 ;  a  saw  mill  and  grist  mill,  which  produce  annually  $860. 

The  natural  reservoirs  of  these  privileges  are  Senebec  pond  in 
Union  and  Appleton,  Quantabacook  pond  in  Searsmont,  Stevens' 
and  George's  ponds  in  Liberty,  which  have  an  area  of  more  than 
1,500  acres,  none  of  which  are  used  exclusively  as  reservoirs.  The 
mills  on  Nos.  Five  and  Six  are  run  most  of  the  season,  and  they 
are  enabled  to  grind,  even  in  the  driest  seasons,  some  portions  of 
every  day;  and,  if  the  ponds  above  referred  to  were  flowed,  the 
power  might  be  quadrupled. 

The  next  four  powers  are  situated  on  Easton  stream,  the  outlet 
of  Lermond's  pond,  and  tributary  of  Crawford's  pond.  The 
declivity  was  found  to  be  158  feet,  and  the  distance  583  rods.  The 
amount  of  the  water  judged  to  be  about  three-eighths  as  much  as 
is  vented  by  Crawford's  river. 

Seventh,  at  the  outlet ;  saw  and  stave  mill ;  $515  annually. 

Eighth,  grist  mill  and  stave  mill ;  $700  annually ;  also  cabinet 
factory. 

Ninth,  stave  mill  and  threshing  machine. 

Tenth,  saw  mill,  $200  annually.  The  fall  improved  on  No. 
Seven,  is  9  feet ;  on  No.  Eight,  is  16  feet ;  on  No.  Nine,  is  8  feet ; 
and  on  No.  Ten,  is  10  feet;  leaving  on  Eastern  stream  115  feet 
unoccupied.    This  location  is  known  as  East  Union. 

Eleventh,  on  Pettengill  stream ;  the  total  descent  from  the  dam, 
at  the  foot  of  the  meadows  to  the  meadows  below,  is  62  feet  2 
inches  in  TO  rods.  Privilege  No.  Eleven  appropriates  9  feet  only ; 
occupied  by  stave  and  shingle  mill.  Took  a  section  of  the  stream 
25  feet  long,  and  five  and  one-half  feet  wide,  17  inches  deep  in 
centre,  velocity  five  seconds.  This  stream  has  no  ponds  as  reser- 
voirs, but  a  large  area  of  meadows  is  flowed  from  mil  until  spring, 
which  makes  this  a  good  privilege  at  the  seasons  specified ;  some 
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business  is  donp  here  even  in  the  dry  part  of  the  season,  from 
June  until  August. 

Twelfth,  located  on  Grassy-pond  stream ;  fall  10  feet;  $250. 

Thirteenth,  situated  on  Muddy-pond  stream ;  fall  12  feet ;  $400. 

Fourteenth,  on  same  stream ;  10  feet  fall ;  $315. 

Fifteenth,  on  the  same  stream ;  a  fall  of  eight  feet;  $300. 

The  mills  on  Crawford's  and  George's  rivers  operate  nearly  all 
the  year  at  present ;  can  be  made  to  do  a  vast  amount  of  business 
at  all  seasons.  Rocks  suitable  for  building  abundant  at  all  points ; 
one-eighth  of  the  basin  of  the  streams  covered  with  woods ;  lay  of 
the  land  about  the  falls  excellent  for  improvement.  Market, 
Rockland  and  Thomaston,  by  road. 

Union  and  Washington — Knox  County. 
Statements  of  Union  and  Washington. 

[See  abo  "  Union/1  and  "Washington."] 
Four  Powers. 

All  situated  on  Medomac  stream. 
First,  "Luce's  Saw  Mill,"  15  feet  head. 
Second,  a  stave  mill,  15  feet  head. 
Third,  saw  and  stave  mills,  14  feet  head. 
Fourth,  stave  and  saw  mill. 


Unity — Waldo  County. 

Statement  of  A.  II.  MyHck,  Esq. 
Four  Powers. 

First,  "  Thompson  Mills,"  grist,  saw,  shingle,  clapboard,  picket 
and  lath  mills,  all  on  one  dam.  The  privilege  is  supported  by  the 
Twenty-five-mile  pond,  whose  area  is  about  four  and  a  half  square 
miles.     Mills  operate  ail  the  year. 

Second,  "Stevens'  Mills,"  on  Sandy  stream,  grist,  carding  and 
cloth  mills.  This  is  a  most  excellent  power,  beautiful  falls,  with 
any  quantity  of  flowage  land. 

Third,  "  Conner's  Mill/'  on  Sandy  stream,  large  grist  mill. 

Fourth,  "  Small's  Shingle  Mill,"  a  small  but  nice  water  power. 

Unity  Plantation — Kennebbc  County. 
Statement  of  the  Assessors. 
There  is  no  water-power  in  Unity  plantation  large  or  small. 
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Upton — Oxford  County, 
From  Selectmen's  Returns  and  information  furnished  by  E.  8.  Ooe, 

Esq.,  of  Bangor. 
Numerous  Powers. 

The  "Rapid  River  Falls,"  on  Rapid  river,  which  connects 
Umbagog  lake  with  the  great  lakes  above.  There  are  a  large 
number  of  mill  sites;  the  banks  are  good;  rock  abundant;  the 
supply  of  water  inexhaustible,  the  stream  being  fed  by  about  60 
square  miles  of  lakes,  all  of  which  have  dams  at  their  outlets  for 
husbanding  water,  commanding  an  average  head  of  11  feet.  The 
dams  are  used,  at  present,  only  for  log-driving  purposes.  The 
total  descent  from  lake  to  lake,  is  200  feet  in  five  miles,  and  the 
stream  may  be  regarded  as  a  continuons  series  of  mill  privileges 
of  the  highest  excellence  from  end  to  end. 

The  storage  above  noted  will  yield  on  a  fall  of  200  feet  a  gross 
power  of  18,600  horse-powers  for  20  hours  a  day,  312  days  per 
year,  or  744,000  spindles.  % 

One  power,  the  "  Sluice,"  on  the  Dead  Cambridge  stream,  six 
miles  from  inhabitants ;  fall  10  feet. 

One  on  the  Swift  Cambridge  stream,  near  the  Andover  road. 

"Abbott's  Mills,"  on  the  Main  Cambridge  ;  dam  15  feet;  saw, 
clapboard,  and  shingle  machinery;  grist  and  starch  mill.  Saw 
mill  operates  springs  and  falls ;  grist  mill  all  the  year. 

Flutter  and  centre-vent  wheels. 

Cambridge  river  has  a  pond  at  its  head,  one  by  one-half  miles  in 
extent;  can  be  dammed  from  "The  Sluice,"  up  three  miles;  no 
damage  from  freshets,  nor  ever  need  be ;  good  rock  for  building 
on  all  the  privileges ;  lay  of  the  land  excellent.  The  water-powers 
were  the  cause  of  the  settling  of  the  town. 

Market,  Bethel,  26  miles  by  road.  Power  owned  chiefly  by 
Hezekiah  Winslow,  Esq.,  of  Portland. 

Van  Buren  Plantation — Aroostook  County. 

From  (he  Assessors'  Returns. 
Two  Powers. 

First,   "Hammond  Mill,"  on  Violette "brook;  fall  10  feet;  saw 

mill  of  the  best  construction  and  best  machinery ;  saws  700,000 

clapboards,  2,000,000  shingles,  and  400,000  boards  yearly ;  also 

laths,  as  many  as  are  required ;  room  and  power  for  more  mills ; 

Stevens'  wheel  used  and  much  liked ;  mill  operates  all  the  year 

except  in  winter. 
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Second,  one-fourth  mile  below ;  15  feet  fall ;  grist  mill ;  oper- 
ates all  the  year ;  mill  in  bad  repair ;  new  one  erecting ;  overshot 
wheel. 

No  natural  lakes  or  ponds;  artificial  reservoirs  can  be  con- 
structed ;  mills  perfectly  safe  from  freshets. 

It  has  been  contemplated  to  cut  a  channel  from  Long  lake  of  the 
Fish-river  chain,  to  the  Violette  bryok,  and  by  a  dam  at  the  natu- 
ral outlet  of  the  lake  to  divert  its  waters  into  said  brook.  A  very 
great  supply  of  water  could  thus  be  secured. 

Rocks,  slate,  good  for  building ;  lay  of  the  land  good ;  basin  of 
the  stream  nearly  all  covered  with  forests. 

The  improvement  of  the  power  has  created  a  thriving  and  a 
growing  village  out  of  nothing  but  rocks  and  water  in  ten  years' 
time. 

Market,  Fredericton  and  St.  John,  N.  B. ;  also  Boston,  New 
York,  and  all  coastwise  points,  by  the  St.  John  river. 

Vanceborough  Township — Washington  County. 

From  the  Returns  of  Calais. 
One  Power. 

The  St.  Croix  Log-driving  Company  have  erected  a  dam  at  the 
outlet  of  Chiputneticook  lake,  and  hold  a  15-foot  head  of  water. 
The  lakes,  connected  with  this  lake,  are  dammed  so  as  to  retain, 
water. 

A  storage  of  four  feet  on  50  square  miles  of  the  lakes  above 
would  yield  on  a  15-foot  fall,  for  the  ordinary  working  hours  of  the- 
year,  a  gross  power  of  825  horse,  or  33,000  spindles. 

Vassalborough — Kennebec  County. 

From  the  Survey  and  Report  of  Ira  E.  GetcheU,  Eeq.t  of  Winskw, 

and  the  Statement  of  the  Selectmen. 
Nineteen  Powers. 

Thirteen  on  the  outlet  stream  of  China  lake,  which  is  201  feet 
above  tide,  has  an  area  of  4,000  acres,  a  basin  of  39,520  acres, 
and  a  head  of  six  feet  on  its  entire  surface,  held  by  a  dam,  giving 
1,045,440,000  cubic  feet  of  reserve  water,  which  alone  will  supply 
the  stream  181  days. 

The  stream  from  the  lake  to  Sebasticook  river  is  six  and  one- 
third  miles  long,  falls  160  feet,  has  nine  dams  erected  and  sites 
for  three  or  four  more.    The  run  of  water  is  8,703  cubic  feet  per 
minute,  for  11  hours  per  day,  at  low  stage. 
31 
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First,  120  rods  below  outlet  dam,  fall  14  feet;  gross  power,  233 
horse ;  owned  by  the  Vassalboro'  Mills  Company,  and  used  by 
them  for  grist  and  woollen  mill  when  in  operation.  H.  R.  Butter- 
field  uses  the  surplus  water  for  saw  mill  and  shovel  handle  factory. 

Second,  120  rods  below,  fall  seven  and  one-half  feet;  gross 
power  123  horse  ;  H.  R.  Butterfield ;  grist  mill. 

Third,  200  rods  below,  ninj  and  three-fourths  feet  fall;  160 
horse.    Charles  Davies ;  shingle  mill,  wood  and  iron  machine  shop. 

Fourth,  fall  of  seven  and  one-half  feet  immediately  below,  which 
might  be  made  available  by  a  canal  or  a  new  dam.  This  would 
give  in  all  1*7  and  one-quarter  feet  fall  and  284  gross  horse-power. 

Fifth,  440  rods  below,  fall  32  feet,  obtained  by  a  dam  eight  feet 
four  inches  high  and  canal  70  rods  down  the  stream.  Occupied 
by  the  Vassalborough  Mills  Company  in  manufacturing  woollen 
goods,  20  sets  of  cards  with  connected  machinery,  wood  and  iron 
machine  shop,  Ac.  Company  have  a  capital  stock  of  $450,000. 
Gross  power,  about  500  horse. 

Sixth,  there  is  an  unoccupied  stone  dam  in  the  stream  along  side 
the  canal,  with  a  fall,  of  17  and  one-half  feet,  receiving  all  the 
water  not  used  by  the  factory.  It  has  been  proposed  to  put  in 
new  machinery  at  this  point. 

Seventh,  260  rods  below,  fall  nine  feet  eight  inches ;  159  gross 
horse-power.  T.  S.  &  J.  A.  Lang ;  knit  goods.  C.  A.  Priest, 
shoe  pegs. 

Eighth,  60  rods  below,  fall  six  and  one-half  feet ;  dam ;  107 
horse-power.  T.  S.  &  J.  A.  Lang.  Unoccupied.  Charter  just 
procured  for  a  company  with  a  capital  of  $100,000. 

Ninth  and  Tenth.  In  the  next  500  rods  the  stream  falls  32  feet 
10  inches.  There  are  sites  for  two  or  three  dams  with  but  little 
damage  from  flowage. 

Eleventh,  two  miles  below,  10  feet  fall;  164  horse-powers. 
T.  J.  Hayden ;  saw  mill,  threshing  machine,  &c. 

Twelfth,  immediately  below,  a  fall  of  nine  feet,  with  precipitous 
banks. 

Thirteenth,  125  rods  below,  fall  10  feet  10  inches ;  178  horse- 
powers. Flye  &  Hayden,  saw  mill,  laths,  &c.  Can  take  logs 
from  the  Sebasticook,  which  is  but  40  rods  below. 

All  the  dams  on  this  stream  are  within  three  miles  of  the  Som- 
erset &  Kennebec  Railroad.  They  represent  1,600  horse-power, 
and  there  are  800  more  available. 

Six  are  situated  upon  the  outlet  stream  of  Webber  pond ;  each 


Bit.  II.]  THJi  WATKK  POWERS.  483 

with  a  dam,  and  a  head  and  fall  of  about  eight  feet  in  a  running 
distance  of  20  or  30  rods.  These  are  now  nearly  all  lying  idle. 
Two  of  these  formerly  drove  paper  mills,  and  one  a  sash  and  blind 
factory.  All  the  powers  on  this  stream  are  within  a  total  distance 
of  one  and  a  half  miles. 

Veazie-tPenobscot  County. 

From  (he  Statement  of  the  Selectmen. 
Two  Powers. 

First,  the  "Upper  Veazie  Water-Power/ '  on  the  Penobscot 
river,  four  miles  above  Bangor.  Upon  this  privilege  there  are 
located  two  blocks  of  mills.  The  "  Upper  Block,"  so  called,  con- 
tains two  gangs  of  saws,  six  single  saws,  and  a  lath  mill.  The 
"  Lower  Block  "  contains  one  gang  of  saws,  three  single  saws, 

one saw,  lath  mill,  clapboard  and  shingle  mill.    When  all 

the  wheels  are  running  in  the  mills  they  vent,  according  to  the 
area  of  the  discharge  of  the  wheel,  about  13,500  square  inches. 
The  gates  which  let  the  water  from  the  flume  into  the  cylinders 
have  a  discharge  of  about  three  times  the  area  of  the  wheels, 
making  a  total  discharge  of  about  40,500  square  inches.  There 
are  six  and  a  half  feet  head  of  water  from  top  of  waste  dam  to 
apron  of  mills;  under  freshets  there  are  from  10  to  15  feet  head 
in  flumes,  at  low  water  about  five  feet. 

Second,  the  "Lower  Veazie  Water-Power/ '  on  the  Penobscot 
river ;  there  is  a  fall  of  about  six  feet  in  this  town  from  the  apron 
of  the  aforesaid  mills  to  the  head  of  tide,  at  Eddington  Bend,  so 
called ;  not  at  present  occupied  by  any  dam  or  mills. 

At  extreme  low  run  the  power  in  the  12  feet  fall  is  about  3,300 
horse-powers,  gross,  for  the  24  hours,  or  133,000  spindles. 

All  the  above  property  belongs  to  John  W.  Veazie,  Esq.,  and 
the  mills  are  known  as  the  Veazie  Mills. 

Verona — Hancock  County. 

From  Selectmen1 8  Report. 
Two  Powers. 

First,  "  Bennett's  Mills,"  on  a  small  stream  at  the  eastern  side 
of  the  town ;  fall  about  16  feet  in  six  rods. 

Second,  two  dams,  one  for  reservoir  purposes ;  a  saw  mill,  with 
a  16-foot  overshot  wheel ;  one  up-and-down  saw,  will  cut  2,000 
feet  of  boards  in  12  hours ;  works  about  three  months  in  the  year. 

Stream  varies  three  or  four-fold  at  different  seasons  of  the  year. 

Market,  Bucksport,  by  land  or  water. 
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Vienna — Kennebec  County. 

From  Selectmen's  Statement. 
Three  Powers. 

First,  at  Vienna  village,  on  a  mill  stream,  the  outlet  of  two 
small  ponds;  fall  six  feet;  a  shingle  mill;  formerly  a  shoe-peg 
factory. 

Second,  above  the  first,  on  the  same  stream,  at  the  village ; 
fall  five  feet ;  saw  mill  and  shingle  machine,  which  operate  in  time 
of  high  water,  and  cut  the  lumber  used  in  the  vicinity. 

Third,  on  the  same  stream,  above  the  second ;  grist  mill ;  oper- 
ates nearly  all  the  year  by  careful  husbanding  of  the  water ;  fall 
six  feet. 

Boulders  and  some  granite  ledge. 

VlNALHAVEN — KNOX    COUNTY. 

Statement  of  Watson  H.   Vinal,  Esq. 
Two  Powers. 

First,  saw  and  grist  mill,  planing  and  shingle  machine,  on  a 
salt  water  stream  at  the  head  of  Carver's  harbor.     Seven  feet  head. 

Second,  saw,  grist,  and  shingle  mills,  near  the  centre  of  the 
town,  on  a  salt  water  stream.    Nine  feet  head. 

Market,  Rockland,  15  miles,  by  daily  steamboat  in  summer. 

Waite  Township — Washington  County. 
Statement  of  Peol  Tomah  of  Indian  Township. 
Several  Powers. 

On  the  Tomah  streams,  the  outlets  of  the  Tomah  ponds.  Long 
tracts  of  dead  water  alternating  with  rips  and  falls.  Ponds,  three 
in  number,  cover  two  square  miles,  and  can  all  be  dammed. 

Waldo— Waldo  County. 

From  Selectmen's  Returns. 
Seven  Powers. 

First,  "Hawkins  Saw  Mill,"  on  a  brook  fed  by  three  small 
ponds  in  the  northwest  part  of  the  town ;  saw  and  Stave  mill ; 
saws  from  fall  to  spring. 

Second,  above,  "Pitman  Saw  Mill,"  pond  about  one  acre; 
up-and-down-saw ;  used  from  fall  until  spring,  part  of  the  time. 

Third,  on  the  same  stream,  in  the  southwest  corner  of  the  town, 
dam  already  built,  mill  burned  10  years  ago. 
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Fourth,  above,  about  midway  the  town,  "  Sanborn's  Mill." 

The  Passagassawakeag  at  Sanborn's  privilege  is  fed  by  three 
ponds  situated  in  Brooks.  At  the  ''Burnt  Privilege,"  by  six 
more,  situated  in  Waldo,  Morrill,  Knox  and  Brooks. 

Fifth,  in  the  northeast  part  of  the  town,  "Johnson  Saw  Mill," 
runs  from  fall  until  about  the  first  of  June ;  fed  by  a  pond  of  60  or 
70  acres ;  saw,  stave  and  shingle  machinery ;  pond  is  fed  by  the 
Wescott  stream. 

Sixth,  below,  "Holme  Mills;"  stave  and  saw  mill;  operates 
from  fall  until  about  June ;  pond  of  50  or  60  acres. 

Seventh,  below,  "  Ellis  Mill ;  saw,  stave  and  shingle  machines  ; 
runs  from  fall  until  spring. 

Waldoborough — Lincoln  County. 

From  Selectmen's  Statement. 
Twelve  Powers. 

Eight  on  the  Medomac  river,  which  falls  into  tide  water  at 
Waldoboro'  village. 

First,  "  SprouFs,"  in  Waldoboro'  village ;  fall  from  10  to  15 
feet;  saw,  grist,  carding,  plaster,  planing,  and  iron-foundry 
machinery. 

Second,  "Soule's,"  in  the  village ;  fall  from  eight  to  ten  feet; 
oakum,  carding,  and  clothing  mills. 

Third,  "  Achorn's,"  about  one-third  of  a  mile  from  village ;  fall 
from  30  to  40  feet ;  grist,  stave  and  shingle  mills. 

Fourth,  "  Winslow's,"  about  three  miles  from  village ;  fall  about 
10  feet;  saw,  stave  and  grist  mills. 

Fifth,  "Wagner's,"  about  four  miles  from  village;  fall  about 
six  feet ;  unoccupied. 

Sixth,  "Burns',"  about  six  miles  from  village;  saw,  grist,  and 
three  stave  mills. 

Seventh,  "Mink's,"  North  Waldoboro';  fall  about  six  feet; 
stave  and  shingle  mill. 

Eighth,  "Mink's,"  North  Waldoboro';  fall  some  six  or  eight 
feet ;  saw  mill. 

Ninth,  "Weaver's,"  on  a  small  stream  which  has  no  name, 
about  five  miles  from  village;  fall  some  eight  feet;  stave  and 
shingle  mill. 

Tenth,  "Benner's,"  about  five  miles  from  village;  fall  not 
reported ;  saw  and  two  stave  mills. 

Eleventh,  "  Burkett  &  Feyler's,"  on  "  Slago  Brook,"  about  two 
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miles  from  village,  and  about  three  miles  from  salt  water ;  stave 
and  shingle  mills. 

Twelfth,  very  near  salt  water  and  navigation,  formerly  occupied, 
but  not  now ;  fall  some  four  or  five  feet. 

The  river  is  fed  by  several  square  miles  of  ponds  which  could 
be  much  improved  for  reservoirs.    See  Part  II,  page  140. 

Wales — Androscoggin  County. 

Selectmen's  Returns, 
One  Power. 

On  a  brook,  where  some  little  sawing  is  done,  during  the  spring 

snow  meltings,  and  during  the  season  of  freshets, 

Wallagbass  Plantation — Aroostook  County. 
Statement  of  William  Dickey,  Esq.,  of  Fort  Kent. 

Two  Powers. 

First,  on  the  Fish  river,  six  miles  below  the  outlet  of  Eagle  lake ; . 
fall  about  20  feet ;  ledge  bottom  and  banks,  and  in  all  respects  one 
of  the  finest  water-powers  imaginable. 

Second,  above,  at  the  outlet  of  Eagle  lake,  a  dam  can  be  built 
that  will  raise  a  head  of  several  feet,  converting  the  great  lake 
above  into  a  vast  reservoir,  and  establishing  a  power  thai  with 
wheels  operating  well  under  variable  heads,  would  do  a  vast 
amount  of  manufacturing. 

For  reservoirs  tributary  to  these  powers,  see  last  Table,  page 
125 ;  also  top  of  page  126. 

By  the  aid  of  the  reservoirs  it  is  evident  that  the  first  privilege, 
in  particular,  can  be  made  constant  and  equal  to  the  demands  of 
very  extensive  operations. 

Both  unimproved. 

Walthak — Hancock  County. 
Two  Powers. 

First,  in  the  village,  on  Webb's  stream,  a  saw  mill. 

Second,  below,  a  saw  mill. 

Webb's  stream  is  the  outlet  of  Webb's  pond,  1. 75  square  miles, 
10  feet  storage ;  Scammon  pond,  one  square  mile ;  Abram's  pond, 
0.80  square  miles  and  10  feet  storage ;  and  Molasses  pond,  2.25 
square  miles,  and  10  feet  storage.  A  very  great  supply  of  water 
could  be  commanded  for  power  purposes.  The  storage  is  now 
used  for  log^driving. 
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Warren — Knox  Cototy. 
From  the  Statement  of  C.  T.  Bean,  Esq. 
Two  Powers. 

On  the  St.  George  river,  at  the  village.  First,  "  Factory  Fall," 
woollen  factory,  40  hands,  nice  grist  mill,  saw,  shingle,  and  stave 
mills,  etc. 

Second,  one-third  of  a  mile  above,  the  "Knox  Falls;"  fall 
seventeen  feet  four  and  three-fourths  inches.  Improvements ;  a 
nice  dam,  saw  mill  and  powder  mills ;  power  is  owned  by  Ilodg- 
man  &  McCallum. 

The  stream  is  connected  with  eight  or  ten  ponds  in  the  vicinity, 
in  addition  to  the  large  number  lying  about  its  head  waters  These 
ponds  empty  into  the  river  above  the  falls  and  are  susceptible,  at 
small  expense,  of  indefinite  increase  or  reservoirs.  The  facilities 
for  artificial  reservoirs,  also,  should  these  be  needed,  are  very 
superior.  The  stream  being  connected  with  numerous  lakes,  is 
constant  at  all  seasons. 

Counting  in  only  16  of  the  larger  ponds,  there  are  over  II  square 
miles  of  reservoirs  to  these  powers.  A  head  of  six  feet  on  10 
square  miles,  would  give  on  the  Knox  falls  alone,  a  gross  power 
of  272  horse,  for  10  hours  a  day,  312  days  a  year,  11,880  spindles. 
This  is  the  power  due  to  storage  alone,  not  estimating  the  natural 
low  run  of  the  stream.  The  storage  could  be  used  in  three  or  four 
months,  trebling  the  power,  the  natural  flow  sustaining  the  power 
at  this  figure  for  the  remaining  eight  or  nine  months. 

The  rocks  are  suitable  for  building  purposes,  and  the  lay  of  the 
land  excellent  for  the  accommodation  of  mills. 

The  use  of  the  power  now  constitutes  the  business  of  the  place, 
aside  from  farming,  and  although  but  a  fraction  of  the  power  is 
used. 

Market,  Rockland  and  New  York.  Tide  waters  are  within  half 
a  mile,  and  the  railroad  from  Bath  to  Rockland,  now  building, 
passes  near  the  power. 

The  large  volume  of  water,  the  constancy  of  the  flow,  the  acces- 
sibility of  the  power,  and  the  facility  and  cheapness  with  which  it 
can  be  improved,  render  this  a  privilege  of  quite  unusual  excel- 
lence and  value. 
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Washburn — Aroostook  County. 

From  Selectmen9 8  Returns. 
One  Power. 

"Salmon  Brook  Palls/ '  upon  Salmon  brook;  fall  25  feet  in 
three-fourths  of  a  mile. 

A  saw  mill ;  the  mills  formerly  upon  it  were  burned  in  1864. 
Turbine  wheel  employed ;  efficiency  four  to  one  as  compared  with 
wheels  previously  used. 

The  power,  if  fully  used,  would  cut  2,000,000  feet  lumber, 
1,500,000  shingles,  100,000  clapboards,  and  grind  50,000  bushels 
of  grain. 

Stream  connected  with  a  pond  500  acres  in  extent,  the  capacity 
of  which  could  be  greatly  increased  by  dams ;  artificial  reservoirs 
could  be  inexpensively  constructed.  Perfectly  safe  from  damage 
by  freshets. 

Rock,  limestone,  suitable  for  building  purposes.  Improvement 
of  the  power  has  doubled  the  wealth  of  the  town.  Annual  product 
of  the  power  as  now  used,  but  a  small  part,  $5,000. 

Washington — Knox  County. 
From  the  Statement  of  J.  L.  Rockwell,  Esq.,  and  a  Plan  of  the  Toum. 

[See  also  "  Union  and  Washington."] 
Fifteen  Powers. 

Clark's  pond,  350  acres,  could  be  drained  into  Washington  pond, 
1.25  square  miles,  and  thus  abundant  water  for  all  the  mills  be 
secured  for  the  whole  year. 

First,  below  outlet,  12  feet  head ;  new  dam  and  mills ;  various 
saws. 

Second,  below,  300,000  staves  and  heading  per  year.  Eleven 
feet  head.     Power  not  all  used. 

Third,  below,  14  feet  head,  tannery  and  stave  mill,  not  used. 

Fourth,  below,  saw  and  tannery,  1 3  feet  head. 

Fifth,  below,  new  grist  mill,  12  feet  head. 

Sixth,  below,  old  saw  mill,  13  feet  head. 

Seventh,  below,  saws. 

Eighth,  below,  12  feet  head. 

Ninth,  below,  saws,  13  feet  head. 

Tenth,  below,  9  feet  head,  staves. 
.  Eleventh,  below,  saws,  8  feet  head. 

Twelfth,  below,  10  feet  head,  stave  and  grist  mills. 
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Thirteenth,  on  Damariscotta  stream,  staves,  water  five  months. 
Fourteenth,  below,  staves,  10  feet  head. 
Fifteenth,  below,  staves,  11  feet  head. 

Waterborough — York  County. 

From  Selectmen7 8  Returns, 
[See  also  "  Limerick  and  Waterborough.1'] 
Eight  Powers. 

First  and  Second,  on  Branch  brook ;  run  three-fourths  of  the 
year. 

Third,  on  the  outlet  of  the  Little  Ossipee  pond;  runs  four  saws 
and  one  planer. 

Fourth,  on  Smith  brook ;  runs  two  saws  through  the  year. 

Fifth,  on  the  Colcord  brook ;  one  saw ;  runs  half  the  year. 

Sixth,  on  Down's  brook ;  is  not  now  occupied. 

Seventh,  on  Johnson's  brook ;  runs  two  saws  half  the  year. 

Eighth,  on  Roberts'  brook ;  runs  one  saw  half  the  year. 

Waterford — Oxford   County. 

From  Selectmen's  Returns. 
Several  Powers. 

The  larger  powers,  two  in  number,  are  situated  in  the  south  part 
of  the  town,  one  on  the  outlet  of  Bear  pond,  which  itself  receives 
the  discharge  of  Moose  and  Thomas  ponds,  and  one  on  the  stream 
connecting  Thomas  and  Bear  ponds. 

The  first  mentioned  is  called  the  "Dudley  Privilege;"  the 
second  the  Hapgood  privilege.  The  fall  at  the  former  is  15  feet  in 
four  rods ;  of  the  latter  17  feet  in  the  same  distance. 

Only  a  part  of  the  power  employed  at  either  privilege ;  a  saw 
mill  and  grist  mill  on  each  at  present ;  ample  power  for  others, 
"or  for  factories." 

The  first  power  is  connected  with  three  ponds  whose  combined 
extent  is  2,140  acres ;  the  second  with  one  pond  484  acres  in  area. 
The  capacity  of  the  ponds  connected  with  the  former  could  not 
readily  be  increased ;  with  the  latter,  at  an  expense  of  $300. 

Suitable  building  stone  within  a  short  distance ;  land  level  and 
gently  sloping  about  the  falls.  Power  not  yet  sufficiently  im- 
proved to  affect  wealth  and  population  materially ;  serves  simply 
local  uses. 

Market,  Norway  and  Bridgton,  10  miles  each,  by  road;  Port- 
land nearest  city,  by  railroad  from  South  Paris,  and  by  canal  from 
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Harrison ;  South  Paris  12  miles,  and  Harrison  four  miles  distant. 
No  information  given  respecting  the  smaller  powers.  Under- 
shot and  breast  wheels. 

Particular  attention  called  to  the  "Dudley"  privilege.  This 
has  500  acres  of  reservoir ;  is  within  50  rods  of  the  lake,  so  that 
the  delivery  of  water  can  be  regulated  with  ease ;  in  particular  the 
mill  pond  can  be  dried  up  day  or  night  in  cold  weather,  and  water 
let  on  in  the  morning,  warm  from  the  pond,  and  so  the  formation  of 
ice  is  prevented ;  thirdly,  it  is  within  50  rods  of  the  county  road 
from  Fryeburg  to  South  Paris,  and  only  10  miles  from  South  Paris 
depot,  and  four  miles  from  the  head  of  the  Cumberland  and  Oxford 
canal ;  fourthly,  a  dam  can  be  erected  at  very  trifling  expense ; 
fifthly,  the  owners  desire  to  sell  to  any  party  who  will  improve. 
Good  building  stone  within  30  rods. 

Other  privileges  on  the  same  stream  further  down,  equally 
good;  unimproved. 

Waterville — Kennebec  County. 

From  the  Selectmen9 8  Returns,  and  from  (he  Statement  of  John 

Ayer,  Esq.,  for  West  Waterville. 

[See  also  "  WatemUe  and  Window."] 

Fifteen  Powers. 

On  Messalouskee  or  Emerson's  stream,  and  eight  of  them  at 
West  Waterville  ;  these,  with  the  improvements  thereon,  will  be 
considered  first. 

The  distance  from  Snow  pond  to  Rice  bridge,  below  West 
Waterville,  is  about  two  miles,  and  the  total  fall  nearly  111  feet, 
divided  as  follows : 

First  dam  ;  at  the  foot  of  the  pond ;  fall  six  feet ;  owned  by  Ellis 
Saw  Company,  and  others. 

Second  dam ;  fall  nine  feet ;  owned  by  Hubbard  &  Blake,  and 
others. 

Third  dam;  fall  13  feet. 

Fourth  dam ;  and  the  "  Cascade  falls ;"  fall  44  feet. 

Fifth  dam;  fall  14  feet.  The  Third,  Fourth  and  Fifth,  are 
owned  by  the  Dunn  Edge-Tool  Company ;  the  totaj  fall  being  70 
feet  with  the  "  Cascade." 

Sixth,  a  privilege,  no  dam ;  fall  11  feet;  owned  by  Emerson  & 
Blaisdell. 

Seventh,  near  Rice  bridge ;  a  privilege,  no  dam ;  fall  10  feet ; 
owner  not  stated. 
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Eighth,  falls  between  the  dams ;  four  feet  descent ;  owner  not 
stated. 

The  largest  fall  in  the  above  series  is,  as  appears  above,  the 
"  Cascade/'  the  total  fall  of  which  is  44  feet  in  eight  rods.  The 
stream  is  about  70  feet  wide  and  flows  over  the  dam  about  one 
foot  deep. 

About  one-fourth  part  of  the  whole  power  is  improved.  The 
power  is  sufficient  to  saw  40,000,000  feet  per  annum.  The  im- 
provements are  five  dams,  saw  mill,  grist  mill, manufactory, 

tannery,  machine  shop,  foundry,  scythe  and  tool  shop,  etc. 

The  Tuttle,  Blake  and  Tub  wheels  used.  The  Blake  wheel  uses 
less  water  but  is  not  as  strong  as  the  Tuttle. 

The  improvement  of  the  power  has  doubled  bt)th  the  wealth  and 
population  of  West  Waterville.     Annual  production,  $300,000. 

Market,  the  United  States  and  the  Provinces,  via  Maine  Central 
Railroad  and  connections. 

The  above  statement  applies  to  West  Waterville  only. 

The  following  powers  are  found  upon  the  same  stream  at 
Waterville  village : 

Ninth  and  Tenth,  "  Crommett's  Mills ;"  two  dams ;  on  the  first 
a  saw  mill,  sash  and  door  factory,  and  carding  mill.  The  saw  mill 
is  owned  by  T.  E.  &  L.  E.  Crommett ;  running  the  principal  part 
of  the  time  through  the  year.  Sash  and  door  factory  owned  by 
Furbish  &  Sanders,  built  last  year,  and  doing  quite  an  extensive 
business.  The  carding  mill  is  owned  by  T.  E.  Crommett.  The 
west  end  of  the  dam  is  unoccupied ;  owned  by  T.  W.  Herrick, 
Joshua  Nye,  John  &  C.  K.  Matthews,  with  about  30  acres  of  land ; 
dam  12  feet  high. 

Eleventh,  a  few  rods  below, ;  a  dam,  about  eight  feet  high,  on 
which  is  a  match  factory,  at  present  unoccupied;  Pearson  & 
Lords'  old  tannery  is  situated  on  this  dam,  now  owned  by  S.  H. 
Bicker  &  Co.  The  head  and  fall  of  these  two  dams  is  about  23 
feet. 

Twelfth,  some  three-fourths  of  a  mile  further  down,  the  "  Paper 
Mill ;"  dam  six  feet  high ;  owned  by  J.  S.  Monroe  of  Massa- 
chusetts. The  mill  is  doing  quite  an  extensive  business,  running 
day  and  night  through  the  year.     Nathan  Stiles,  Agent. 

Thirteenth,  some  twenty  rods  further  on,  the  "Iron  Foundry ;" 
dam  built  by  the  Fairbanks'  establishment  of  Vermont ;  was  bought 
out,  some  25  years  ago,  by  Webber  &  Haviland,  the  present 
owners,  who  are  doyig  quite  a  large  business,  and  might  do  much 
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more.  The  east  end  of  this  dam  is  unoccupied;  dam  12  feet 
high. 

Fourteenth  and  Fifteenth,  still  further  on,  are  two  good  water- 
powers,  on  one  of  which  is  a  dam,  12  feet  high;  unoccupied; 
owned  by  W.  B.  S.  Moore  and  others. 

As  appears  from  the  foregoing  exhibit,  there  are  10  dams  on 
this  stream ;  five  at  or  near  Waterville  village,  and  five  at  West 
village,  with  good  chances  for  three  or  four  more. 

The  stream  upon  which  these  powers  are  situated,  is  remarkable 
for  its  constancy,  being  supplied  by  lakes  almost  exclusively. 
The  lake  chain  tributary  to  it,  is  reputed  to  have  a  length  of  60 
miles,  and  covers  not  far  from  21  square  miles  of  surface.  The 
lakes  are  very  deep,  some  of  them  from  90  to  an  100  feet,  and 
constitute  reservoirs  of  the  highest  excellence.  The  water  from 
the  lakes  is  so  warm  in  winter  that  ice  is  never  troublesome.  The 
total  range  of  water  on  the  dams  from  highest  to  lowest,  is  only 
three  feet,  or  thereabout. 

A  storage  of  six  feet  on  20  square  miles  of  the  lakes  would  yield 
on  the  total  fall  (as  given)  of  164  feet,  a  gross  power  of  5,516 
horse,  for  10  hours  a  day,  312  days  a  year,  or  223,000  spindles. 
This  is  the  power  due  to  storage  alone,  and  to  it  should  be  added 
the  power  due  to  the  natural  low  run  of  the  stream. 

The  underlying  rock  is  slate,  of  quality  suitable  for  construction 
purposes,  but  not  the  best.  Lay  of  the  land  about  the  falls 
favorable. 

Total  annual  production  of  mills  in  Waterville,  estimated  $500,- 
000. 

Waterville  and  Winslow^— Kennebec  County. 

From  Materials  famished  by  G.  A.  Phillips,  Esq.,  and  Col.  H.  A. 

DeWilt. 
[See  also  " Waterville,"  and  "Window."] 

Two  Powers. 

First,  the  "  Ticonic  Falls,"  on  the  Kennebec  river  at  Waterville 
village,  IT  miles  above  the  Kennebec  dam  at  Augusta,  and  four 
miles  below  the  Kendall's  Mills  dam  in  Fairfield. 

At  this  point  a  continuous  ledge  of  hard  slate  crosses  the  river 
diagonally,  quite  uniform  in  height,  and  presenting  a  well-defined 
crest,  upon  which  the  dam  is  located.  The  ledge  is  extended 
into  the  banks  and  along  the  river  bed  above  and  below  the  falls, 
and  offers  the  best  possible  foundation   for  structures    of  all 
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descriptions.  The  height  of  the  natural  fall  is  13  feet,  in  a  few 
rods. 

The  dam,  completed  this  season,  1869,  is  of  an  average  height 
of  seven  feet,  giving  an  available  head  and  fall  of  20  feet.  Over 
1,200,000  feet  of  lumber  have  been  used  in  its  construction ;  it  is 
ballasted  with  stone,  qnd  is  altogether  unsurpassed  for  solidity 

and  strength.     Its  length  across  the  river  is  feet,  being 

divided  into  sections  by  an  island  in  the  river.  On  the  Waterville 
side  it  is  extended  down  the  bank  of  the  river,  forming  a  grand 
canal,  in  connection  with  which  four  raceways  have  already  been 
constructed,  either  of  which  is  of  sufficient  size  to  accommodate 
a  mill  of  the  capacity  of  the  "Bates"  at  Lewiston.  The  total 
length  of  the  dam,  including  the  wing,  is  1,700  feet;  and  its  cost 
when  completed  will  be  about  $40,000. 

The  view  accompanying  this  statement  was  taken  prior  to  the 
completion  of  the  dam,  at  mid-summer  low  water,  and  represents 
the  section  of  the  river  then  remaining  open,  with  a  portion  of  the 
dam  at  the  extreme  left. 

Second,  "College  Rapids/7  on  the  Kennebec  river,  40  rods 
above  the  Ticonic  dam.  As  respects  favorable  disposition  of  the 
river  bed  and  banks  and  foundations  for  dams,  mills,  and  appurte- 
nant structures,  this  privilege  is  in  no  respect  inferior  to  the 
above.  The  natural  fall  is  10  feet  in  10  rods,  upon  which  a  head 
of  20  feet  can  be  had  by  means  of  a  dam,  without  infringing  upon 
the  rights  of  proprietors  above.  A  natural  canal,  apparently  in 
former  times,  and  even  now  in  freshets,  one  of  the  channels  of  the 
river,  offers  at  insignificant  cost  facilities  for  the  conveyance  of 
water  and  its  use,  of  quite  remarkable  character.  The  island 
formed  by  this  channel  and  the  main  river  is  elevated  just  enough 
above  freshets  for  convenience  and  security,  and  affords  unsur- 
passed sites  for  mills  or  other  structures.  No  part  of  this  priv- 
ilege is  in  use. 

Volume  of  Water  and  Power. — The  volume  of  water  on  the 
Kennebec  river  at  this  point,  in  the  unimproved  condition  of  the 
reservoirs  above  may  be  assumed  to  be,  in  a  severe  drouth,  30  per 
cent,  less  than  at  Augusta,  or  119,000  cubic  feet  per  minute  for 
11  hours  a  day.  The  enormous  increase  in  the  flow  that  can  be 
realized  from  the  use  of  the  lakes  and  ponds  above  may  be  realized 
upon  reference  to  Part  II,  pp.  94-98.  The  above,  it  will  be  un- 
derstood, is  the  flow  in  an  extremely  dry  season. 

The  available  power  at  the  Ticonic  dam  in  a  severe  drouth  is 
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accordingly,  for  the  ordinary  manufacturing  hours  of  the  day, 
about  4,500  horse-powers,  in  gross.  That  of  the  "  Rapids,"  upon 
development  will  be  at  same,  a  total  of  9,000  horse-powers,  or 
594,000  spindles  with  preparation  or  print  cloths,  or  360,000  spin- 
dles for  average  work.  It  can  be  doubled  or  trebled,  as  appears 
from  inspection  of  the  reservoirs  at  command. 

Proprietorship. — Both  the  above  privileges  are  the  property  of 
the  Ticonic  Water-Power  Manufacturing  Company.  The  company 
own  400  acres  of  land  contiguous  to  the  river,  with  a  river  front 
of  one  and  three-fourths  miles  on  the  east  side  and  of  three-fourths 
of  a  mile  on  the  west  side  of  the  Kennebec,  with  all  the  water 
rights,  buildings,  and  property  necessary  for  the  present  develop- 
ment of  the  power,  the  accommodations  being  ample  for  all  re- 
quired mill  sites,  village  sites,  farming  lands,  and  other  appen- 
dages of  manufacturing  towns. 

The  lay  of  the  land  upon  both  these  privileges  is  singularly 
favorable ;  for  the  most  part  naturally  graded  for  the  reception  of 
mill  structures,  and  admirably  disposed  upon  both  sides  of  the 
river  for  the  convenient  location  of  a  large  city. 

Accessibility. — The  tracks  of  the  Portland  &  Kennebec  Railroad 
pass  directly  by  the  side  of  the  proposed  mill  sites,  and  the  rail- 
road company  have  arranged  to  afford  all  additional  facilities  of 
tracks  as  wanted.  The  depot  of  the  Maine  Central  Railroad  is 
also  within  convenient  distance  for  freight  and  passenger  use. 

Construction  materials  of  all  sorts  abundant,  timber,  brick, 
granite,  and  slate,  and  of  the  best  quality. 

Mills,  etc. — A  grist  mill,  plaster  mill,  door,  sash  and  blind  fac- 
tory, saw  mill,  and  a  large  wooden  mill  used  for  cutting  lumber, 
are  the  only  structures  in  occupation.  These  employ  an  insignifi- 
cant fraction  of  the  power. 

It  is  believed  by  practical  men,  that  the  Waterville  water-power 
in  the  Kennebec  river,  from  the  amount  of  constant  power  fur- 
nished, the  facilities  for  increasing  the  power  in  the  future  by  a 
system  of  reservoirs  above,  the  economy  of  construction,  the 
convenience  of  location  as  regards  freight  and  passenger  facilities, 
the  advantage  of  a  fine  farming  country  around  it,  and  of  obtaining 
plenty  of  the  best  kind  of  mill  help,  is  justly  entitled  to  be  ranked 
as  one  of  the  best  undeveloped  water-powers  in  New  England. 
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Wayne — Kennebec  County. 

From  the  Statement  of  W.  Jordan,  Esq.,  and  of  the  Selectmen. 
Three  Powers. 

Two  of  these  constitute  the  "  North  Wayne  Privilege,"  owned 
by  the  North  Wayne  Tool  Company. 

First,  "  Upper  Dam,"  head  and  fall  12  feet  at  ordinary  height  of 
water,  occupied  as  follows : 

Two  hammer  shops  now  in  use  ;  one  grindstone  shop,  four  6-foot 
stones ;  two  polishing  shops ;  one  hardening  and  tempering  shop ; 
one  saw  mill,  one  saw  and  circular  saw ;  one  grist  mill,  three  runs 
stones.  Equal  to  16  single  saw  mills,  or  16  trip  hammers  for 
scythes  and  necessary  machinery. 

Second,  "  Lower  Dam,"  400  feet  from  upper  dam,  head  and  fall 
five  feet  at  ordinary  height  of  water.  Occupied  by,  grind  shop, 
five  6-foot  stones  ;  repair  shop,  with  circular  saws,  &c.  At  very 
low  water  shut  down. 

Third,  "Wayne  Power,"  fall  12  feet  in  350,  owned  by  JohnBon, 
Turner  &  Brown.  Grist  and  saw  mills,  shovel-handle  and  sash 
and  blind  shops.     Power  not  all  used. 

For  reservoirs  tributary  to  the  powers,  see  Table  2,  page  84, 
Part  II.  As  will  be  seen  a  large  amount  of  additional  storage  can 
be  had  when  needed. 

The  machinery  is  not  the  best  for  economizing  power.  The 
wheels  are  similar  to  the  Blake,  Kendall  and  Rose  patterns. 

The  underlying  rock  at  North  Wayne  is  a  form  of  slate,  with 
granite  in  limited  quantities.  At  Wayne,  granite  suitable  for 
building  purposes.  One-sixth  of  the  basin  of  the  streams  is  cov- 
ered with  woods. 

Lay  of  the  land  at  North  Wayne,  is  good ;  at  Wayne,  is  very 
superior. 

Total  annual  product  at  North  Wayne,  $75,000;  at  Wayne,. 
$35,000.  The  improvement  of  the  powers  has  benefited  the  town 
very  greatly ;  almost  the  entire  village  of  North  Wayne  has  been 
built  by  the  Tool  Company  and  their  workmen. 

Market,  the  whole  country,  by  railroad. 

Webster — Androscoggin  County. 

From  Selectmen's  Returns. 
Four  Powers. 

On  Sabattus  stream,  the  outlet  of  Sabattus  pond. 

First,  fall  12  feet;  Second,  14  feet;  Third,  12  feet;  Fourth,  18  feet. 
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Dams  and  mills  upon  each  fall.  A  large  amount  of  unused  power; 
mills  operate  all  the  year ;  privileges  all  owned  in  town. 

Sabattus  pond  covers  four  square  miles  and  is  dammed.  Its 
reservoir  capacity  could  be  considerably  increased.  Stream  very 
safe  and  constant ;  abundant  water  all  the  year. 

The  power  of  the  above  falls  may  be  inferred  from  the  fact  that 
at  the  "  Factory  Fall "  in  Lisbon  below,  175  horse  is  secured  on  a 
10-foot  fall,  with  turbine  wheel. 

Building  stone  on  the  fourth  fall  only  ;  there  it  is  abundant  and 
good.  Land  upon  each  of  the  falls  level  and  convenient  for  the 
location  of  mills.    One  third  of  the  basin  covered  with  woods. 

Market,  Lewiston,  six  miles,  by  road  or  railroad. 

Webster  Plantation — Penobscot  County. 
Statement  of  D.  Butters,  Esq.,  of  Prentiss. 
One  Power. 

On  the  west  branch  of  Mattagordus  stream,  where  a  10-foot  head 
would  flow  six  or  eight  hundred  acres ;  stone  for  dam  clo<$e  at 
hand.     No  improvement. 

Weld — Franklin  County. 
From  Selectmen* s  Returns. 

Fourteen  Powers. 

The  town  of  Weld  is  almost  entirely  surrounded  by  mountaios, 
from  which  seven  streams,  converging  to  the  centre  of  the  town, 
are  received  in  the  great  Webb's  pond  there  situated ;  upon  six  of 
the  streams  are  water-powers.1 

First,  Second,  Third,  Fourth  and  Fifth,  on  the  Houghton  brook ; 
grist,  saw,  shingle,  sash  and  door,  and  spool  mills ;  another  mill 
building.  Water  sufficient  to  run  the  mills  for  the  most  of  the 
year.     Fall  50  feet  in  50  rods. 

Sixth,  about  three  miles  above,  "Holden  Mills,"  with  power 
sufficient  to  run  most  of  the  year ;  saw  and  shingle. 

Seventh,  on  the  East  brook,  board,  shingle,  clapboard,  lath  and 
clover  mills.  Other  mills  might  be  erected  and  the  water  used 
over  repeatedly.  The  volume  of  water  is  something  greater  than 
that  of  the  Houghton  brook.  This  power  is  situated  at  Weld 
corner,  near  the  centre  of  the  town. 

Eighth,  one-fourth  mile  above,  carriages,  cabinet  work,  chairs, 
&c;  the  power  is  only  part  used. 
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Ninth  and  Tenth,  three  miles  above,  small  powers ;  saw  mill, 
clapboard  and  shingle  mill. 

Eleventh,  on  West  brook,  volume  of  water  sufficient  to  carry  a 
number  of  mills  through  the  year ;  fall  20  feet  in  40  rods. 

Twelfth,  on  Snowman  brook,  saw,  clapboard  and  shingle  mill ; 
can  operate  nearly  all  the  year. 

Thirteenth  and  Fourteenth,  on  Skoefield  brook,  small  powers ; 
saw,  threshing,  clapboard  and  shingle  machinery. 

On  the  mountains,  a  large  amount  of  spruce,  hemlock,  bass, 
rock-maple,  beech,  birch  and  white  ash,  which  can  be  easily  con- 
veyed to  the  mills  or  the  pond  and  run  through  the  outlet.  A 
large  amount  of  ship  timber  might  be  obtained.  Soil  good  for 
grain  and  potatoes ;  great  facilities  for  raising  stock,  &c. 

"The  scenery  of  Weld  is  very  beautiful,  the  town  being  nearly 
surrounded  by  mountains  with  the  pond  in  the  centre,  forming  a  * 
vast  basin.     A  first-class  hotel  for  summer  tourists  wanted." 


Wellington— Piscataquis  County. 

From  8electmen\s  Returns. 
Six  Powers. 

First  to  the  Fourth,  inclusive,  in  the  westerly  part  of  the  town, 
on  the  Hegan  stream. 

Fifth,  on  a  branch  of  the  Hegan  stream,  near  the  centre  of  the 
town. 

Sixth,  on  the  Carlton  stream,  in  the  northeast  corner  of  the  town. 
The  height  of  the  several  falls  not  reported. 

Two  of  the  powers  would  saw  300,000  feet  of  lumber.  The 
powers  are  not  all  used ;  five  are  improved  in  mills.  The  mills 
work  about  one-third  part  of  the  year ;  one  not  improved  would 
run  the  greater  part  of  the  year. 

Breast,  Stearns  and  Rose  wheels.  Basin  heavily  wooded. 
Annual  products,  $4,000. 

Market,  Bangor  and  Skowhegan,  by  road. 

Wells — York  County. 
From  the  Returns  of  George  Goodwin,  Esq. 

Fifteen  Powers,  Small. 

Ten  on  Little  river,  two  on  Ogunquitt  river,  two  on  Webhannett 
river,  one  on  Branch  river. 
The  fall  at  the  various  privileges  is  from  10  to  15  feet;  the 
32 
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power  capable  of  sawing  1,000,000  feet  of.  lumber,  less  or  more, 
yearly.  It  is  all  improved  as  now  used,  with  not  the  best  machin- 
ery.   Rose,  centre-vent,  spile-vent  wheels. 

Streams  not  connected  with  lakes  or  ponds ;  artificial  reservoirs 
not  feasible.  Good  granite;  convenient  sites;  but  little  forest. 
The  powers  give  employment  to  about  fifty  men  for  about  half  of 
the  year,  and  so  aid  them  materially  in  the  way  of  business.  Value 
of  lumber, sawed,  $75,000. 

Market7mostly  Boston,  by  water  or  rail. 

Wesley — Washington  County. 
From  the  Selectmen's  Statement,  and  a  Plan  of  the  Streams. 

Eleven  Powers. 

First,  "Bacon  Dam,"  on  the  Chain-lake  stream;  seven  feet 
head ;  flows  eight  miles  by  three-fourths  mile.  A  dam  is  to  be 
built  to  give  an  eight-foot  head,  forming  a  large  reservoir.  There 
are  three  ponds  in  the  series. 

Second,  "Groves'  Dam,"  below;  head  seven  feet. 

Third,  "Hayward  Mill,"  below;  nine  feet  head. 

Fourth,  "  Joe  Hill  Dam ;"  five  feet  head,  on  Old  stream. 

Fifth,  on  New  stream,  "  Cate's  Dam  ;"  nine  feet  head. 

Sixth,  "  College  Falls,"  on  New  stream ;  ten  feet  descent  over 
solid  ledge,  with  rock  bank  on  each  side. 

Seventh,  on  Seavey  brook,  below  the  upper  Seavey  pond ;  dam 
seven  feet  head. 

Eighth,  on  the  same  stream,  below  the  lower  Seavey  pond ;  dam 
seven  feet  head. 

The  Seavey  ponds  are  both  dammed  for  reservoirs. 

Ninth,  Tenth  and  Eleventh,  dams  on  Beaver-dam  brook,  in  the 
northeast  part  of  the  town. 

None  of  the  power  is  now  improved ;  has  been  in  years  past  in 
saw  mills ;  these  have  been  burned,  or  otherwise  disabled. 

Market,  Machias,  twenty  miles. 

West  Bath — Sagadahoc  County. 
Statement  of  the  Selectmen,  and  of  A.  W.  Sing,  Esq. 
Numerous  Powers. 

"Tide  privileges  are  numerous;  if  properly  improved  would 
drive  sixty  up-and-down  saws  the  year  round.  This  is  our  delib- 
erate judgment,  though  not  based  upon  careful  survey." 
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The  mean  fall  at  the  privileges  is  seven  feet ;  mills  will  operate 
seven  hours  to  the  tide,  with  a  common  six-foot,  perpendicular 
shaft,  iron  wheel. 


Westbrook — Cumberland  County. 

The  Statement  of   George  W.  Hammond,  Esq.,  in  behalf  of  the 

Selectmen  of  Westbrook. 
Twelve  Powers. 

Three  of  the  ahove  are  situated  on  the  Presumpscot  river ;  one 
at  Cumberland  Mills  village,  five  miles  from  Portland,  on  the  Port- 
land &  Rochester  Railroad,  and  two  in  the  village  of  Saccarappa, 
six  miles  from  Portland,  also  on  the  same  railroad. 

First,  "  Cumberland  Mills  Power,"  a  fall  of  20  feet,  containing 
14  mill-powers,  or  2,013  horse-powers,  of  which  about  one-half  is 
now  in  use  in  the  manufacture  of  paper.  The  mean  velocity  of 
the  stream  is  1.52  feet  per  second,  or  18 J  inches,  taken  from  five 
observations ;  the  mean  depth  of  the  stream,  taken  500  feet  above 
the  falls,  (an  average  of  cross  section  of  682J  feet)  is  3.31  feet; 
the  width  of  the  stream  being  176  feet. 

The  mills  are  owned  by  S.  D.  Warren,  Esq.,  and  are  worked 
the  whole  year.  They  give  employment  to  125  men  and  100 
women,  and  produce  an  annual  manufacture  of  over  $1,000,000. 
The  improvement  of  the  power  has  increased  the  population  and 
wealth  of  the  village  to  a  very  large  extent,  there  being  from  1854 
to  1867  an  increase  of  resident  families  from  16  to  66,  and  of 
dwelling-houses  for  the  same  period,  from  16  to  48.  The  height 
of  these  falls  above  the  sea  is  about  30  feet,  and  the  range  from  high 
to  low  water  is  five  feet.  The  market  is  chiefly  Boston  and  New 
York,  reached  by  Portland  &  Rochester  Railroad  and  teams  to 
Portland,  thence  by  railroad  and  steamers. 

Second  and  Third,  the  "Upper  Power,"  at  the  village  of  Sacca- 
rappa, has  a  fall  of  12  feet,  and  the  "  Lower  Power  "  of  19  feet ; 
containing,  respectively,  13  and  8  mill-powers,  making  a  total  of 
21  mill-powers;  of  which  number  13  are  now  in  use.'  The  cross 
section  of  the  upper  fell  is  about  10  feet,  and  that  of  the  lower 
eight  feet,  taken  15  feet  above  the  falls.  A  small  portion  of  the 
powers  is  improved. 

The  several  mills  are  owned  as  follows :  on  the  northeast  side 
of  the  river,  by  the  Westbrook  Manufacturing  Company  and 
Messrs.   King  &  Warren.     Those  on  the  southwest  side,  by 
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Messrs.  Warren  &  Walker,  the  Patent  Wire  Company,  Judge 
Fitch,  Hon.  J.  Libby,  and  others. 

The  following  are  the  productions  of  the  mills  and  the  names  of 
those  who  now  are  working  them,  viz : 

The  Westbrook  Manufacturing  Company,  in  the  manufacture  of 
cotton,  employing  T5  men  and  150  women,  and  producing  over 
$300,000  annually. 

Messrs.  Dana  &  McEwan,  in  the  manufacture  of  cotton  yarn, 
employing  10  men  and  10  women,  and  producing  over  $50,000 
annually. 

Messrs.  Warren  &  Pennell,  in  the  manufacture  of  wire,  employ- 
ing from  12  to  15  men,  and  producing  about  $30,000  annually. 

Messrs.  S.  T.  Raymond  &  Co. ;  grist  and  plaster  mill ;  employ- 
ing six  men,  and  producing  over  $125,000  annually. 

Messrs.  Babb ;  iron  foundry ;  employing  10  men  and  producing 
$12,000  annually. 

Messrs.  Knowlton  Brothers;  machine  shop;  employing  four 
men  and  producing  $4,000  annually. 

Crowley's  laundry,  employing  four  men  and  two  women,  and 
producing  $4,000  annually. 

Foster's  dye-house,  employing  four  men,  and  producing  $4,000 
annually. 

Messrs.  Warren  &  Clements,  in  the  manufacture  of  lumber,  and 
grist  mill,  employing  about  TO  men,  and  producing  about  $600,000 
annually. 

Making  the  total  amount  of  manufacture  about  $2,130,000. 

The  machinery  is  for  the  most  part  very  good  for  economizing 
power,  though  not  the  best.  The  wheels  used  are  Gates'  centre- 
vent,  Reynolds',  Blake's  and  Tuttle's. 

The  reservoirs  available  to  these  powers  may  be  seen  upon 
reference  to  Part  II,  pages  143-4.  The  volume  of  freshets  as 
compared  with  the  ordinary  volume  of  the  stream,  is  but  little 
more  than  double.  There  has  been  no  destruction  in  past  years 
from  high  water.  The  stream  can  be  made  uniform  in  its  volume 
throughout  the  year.  The  lay  of  the  land  about  these  falls,  with 
reference  to  the  convenient  location  of  mills  and  workshops,  is  all 
that  can  be  desired  for  the  most  part.  About  one-eighth  of  the 
river  basin  is  covered  with  forest.  The  height  of  the  river  at 
Saccarappa  is  about  62  feet  above  the  sea.  The  out-cropping  and 
underlying  rocks,  blue  trap,  are  well  adapted  for  rough,  strong 
erections. 
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Duck  Pond  stream  takes  its  rise  from  the  pond  of  the  same 
name,  which  pond  is  over  three  square  miles  in  extent  and  over 
20  feet  average  depth.  It  is  supplied  chiefly  from  small  ponds 
and  springs,  and  is  171  feet  above  the  level  of  the  sea.  The 
stream  is  over  10  miles  in  length  from  "Pride's  Bridge' '  to  the 
pond,  and  is  161  feet  above  the  river  at  this  point.  The  width  of 
the  stream  is  pretty  uniform  at  about  40  feet. 

Fourth,  the  only  improved  power  on  this  stream  is  at  the  outlet 
of  the  pond.  The  height  of  the  falls  is  17  feet,  and  the  power  is 
estimated  at  50  horse.  It  is  owned  by  the  Cumberland  Bone 
Manufacturing  Company,  and  is  employed  in  the  manufacture  of 
bone  manure,  and  of  pails  and  tubs ;  employing  about  25  men  and 
producing  in  the  manufacture  of  bone  manure  about  $25,000 
annually,  and  that  of  pails  and  tubs  about  $20,000. 

Fifth,  Sixth,  Seventh,  Eighth  and  Ninth ;  there  are  five  addi- 
tional good  mill  sites  on  this  stream,  which  with  the  aid  of  dams 
would  give  a  fall  of  from  15  to  22  feet  each,,  and  from  50  to  1 5 
horse-power.  About  one-sixth  of  the  basin  of  the  stream  is 
covered  with  forest.  The  population  and  wealth  are  nearly  all 
due  to  the  power  improvement.  The  market  is  chiefly  in  this 
State,  by  teams  to  Portland.  Wheels  are  Tuttle's  and  spiral-vent. 
The  capacity  of  the  pond  could  not  be  increased  with  advantage 
to  any  great  extent.  There  has  been  no  injury  in  years  past  from 
freshets.  Stream  may  be  made  perfectly  uniform  throughout  the 
year.  The  lay  of  the  land  for  mills  and  workshops,  good.  Rock, 
blue  trap.     Large  quantity  of  granite  very  convenient. 

Tenth,  on  the  Stroudwater  river,  in  the  village  of  Stroudwater, 
about  two  and  one-half  miles  from  Portland.  The  fails  are  twelve 
feet  high,  and  the  grist,  salt  and  spice  mills  upon  them,  are  owned 
by  W.  H.  Stevens.  Three  runs  of  stones  and  three  Tub  wheels, 
employ  about  eight  men,  produce  about  $20,000  annually ;  capable 
of  grinding  40  bushels  of  corn  per  hour.  The  average  depth  of 
stream  is  about  10  feet,  taken  100  feet  above  the  falls.  The  falls 
are  12  feet  above  the  sea.  The  market  is  chiefly  Portland,  reached 
by  teams. 

Eleventh  and  Twelfth,  about  three  miles  further  up  the  stream, 
within  one  mile  from  the  village  of  Saccarappa.  The  upper,  known 
as  the  "  Johnson  Falls,"  is  IT  feet  high.  The  lower  fall  is  18.9 
high,  and  is  known  as  the  "  Babb  Falls."  The  height  specified  is 
attained  respectively  in  a  horizontal  distance  of  about  1,000  feet. 
The  falls  are  situated  about  one-half  mile  from  each  other.    The 
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upper  fall  is  rated  30,  and  the  lower  sixty-three  and  one-half  horse- 
power. 

There  is  a  ema^  threshing  and  saw  mill  owned  by  Rufus 
Johnson,  but  scarcely  in  running  order  yet.  No  other  improve- 
ment on  either  fall.  The  river  has  only  a  small  flow  of  water,  but 
there  is  generally  a  stream  of  not  less  than  one  foot  cube. 

Lay  of  the  land  eligible  for  mill  purposes.  Trap  rock;  no 
injury  to  be  apprehended  from  freshets.  The  dams  for  these  two 
powers  would  require  but  a  small  outlay;  the  water  could  be 
taken  in  a  penstock,  and  by  so  doing  a  dam  one  or  two  feet  high, 
would  be  all  that  is  required. 


West  Gardiner — Kennebec  County. 

Statement  of  (he  Selectmen. 
Two  Fowors. 

First,  "Collins'  Mills,"  on  the  Cobbosseecontee  river;  16  feet 
fall ;  work  all  the  year ;  saw,  shingle,  lath  and  picket  machinery. 
Grist  mill,  two  tanneries.  Power  sufficient  for  the  largest  manu- 
factories ;  water  abundant  all  the  year.  Lay  of  the  land  eligible 
for  mill  purposes. 

Second,  one  mile  above,  16  feet  fall,  and  equally  improvable 
with  the  other ;  no  improvement. 

The  Cobbosseecontee  being  fed  by  great  lakes  which  are  im- 
proved for  reservoirs,  is  free  from  drouths  or  freshets ;  the  supply 
of  water  is  copious,  and  can  be  made  much  more  abundant.  See 
"  Reservoirs  of  the  Cobbosseecontee,"  page  97,  Part  II,  of  this 
Report. 

Weston — Aroostook  Count**. 

Statement  of  Selectmen. 
Two  Powers,  Small. 

First,  on  Cold  brook,  in  the  northwest  corner  of  the  town,  with 
a  privilege  on  it  that  has  run  a  saw  mill  perhaps  eight  or  ten 
weeks  in  a  season. 

Second,  formerly  a  grist  mill  on  Trout  brook,  in  the  southwest 
part  of  the  town,  that  would  grind  a  few  weeks  in  a  season. 
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Wbstpobt — Lincoln  County. 

Reported  by  Heal  Brothers. 
Three  Powers. 

First,  a  tide  power,  10  acres  of  pond,  a  dam,  a  saw  mill  out  of 
repair,  will  operate  12  hours  per  day ;  a  turbine  wheel  of  20  horse- 
power.   Not  now  in  use. 

Second,  a  tide  power,  32  acres  of  pond,  dam,  saw  mill  in  good 
repair;  will  run  three  turbines,  20  horse-power  each,  12  hours 
per  day,  and  cut  1,400,000  long  lumber  per  year,  and  various 
short  lumber.    Owned  by  Heal  Brothers. 

Third,  the  "Riggs'  Mill,"  tide  power,  10  acres  of  pond,  saw 
mill  and  grist  mill,  two  turbine  wheels,  12  hours  per  day,  20 
horse-power  each ;  cut  700,000  of  lumber  and  grind  5,000  bushels 
of  grain  per  year.     Owned  by  Heal  Brothers. 

Whitefield — Lincoln  County. 

From  Selectmen's  Betume. 
Ten  Powers. 

First,  on  the  East  branch  of  the  Sheepscot  river  at  the  extreme 
northern  limit  of  the  town,  a  fine  mill  privilege,  saw,  grist,  shingle 
and  other  machinery.     Not  occupied  upon  the  western  side. 

Second,  20  rods  south,  a  good  privilege;  shingle  and  grist 
mill. 

Third,  three  miles  south,  on  an  outlet  of  Pleasant  pond,  a  fine 
privilege  within  20  rods  of  the  main  river ;  saw  and  shingle  mill. 

Fourth,  one  mile  south,  on  the  main  river,  a  fine  privilege ;  saw, 
shingle,  grist,  carding  and  clothing  mills. 

Fifth,  on  the  western  branch,  two  miles  north,  a  good  privilege ; 
formerly  a  saw  mill. 

Sixth,  south  of  the  Fourth,  about  three  miles  on  the  main 
stream,  a  good  privilege ;  formerly  two  saw  mills. 

Seventh,  one  mile  south  of  the  last  mentioned,  the  best  privilege 
on  the  river ;  formerly  two  saw  mills,  grist,  box  and  shingle  mills 
and  blacksmith  shop. 

Eighth  and  Ninth,  two  and  a  half  miles  further  south,  a  good 
privilege.  In  the  southeastern  part  of  the  town,  on  a  small  stream 
flowing  into  the  main  river,  another  privilege ;  saw  and  shingle 
mill. 

Tenth,  on  another  small  stream  flowing  into  the  main  river  near 
the  centre  of  the  town,  half  a  mile  north  of  No.  Seven,  a  shingle 
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mill.     Other  good  privileges  on  the  main  river  that  have  never 
been  occupied. 

The  head  and  fall  of  each  of  the  privileges  on  the  main  river 
will  average  10  to  12  feet.  Stream  fed  by  various  ponds,  all  used 
for  reservoirs,  and  all  capable  of  further  improvement. 

Whiting — Washington  County. 
Five  Powers. 

First,  on  Orange  stream,  the  outlet  of  Orange,  Rocky,  and  other 
ponds,  covering  three  or  four  square  miles ;  at  the  village,  a  grist 
mill, feet- fall. 

Second,  a  short  distance  above,  a  saw  mill,  fall feet. 

Third,  on  the  outlet  of  Roaring  lake,  a  shingle  mill. 

Fourth,  on  the  outlet  stream  of  Rocky  and  several  other  ponds, 
a  saw  mill. 

Fifth,  on  Holmes'  stream  in  the  southwest  part  of  the  town,  a 
saw  mill. 

The  powers  on  Orange  stream  are  inferred  to  be  of  considerable 
value  from  the  apparent  facilities  for  storage  on  the  lakes  and 
ponds  above. 

Whitnetville — Washington  County. 

From  the  Betuma  of  N.  Bacheller,  Esq. 
One  Power. 

The  "Middle  Falls,"  or  "The  Mills,,,  on  Machias  river.  Height 
10  feet  in  50  rods.  The  dam  is  15  feet  high,  and  ponds  the  water 
back  five  or  six  miles.  Improvements,  three  gang  saw  mills,  five 
single  saws,  four  lath  mills,  one  shingle  and  one  clapboard  mill. 
Mills  work  about  half  of  the  year.  Shingles  and  laths  are  some- 
times sawed  in  the  winter.  The  Stearns  wheel  used.  Power 
owned  by  an  association  known  as  the  Whitneyville  Agency. 
The  members  of  it  reside  part  in  Whitneyville  and  part  in  Boston. 

The  power  with  the  present  machinery,  dams,  etc.,  would  saw 
10,000,000  of  long  lumber,  10,000,000  of  laths,  800,000  shingles, 
and  50,000  clapboards.  In  1866  the  mills  cut  11,000,000  long 
lumber,  11,000,000  laths,  800,000  shingles,  some  clapboards,  and 
a  few  thousand  spool  bolts. 

With  a  good  dam,  a  gang  and  single  saw,  and  lath  mill,  could 
undoubtedly  run  through  the  whole  summer. 

If  the  volume  of  water  in  an  ordinary  summer  season  be  assumed 
to  be  14,500  cubic  feet  at  this  point,  that  at  Machias  being  15,000, 
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the  power  on  the  whole  fell  of  25  feet  is  675  horse  or  27,000 
spindles.  With  regard  to  the  increase  of  the  volume  of  water, 
see  page  132,  Part  II,  of  this  Report. 

The  lakes  are  now  to  a  considerable  extent  dammed,  but  the 
water  is  used  for  only  log-driving  purposes,  and  of  course  is  not 
available  for  manufacturing.  Six  hundred  acres  of  artificial  reser- 
voirs may  be  had  at  small  expense. 

With  the  present  machinery  and  no  development  of  the  lakes 
for  summer  storage,  the  power  is  about  all  used. 

Market,  by  railroad  to  Machiasport,  seven  and  a  half  miles  dis- 
tant, an*d  thence  by  sea,  in  vessels  of  all  sizes,  to  all  quarters. 

Williamsburg — Piscataquis  County. 

From  Selectmen's  Returns. 
Three  Powers. 

First,  on  the  west  branch  of  Pleasant  river,  at  the  mouth  of 
Roaring  brook ;  would  drive  a  saw  mill  and  grist  mill  all  the  year. 
Unimproved. 

Second,  on  Roaring  brook,  two  miles  from  its  mouth ;  would 
drive  a  grist  mill  and  saw  mill  one-half  of  the  year.  It  is  unim- 
proved.    An  artificial  reservoir  feasible. 

Third,  on  Whetstone  brook ;  a  saw  mill  about  going  up,  with 
shingle  machine ;  will  operate  about  half  of  the  time. 

First  and  Second  are  in  the  unbroken  wilderness. 

Wilton — Franklin  County. 
From  the  Statement  of  0.  Bartlett,  Esq.,  and  the  Returns  of  Maj. 

John  H.   WiUard. 
Twenty  Powers. 

Nine  of  the  above  are  situated  on  Wilson's  stream,  the  outlet 
of  Wilson's  pond,  in  the  south  part  of  the  town,  which  forms  the 
reservoir  for  the  powers  at  and  below  the  outlet. 

This  pond,  according  to  the  town  plan,  contains  890  acres ;  but 
the  surface  now  flowed  by  the  dam,  which  is  five  feet  six  inches 
high,  is  much  greater.  The  pond  is  very  deep ;  in  one  part  no 
bottom  can  be  found  with  a  line  175  feet  long.  This  great  body 
of  water  retains  the  heat,  so  that  there  is  no  trouble  from  ice  at 
the  mills  near  the  pond. 

First,  at  the  foot  of  the  pond,  head  and  fall  of  15  feet ;  can  be 
increased ;  saw  and  shingle  mill,  with  right  to  draw  one  and  a 
half  feet  below  the  top  of  the  dam ;  will  cut  3,000  feet  hemlock 
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and  f,000  shingles  per  day ;  except  in  drouth  can  saw  most  of  the 
time  summer  and  winter ;  also  grist  mill  with  complete  equipment; 
uses  with  all  gates  hoisted  277  inches  water;  will  operate  six 
hours  a  day  with  full  head  and  all  gates  hoisted,  after  the  saw 
mill  has  to  stop ;  also  a  starch  factory,  with  right  to  draw  water 
necessary,  for  nine  months. 

Second,  below,  about 40  rods,  "Brown's  Furniture  Factory;" 
two  planing  machines. 

Third,  below,  carriage  shop,  six  feet  head. 

Fourth,  nine  feet  head,  "Furnel's  Woollen  Factory;"  machin- 
ery not  yet  in. 

Fifth,  "Hobbs'  Rake  Factory,"  planing  machine,  etc. ;  seven 
feet  fall. 

Sixth,  Bass7  tannery ;  five  feet  head. 

Seventh,  fall  15  to  20  feet ;  F.  Robbins ;  no  improvement. 

Eighth,  below,  Bartlett's  saw  mill,  threshing  machine,  shingle 
machine ;  also  a  building  64  by  42  feet,  flume  built,  ready  for 
wheel,  cotton  yarn  factory  proposed ;  proprietor  will  let  or  lease ; 
located  within  40  rods  of  Androscoggin  Railroad  station ;  a  most 
excellent  privilege. 

Ninth,  50  rods  below,  nine  feet  head  can  be  had ;  J.  Robbins ; 
no  improvement. 

Tenth,  one-half  mile  below,  and  one-third  of  a  mile  below  the 
mouth  of  North  Pond  brook ;  10  feet  head  can  be  had ;  W.  S. 
Hinkley ;  no  improvement. 

Twelfth,  below,  and  at  East  Wilton,  Holt's  scythe  factory, 
Harper's  saw  mill,  spade-handle  factory,  &c. ;  plenty  of  water 
year  round. 

Thirteenth,  fall  13  feet;  Wilton  woollen  factory;  three  6ete 
machinery,  40  inch,  now  run.  Mr.  Townsend,  the  agent,  says 
there  is  plenty  water  to  run  five  sets. 

Fourteenth,  fall  10  feet;  Swayne's  estate;  grist  mill,  shingle 
machine  and  threshing  machine.  In  addition  to  the  water  of  East 
Wilton,  this  power  has  the  water  from  Pea  pond,  99  acres. 

North  pond,  the  area  of  which  is  nearly  equal  to  that  of  Wilson 
pond,  (little  over  half  its  extent  being  represented  on  the  county 
map)  is  now  used  as  a  reservoir  by  the  East  Wilton  Woollen 
Manufacturing  Company,  who  own  the  privilege  and  the  right 
to  control  the  water.     On  the  outlet  stream  are  several  privileges. 

Fifteenth,  at  the  outlet,  an  old  grist  mill  and  saw  mill,  but  not 
used. 
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Sixteenth,  Seventeenth,  Eighteenth,  etc.,  below ;  small  powers 
of  not  much  value  owing  to  the  use  now  made  of  the  pond  for 
storage,  the  delivery  of  water  being  regulated  by  the  demand  at 
East  Wilton. 

Twentieth,  on  the  main  inlet  of  Wilson  pond ;  small  power ;  not 
occupied. 

The  water-power  in  this  town  is  of  unusual  constancy  owing  to 
the  land  upon  the  tributary  streams  of  the  ponds  being  springy  and 
charged  with  water,  so  that  the  reservoirs  hold  out  remarkably. 

It  also  enjoys  excellent  facilities  of  access  to  market,  the 
Androscoggin  Railroad  passing  in  the  immediate  vicinity  of  the 
Wilson-stream  powers. 

Windham — Cumberland  Countt. 
From  the  Statement  of  William  H.  White,  Esq. 

[See  »Jao  "  G  or  ham  and  Windham,"  and  "Standiah  and  Windham."] 

Eight  Powers. 

First,  the  "Narrows'  Falls,"on  Pleasant  river,  at  the  outlet  of 
Little  Sebago  poiM,  fall  10  feet ;  owned  by  J.  Pope  &  Co.  Unim- 
proved, the  mills  having  been  carried  off  by  the  dam  giving  away. 

Second,  "Legrows'  Falls,"  below,  on  the  same  river,  seven  feet 
fall.     Unoccupied. 

Third,  "  Carney's  Falls,"  below,  10  feet  fall,  occupied  by  stave 
mill  and  other  machinery. 

Fourth,  "Andrews'  Falls,"  below,  eight  feet  fall.    Unoccupied. 

Fifth,  "  Pope's  Falls,"  below,  ten  feet  fall,  woollen,  saw,  stave 
mills,  &c. 

Sixth,  "Allen's  Falls,"  below,  seven  feet  fall.    Unoccupied. 

Seventh,  "  Baker's  Falls,"  below,  10  feet  fall,  stave  mill. 

The  above  powers  are  valuable,  the  supply  of  water  being  con- 
stant and  freshets  being  wholly  under  control.  Little  Sebago 
pond  is  "ten  miles  long  and  a  mile  wide."  It  is  already  raised 
seven  feet  by  a  dam,  and  can  the  raised  five  feet  more,  increasing 
the  storage  capacity  nearly  three-fold. 

Eighth,  "Kennard's  Mill,"  on  the  outlet  of  Turtle,  Mud,  and 
other  ponds ;  fall  seven  feet,  stave  mill. 

Market,  Portland,  by  canal,  road,  and  part  by  rail. 

Windsor — Kennebec  County. 
Four  Powers. 

First,  on  the  west  branch  of  Sheepscot  river,  south  of  the  centre 

of  the  town,  grist  and  saw  mills. 
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Second,  above,  at  the  junction  of  the  river  and  the  Sevade  pond 
stream,  a  saw  mill ;  a  large  mill  pond  and  two  considerable  ponds 
on  the  stream. 

Third,  on  the  outlet  stream  of  Moody  pond,  a  saw  mill. 

Fourth,  a  saw  mill  on  a  small  stream  in  the  south  part  of  the 
town. 

Winn — Penobscot  County. 

From  (he  Returns  of  Winn. 

[See  also  "  Chester  and  Winn,"  and  "  Mattawamkeag  and  Winn."] 

Three  Powers. 

First,  "Upper  Mattakeunk  Falls,"  on  the  Mattakeunk  river ; 
fall  50  feet  in  100  rods ;  saw  mill.     Otherwise  totally  unimproved. 

Second,  "Lower  Mattakeunk  Falls;"  fall  15  feet  in  125  rods; 
not  improved.     About  500  square  inches  of  water. 

Third,  rapids  on  Salmon  stream ;  saw  mill ;  otherwise  not  used ; 
will  operate  half  the  year. 

All  the  powers,  except  the  last,  will  carry  a  large  amount  of 
machinery  all  the  year.  An  insignificant  portion  of  the  power  is 
now  improved.  Granite  and  slate  rock  abundant ;  sites  excellent, 
in  every  case.  Nine-tenths  of  the  basins  of  the  streams  are 
covered  with  wood.  Yearly  product  of  mills,  about  1,000,000 
feet  lumber.  ^  Stream  fed  by  Mattakeunk  pond  1,000  acres, 
dammed ;  can  be  made  a  great  reservoir. 

Market,  Bangor,  by  rail  and  river. 


Winslow — Kennebec  County. 

From  Selectmen1 8  Returns,  including  a  Plan  of  the  Water-Power. 

[See  also  "  WaterviUe  and  Winslow.1'] 

Seven  Powers,  and  More. 

First,  on  the  Mill  brook,  fed  by  large  ponds  in  China.  "  Upper 
Dam ;"  a  woollen  factory,  owned  by  J.  D.  Lang  ;  turns  out  eighty 
dollars  per  day  of  manufactures  when  in  operation.  Peg  factory 
on  the  other  side. 

Second,  "Second  Dam;"  no  machinery  in  operation. 

Third,  "Haydon's  Dam;"  saw  mill,  shingle  mill,  threshing 
machine,  picket  mill,  and  the  power  is  but  partially  used. 

Fourth,  "  Fourth  Dam ;"  saw,  shingle,  picket  and  lath  machine : 
power  part  used. 
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Fifth,  on  the  outlet  of  Pattee's  pond ;  grist  mill  and  shingle  mill ; 
formerly  a  saw  mill ;  power  only  partially  used. 

Sixth,  on  the  outlet  of  Webber's  pond  ;  a  saw  mill ;  can  operate 
one  saw. 

From  Benton  falls  to  the  mouth  of  the  Sebasticook,  I.  E. 
Getchell,  Esq.,  reports  a  fall  of  22  feet  six  inches,  the  whole  dis- 
tance being  five  miles.  From  the  falls  to  Winslow  line,  three- 
fourths  of  a  mile  run,  and  eight  feet  six  inches  fall ;  thence  to  the 
head  of  dead  water  one  and  a  quarter  miles  run,  and  six  feet  eight 
inches  fall ;  thence  two  miles  of  dead  water  and  two  feet  four 
inches  fall ;  thence  to  the  mouth  of  the  river,  one  mile  run  and 
five  feet  fall ;  total  fall  as  above. 

Mr.  Getchell  judges  a  fine  power  could  be  developed  at  the 
mouth  of  the  Sebasticook,  the  bottom  and  banks  being  favorable 
for  dam  and  mills ;  logs  can  be  taken  from  both  the  Sebasticook 
and  Kennebec. 

Winterport — Waldo  County. 
Statement  of  the  Selectmen. 
Seven  Powers,  or  More. 

First,  "Plummer's  Mills,"  on  the  Marsh  river,  fall  25  feet; 
power  sufficient  to  run  saw,  stave  and  shingle  mills. 

Second,  the  "Boyd  Mill/9  on  Marsh  river,  fall  15  feet;  saw 
mill. 

Third,  "  Tapley  Mills,"  on  Marsh  river,  15  feet  fall ;  power  has 
been  sufficient  to  carry  a  grist  mill  with  two  runs  of  stone,  saw 
mill,  and  card  and  clothing  mill.  Mill  was  burned  last  fall,  and 
has  not  been  rebuilt. 

Fourth,  on  Cole's  brook,  at  North  Winterport,  "  Baker  Mill," 
fall  12  feet;  stave  and  shingle  mill. 

Fifth,  Sixth,  Seventh,  etc.  There  are  several  more  privileges 
on  the  Marsh  river,  never  occupied,  between  the  above  mentioned 
mills. 

WlNTHROP — KENNEBEC   COUNTY. 

From  Selectmen's  Returns. 
Six  Powers. 

Four  situated  at  the  village,  and  between  the  two  ponds  called 
North  and  South. 

First,  a  woollen  factory,  15  feet  head  and  fall ;  manufactures 
blankets,  &c;  uses  400  pounds  wool  per  day,  and  pays  $100  per 
day  for  labor ;  amount  of  goods  sold  per  annum,  $150,000. 
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Second,  a  grist  mill  of  about  the  same  power,  and  a  bark  and 
falling  mill,  on  same  dam.  The  grist  mill  grinds  12,000  bushels  of 
grain  of  ail  kinds  per  annum ;  the  bark  and  fulling  mills  are  unem- 
ployed. 

Third,  a  saw  mill  and  cotton  factory,  same  dam,  about  12  feet 
head  and  fall ;  mill  saws  about  200,000  feet  of  lumber  annually ; 
the  factory  makes  cotton  yarn  and  lines ;  amount  pf  goods  manu- 
factured and  sold,  $75,000. 

Fourth,  "Whitman's  Agricultural  Tool  Manufactory,"  manu- 
factures cider  mills,  horse  and  hand  rake,  planing,  threshing  and 
winnowing  machines,  Ac,  4c;  iron  machine  shop,  foundry,  Ac, 
connected,  and  a  saw  mill  on  the  same  dam ;  about  the  same  as  the 
other  privileges  for  power ;  the  mill  cuts  out  500,000  lumber  per 
year.  The  agricultural  implements,  Ac,  manufactured  and  sold, 
amount  yearly  to  from  $75,000  to  $100,000. 

Fifth,  on  a  small  stream  leading  from  Carlton  pond,  in  East 
Readfield,  is  used  only  a  part  of  the  year ;  occupied  by  Jacob 
Pope  of  Manchester,  to  polish  and  finish  hay  forks,  Ac;  formerly 
used  for  a  saw  mill. 

Sixth,  on  a  small  stream  leading  from  a  small  pond  in  East 
Winthrop,  used  by  Parlin  Brothers  for  grinding  bark,  Ac,  for  a 
tannery. 

Wiscasset — Lincoln  County. 
From  Selectmen's  Returns. 
Twelve  Powers. 

First  to  Eighth,  inclusive,  on  Mt.  Sweag  stream ;  all  have  been, 
in  times  past,  improved ;  only  one  at  present,  McKenney's  grist 
mill;  six  or  seven  feet  fall;  grinds  six  months  in  the  year; 
(average)  about  10  bushels  per  hour. 

The  other  mills,  saw  and  grist,  have  all  been  carried  away  or 
burned ;  height  of  fall  at  other  places  before  dams  were  carried 
away,  five  or  ten  feet ;  average  six,  and  about  the  same  power  of 
the  one  now  standing.  One  of  the  mills  sawed  100,000  feet 
boards,  etc,  per  year. 

Ninth,  in  the  eastern  part  of  the  town ;  Wright's  grist  and 
plaster  mill ;  partly  a  tide  mill ;  grinds  50  bushels  of  corn  to  a 
tide.  Kendall  wheel ;  finds  it  much  better  than  the  Partridge  or 
Atkins  wheel  for  tide  wheel. 

Tenth,  Eleventh  and  Twelfth,  tide  mills,  south  part  of  the  town ; 
saw  from  100,000  to  500,000  feet  per  year. 


DiT.  II.]  THE  WATER  POWBBS.  gH 

Woodstock — Oxfobd  County. 

From  Selectmen's  Returns. 
Four  Powers. 

First,  on  Concord  river,  the  outlet  of  Little  and  Great  Concord 
ponds.  The  capacity  of  these  ponds  might  be  increased  with 
small  expense.  Six  miles  from  market,  and  a  bad  road ;  "  Perry's 
Saw  Mills,"  operate  three  or  four  months  in  the  year.  A  large 
quantity  of  spruce  and  hemlock  in  the  vicinity;  also  a  small 
amount  of  pine. 

Second,  at  the  outlet  of  Bryant's  pond,  two  miles  from  Bryant's 
Pond  village,  on  the  Grand  Trunk  Railroad.  Some  timber  in  this 
vicinity  ;  privilege  not  improved ;  it  offers  decided  advantages  for 
manufacturing  upon  a  small  scale.  The  capacity  of  this  pond 
could  be  increased  without  a  very  heavy  expense ;  it  has  already 
been  considerably  increased  by  a  company  located  at  South  Paris. 
Great  quantity  of  granite  in  the  vicinity  and  of  good  quality. 

Third,  on  a  branch  of  the  Little  Androscoggin  river ;  convenient 
to  market.  "Andrews'  Mill,"  boards,  coffins,  sash,  doors,  &c. 
Small  amount  of  timber  in  this  vicinity. 

Fourth,  at  North  Woodstock,  on  a  branch  of  the  Little  Concord 
river,  two  miles  from  Bryant's  Pond  station  on  the  Atlantic  and 
St.  Lawrence  Railroad.  "  Crocker's  Saw  Mill,"  not  used  now. 
Considerable  timber  in  this  vicinity ;  the  location  offers  advantages 
for  manufacturing  lumber  on  a  limited  scale. 

The  natural  falls  at  these  privileges  are  slight,  their  capacity 
being  increased  by  dams.  Wheels  and  machinery  are  not  generally 
of  the  most  approved  kind.  Freshets  have  done  but  slight  damage 
in  years  past ;  streams  variable. 

Woolwich — Sagadahoc  County. 

Five  Powers,  and  More. 

First,  on  a  creek  tributary  to  Back  river,  a  tide  power,  two 
saw  mills. 

Second,  a  tide  power  in  the  southeast  part  of  the  town,  a  saw 
mill,  quite  a  mill  pond. 

Third,  at  the  mouth  of  the  Monsweag  river,  a  saw  mill. 

Fourth,  on  a  tributary  to  the  Monsweag  river,  a  grist  mill. 

Fifth,  on  the  outlet  stream  of  Nequosset  pond,  a  saw  mill ;  pond 
covers  nearly  a  square  mile. 

Various  sites  for  tide  mills. 
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Yarmouth — Cumberland  County. 

From  Selectmen' 8  Returns. 
Six  Powers. 

They  are  called— one,  "Gooch's;"  four,  "  Baker's ;"  one,  the 
"Factory  Pall."  All  are  situated  on  Royal  river;  combined 
height,  66  feet  in  one  mile. 

Power  estimated  sufficient  to  grind  75  bushels  of  grain  per  hour 
each ;  more  could  be  done  with  the  best  machinery.  Mills  work 
all  the  year. 

Stream  connected  with  three  small  ponds.  Range  from  lowest 
to  highest  water,  six  feet.  Effect  of  the  improvement  of  the  power 
upon  the  wealth  of  the  town,  excellent. 

Sabbath-day  pond  in  New  Gloucester,  is  now,  1869,  being  con- 
verted into  a  reservoir  to  Royal  river;  10  feet  head  will  be  com- 
manded upon  the  pond  and  surrounding  low  land,  500  acres  in  all. 

Market,  Portland,  by  Grand  Trunk  Railroad,  and  by  sea. 

York — York  County. 

From  Selectmen9 8  Statement.     " 
Two  Powers. 

First,  "  Chase's  Wool  Factory,"  upon  a  fall  of  19  feet,  on  the 
outlet  stream  of  Chase's  pond,  350  acres  in  extent.  A  pond 
above,  of  100  acres,  might  easily  be  drained  into  Chase's  pond. 

Second,  two  miles  below,  "Webber's  Mills,"  on  a  fall  of  35 
feet ;  saw,  grist,  and  shingle  mills. 

None  of  the  mills  work  all  the  year. 

Z  Tract — Penobscot  County. 

[South  of  Nicatou.] 

One  Power. 
On  Pattagumpus  stream,  a  saw  mill. 


APPENDIX. 


In  bis  report  of  the  water-powers  in  Bradley,  Milford  and  Old- 
town,  S.  P.  Harrison,  Civil  Engineer,  gives  the  following  details 
respecting  the  volume  of  the  Penobscot  river : 

"  August  22,  1868,  I  measured  a  section  of  the  river  about  half 
a  mile  below  the  Great  Works  Mills  (Bradley  and  Oldtown)  where 
I  found  a  very  uniform  bed  and  uniform  current,  about  2,000  feet 
in  length,  and  with  a  breadth  of  water  at  the  time  varying  from 
377  to  400  feet.  Soundings  were  taken  every  10  feet,  and  the 
surface  current  timed  at  each  section  by  floats,  for  1,000  feet. 
The  measurements  of  the  current  were  made  in  the  afternoon, 
commencing  at  3  o'clock,  the  accumulations  in  the  mill-ponds 
above  the  dams  made  in  the  hours  of  partial  non-use  in  the  night 
time  having  by  that  hour  become  drawn  down,  and  the  river 
accordingly  running  at  its  natural  minimum  volume.  The  volume 
found  was  243,480  cubic  feet  per  minute." 

This  exceeds  considerably,  it  will  be  noticed,  Mr.  Mills'  estimate 
for  the  excessive  drouths  of  1864-5.     See  page  105. 

Mr.  Harrison  estimates  the  maximum  flow  at  this  point  in  the 
spring  freshet  of  1869,  at  4,200,000  cubic  feet  per  minute,  not 
including  the  Stillwater  branch. 

The  range  from  lowest  to  highest  water  at  this  point  is  in  the 
average  of  years,  nine  feet.  In  the  spring  of  1869  it  was  nine  feet 
three  inches.  At  other  points  in  this  general  section  of  the  river 
the  range  is  greater,  from  13  to  14  feet. 

Bradley — Penobscot  County. 
Statement  of  8.  F.  Harrison,  Civil  Engineer,  based  upon  his 

Survey  in  August  and  September,  1868. 
[See  alio  "  Bradley  and  Oldtown,9  and  "  Bradley  and  Orono,"  in  Appendix.] 

Eighteen  Powers. 

Eleven  of  these  are  on  the  Great  Works  stream,  and  seven  on 
the  Blackman  or  Nichols  stream. 
83 
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First,  on  Great  Works  stream,  about  40  rods  from  its  outlet 
into  the  Penobscot,  and  11  miles  from  Bangor ;  fall  11  feet ;  two 
shingle  mills ;  owned  by  N.  Kittredge  &  Go.  Run  nine  months 
in  the  year,  manufacture  2,500,000  shingles.  The  mills  are  so 
situated  as  to  take  stock  from  the  Penobscot  as  well  as  from  their 
own  pond. 

The  erection  of  a  Moot  dam  at  the  foot  of  the  meadow  one  and 
a  quarter  miles  up  stream,  would  form  a  reservoir  of  about  800 
acres,  ponding  the  water  back  about  six  miles,  and  supply  water 
sufficient  for  15  horse-powers  through  three  months  drought,  the 
power  for  the  remainder  of  the  year  would  be  much  larger. 

Second,  Third,  Fourth,  Fifth,  and  Sixth.  Above  this  power  and 
below  said  meadow,  are  four  other  powers  of  nine  feet  head  and 
fall  each,  and  one  of  14  feet  head  and  fall.  The  last-mentioned  has 
been  improved  by  mills  and  dam,  burned  a  few  years  ago. 

Seventh,  seven  miles  above,  on  the  north  branch  of  said  stream, 
"  Shepley's  Falls/'  formerly  shingle  mills,  burned  a  few  years  ago. 
Sufficient  water  to  run  a  shingle  mill  eight  months  in  the  year  and 
do  good  business. 

Eighth,  Ninth,  Tenth,  Eleventh,  Twelfth,  above,  on  the  same 
branch,  and  within  two  miles,  head  and  fall  from  11  to  14  feet 
each ;  a  6-foot  dam  at  the  upper  would  pond  back  the  water  about 
three  miles,  and  furnish  a  reservoir  of  about  60  acres.  There  are 
no  large  ponds  on  this  branch. 

About  nine-tenths  of  the  basin  of  this  stream  is  wooded,  and 
large  quantities  of  timber  are  cut  and  hauled  into  the  stream 
every  year. 

On  the  Blackman  or  Nichols  stream  there  are  seven  powers  all 
within  nine  to  ten  miles  of  Bangor,  and  at  varying  distances  from 
the  outlet  of  the  stream  into  the  Penobscot  river  for  one  and  a  half 
miles  up  said  stream. 

Thirteenth,  the  first  or  lowest  on  the  stream,  about  10  rods  from 
the  Penobscot ;  11  feet  head ;  a  single  saw,  shingle  and  lath  mill, 
one  each,  run  10£  months,  manufacture  500,000  feet  of  long  lum- 
ber, 1,000,000  shingles,  500,000  laths ;  stock  can  be  taken  from 
the  Penobscot  river  into  the  mill,  and  the  lumber  can  be  very  con- 
veniently loaded  on  teams  or  rafted  down  the  river  to  Bangor. 
This  power  is  perfectly  safe  from  danger  by  ice  or  freshets,  and  is 
considered  by  lumbermen  one  of  the  best  powers  on  the  river. 
Owned  by  Blackman  brothers,  who  also  own  all  the  other  powers 
on  the  stream  exoept  two. 
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Fourteenth,  about  20  rods  above,  at  present  unoccupied,  grist 
mill  going  up  soon. 

The  total  fall  at  the  foregoing  two  powers,  is  28$  feet  in  a  hori- 
zontal distance  of  25  rods.  A  toll-bridge  across  the  Penobscot 
near  these*  two  powers  is  soon  to  be  built,  giving  access  to  Orono 
and  the  European  and  North  American  Railway,  greatly  enhancing 
the  value  of  all  the  powers  on  the  stream. 

Fifteenth,  Sixteenth,  Seventeenth,  Eighteenth,  above,  and  within 
one  and  a  half  miles,  unimproved ;  head  and  fall  from  nine  to  12 
feet  each.  One  of  nine  feet  fall  is  improved  by  two  shingle  mills, 
one  set  of  heading  machinery,  which  run  10$  months,  and  manu- 
facture 2,000,000  shingles,  60,000  feet  spool  lumber,  53,000  pair 
heading,  50,000  staves,  40,000  broom  handles. 

Both  of  the  improved  powers  have  ample  ponds  for  the  storage 
of  all  the  stock  they  can  manufacture,  and  more. 

Bradley  and  Oldtown— Penobscot  Cottntt. 

Statement  of  8.  F.  Harrison,  Civil  Engineer,  based  upon  his 
Survey  in  August  and  September,  1868. 

[See  also  "  Bradley,"  and  "  Oldtown,"  in  Appendix.] 

One  Power. 

"  Great  Works  Falls,"  on  the  Penobscot  river,  about  11  miles 
from  Bangor;  elevated  TO  feet  above  tide-water;  total  descent  11 
feet. 

The  amount  of  power  estimated  for  the  volume  of  water  found 
by  Mr.  Harrison  in  his  survey,  is  5,000  horse.  Estimated  for  the 
volume  found  by  Mr.  Mills  near  Bangor  in  the  great  drouth  of 
1864-5,  the  power  is  about  3,000  horse. 

The  natural  falls  are  formed  of  two  ridges  of  ledge  extending 
across  the  river  about  80  rods  apart,  and  with  a  fall  of  about  three 
and  a  half  feet  each.  The  height  of  the  upper  ridge  is  increased 
one  and  a  half  feet  by  a  low  dam  and  apron  occupying  about  200 
feet  of  the  central  part  of  the  river.  This  dam  is  made  low  so  as 
not  to  obstruct  the  passage  of  rafts,  logs,  Ac.  Adjoining  the  low 
dam  on  either  side  are  higher  dams  (of  wood)  extending  down  the 
river  and  nearly  parallel  with  its  axis,  to  the  Great-Works  mills  in 
Bradley,  and  to  the  West  Great- Works  mills  in  Oldtowff.  Said 
lateral  dams  are  about  95  rods  in  length.  The  river  at  this  point 
is  about  700  feet  in  width. 

Two  blocks  of  saw  mills  and  one  shingle  and  clapboard  mill  are 
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in  occupation  of  this  power  on  the  Bradley  side,  owned  by  the 
Great- Works  Milling  and  Manufacturing  Company. 

In  said  blocks  there  are  three  gang  saw  mills,  12  single,  one 
muley,  three  lath,  one  clapboard,  and  three  shingle  mills ;  which 
manufacture  in  the  seven  months  of  running,  20,000,000  feet  of 
long  lumber,  14,000,000  laths,  300,000  pickets,  5,000,000  shingles, 
and  300,000  clapboards. 

The  power  on  this  (Bradley)  side  of  the  river  might  be  further 
improved  by  extending  a  dam  down  the  bank  of  the  river  about 
80  rods  from  the  mills  aforesaid,  and  so  as  to  cross  the  outlet  of 
Great  Works  stream.  An  increase  of  two  feet  head  and  fall  would 
be  obtained  in  the  section  below  the  mills  by  this  means,  or  a  total 
head  of  13  feet.  This  would  greatly  increase  this  power  at  lowest 
water,  and  for  five  and  a  half  months  of  the  sawing  season  would 
increase  it  three-fold  at  least.  It  would  also  augment  the  capacity 
of  the  mill  ponds  for  storing  logs,  &c,  50  acres.  The  expense  for 
damages  in  making  the  improvement  would  not  exceed  $40,000. 
With  th£  improvement  aforesaid  this  power  would  not  be  equaled 
on  the  Penobscot  river. 

The  lay  of  the  land  about  this  power  is  favorable  for  the  erection 
of  mills  and  the  location  of  a  town.  The  village  at  this  place, 
called  Great  Works,  has  a  population  of  about  700  inhabitants, 
who  are  mainly  dependent  upon  the  business  furnished  by  this 
power.  A  large  extent  of  unimproved  lands,  heavily  wooded, 
near  by,  can  be  obtained  cheap ;  about  four-fifths  of  the  town  is 
covered  by  forest. 

Market,  Bangor,  by  road  or  by  the  river.  Passengers  and  light 
freight  cross  the  river  by  ferry-boat,  and  take  the  cars  at  the  West 
Great-Works  station,  on  the  European  and  North  American  Rail- 
way. Heavy  freight  by  teams  one  and  a  half  miles  to  Milford,  at 
either  the  European  and  North  American  Railway  or  the  Bangor, 
Oldtown  and  Milford  Railroad. 

The  Legislature  at  its  session  last  winter  granted  a  charter  for  a 
toll  and  railroad  bridge,  to  cross  the  river  at  this  point  so  as  to 
connect  with  the  European  and  North  American  Railway,  and  the 
prospects  are  favorable  for  its  erection  at  no  very  distant  day. 

On  the  west  side  of  the  river  at  West  Great  Works  in  Oldtown, 

this  power  is  improved  by  one  block  of  mills,  owned  by  Smith  & 

Pearson,  four  gang  saw  mills,  six  single,  three  lath,  one  clapboard, 

•  two  shingle  mills;    which  run  seven  months  and  manufacture 
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20,000,000  feet  of  long  lumber,  14,000,000  laths,  pickets,  Ac, 
4,000,000  shingles,  500,000  clapboards. 

By  a  short  branch  track  the  cars  of  the  European  and  North 
American  Railway  are  run  to  these  mills  and  loaded  directly  from 
the  mills. 

Bradley  and  Orono — Penobscot  County. 

Statement  of  S.  F.  Harrison,  Civil  Engineer,  based  upon  his 
Survey  in  August  and  September,  1868. 
[See  alao  "  Bradley,1'  in  Appendix,  and  "  Orono."] 
Two  Powers. 

First,  an  unimproved  power  located  on  the  Penobscot  river, 
about  nine  and  three-fourth  miles  from  Bangor,  and  one  and  one- 
fourth  miles  below  the  Great- Works  falls.  Total  descent  13  feet 
from  the  foot  of  Great- Works  falls.  The  banks  of  the  river  are 
sufficiently  elevated  to  admit  of  a  dam  11  feet  high.  The  bed  of 
the  river  at  this  point,  and  the  left  bank  (Bradley  side)  to  above 
high-water  mark,  are  ledge,  the  bottom  being  solid  bare  rock  for 
one-third  the  distance  across,  and  for  the  remainder  being  covered 
by  large  stones.  The  width  of  the  river  here  is  about  500  feet. 
Seven  feet  of  the  fall  are  attained  in  the  first  half  mile  above  said 
ledge ;  there  is  also  the  same  amount  (seven  feet)  of  fall  from  this 
fall  to  the  Orono  mill-pond  half  a  mile  below. 

Second  power,  "Ayer's  Falls/'  37  feet  above  tide-water,  10  feet 
fall;  river  600  feet  wide.  For  further  particulars  see  report  of 
Orono,  of  this  power  and  of  the  "  Basin  Mills." 

Milford — Penobscot  County. 
Statement  of  S.  F.  Harrison,  Civil  Engineer. 
#  [See  also  "  Milford  and  Old  town,"  in  Appendix.] 

There  is  no  water-power  in  Milford  except  upon  the  boundary, 
on  the  Penobscot  river,  an  account  of  which  is  given  below. 

Milford  and  Oldtown — Penobscot  County. 

Statement  of  S.  F.  Harrison,  Civil  Engineer,  based  upon  his 

Survey  in  August  and  September,  1868. 

[See  also  "Milford,"  and  "Oldtown,"  in  Appendix.] 

Three  Powers. 

First,  "Oldtown  Falls,"  on  the  Penobscot  river,  between  the 
villages  of  Oldtown  and  Milford,  12  miles  from  Bangor,  the  head 
thereof  being  92  feet  above  tide-water  at  Eddington  bend.- 
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Formation. — The  natural  fell  is  formed  by  a  ledge  extending 
across  the  river  at  nearly  right  angles  to  its  general  coarse,  which 
serves  as  the  foundation  for  the  mills  and  dams  built  on  each  side 
of  the  central  part  of  the  river.  Said  central  part  for  about  300 
feet  in  width  is  free  from  all  obstructions.  The  natural  fall  is  13 
feet  in  a  horizontal  distance  of  190  feet,  with  an  additional  descent 
of  three  and  a  half  feet  in  20  rods.  The  river  at  tips  point  is  about 
800  feet  in  width. 

Power. — These  falls  (in  the  first  190  feet)  will  furnish  a  constant 
power,  day  and  night,  during  the  lowest  run  of  water,  of  6,000 
horses,  and  with  dams  at  the  head  of  the  fall  to  increase  its  height 
a  much  greater  amount.  This  is  estimated  for  the  volume  of  water 
found  by  Mr.  Harrison  in  his  survey.     See  Appendix,  page  513. 

Lay  of  (he  land,  etc. — The  lay  of  the  land  on  both  sides  of  the 
river  is  favorable  for  the  location  of  manufacturing  establishments. 
Large  quantities  of  stone  suitable  for  foundations  are  procurable 
near  by,  and  boulder  granite  is  also  found  in  considerable  quanti- 
ties. Any  amount  of  good  granite  can  be  easily  and  cheaply 
obtained  at  the  celebrated  Prospect  quarry,  and  cheaply  transpor- 
ted by  vessel  and  rail.  Good  brick  clay  near  at  hand.  Lumber 
for  building  purposes  either  manufactured  or  in  the  log  is  obtain- 
able in  almost  unlimited  quantities.  The  great  Penobscot  booms, 
in  which  are  stored  nearly  all  the  lumber  cut  on  the  river,  are  about 
two  miles  above. 

Accessibility. — This  power  is  accessible  by  the  Bangor,  Oldtown 
and  Milford  Railroad,  which  has  a  branch  track  to  the  mills  at  Old- 
town  ;  and  also  by  the  European  and  North  American  and  Bangor 
and  Piscataquis  Railways,  both  of  which  have  stations  near  by 
this  power  both  in  Oldtown  and  Milford ;  the  Bangor,  Oldtown 
and  Milford  Railroad  also  has  a  station  near  this  power  in  Milfbrd, 
being  one  of  the  termini  of  said  road. 

Improvements. — These  are  as  follows : — On  the  Oldtown  side  of 
the  river,  two  blocks  of  saw  mills  with  short  dams  connected  there- 
with, all  built  in  a  substantial  manner  of  wood,  and  owned  by  the 
heirs  of  the  late  Samuel  Veazie. 

Said  blocks  contain  14  single  saw  mills,  five  gang,  three  shingle, 
two  clapboard,  four  lath  mills ;  which  run  about  seven  months  in 
the  year  (could  run  all  the  year,)  and  manufacture  in  that  time 
26,000,000  feet  of  long  lumber,  4,500,000  shingles,  1,000,000  clap- 
boards, 13,500,000  laths,  pickets,  &c. 
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The  lumber  finds  a  market  at  Bangor,  being  ran  down  the  river 
in  rafts,  or  sent  by  rail  on  either  of  the  aforesaid  roads. 

On  the  Milford  side  of  the  river  there  is  one  block  of  saw  mills, 
with  short  connecting  dams  all  built  of  wood,  and  comparing  favor- 
ably with  the  other  mills  on  the  river.  Owned  by  the  Milford  Mill 
Company. 

Said  block  has  six  single  saw  mills,  four  gang,  one  shingle,  one 
clapboard,  and  four  lath  mills ;  which  run  about  seven  months  in 
the  year,  and  manufacture  15,000,000  feet  of  long  lumber,  13,500,- 
000  laths,  pickets,  &c,  1,500,000  shingles,  500,000  clapboards. 
Marketed  at  Bangor,  by  raft  and  rail. 

Second.  The  second  power  is  located  at  the  southern  extremity 
of  Treat  and  Webster's  island  in  Oldtown,  and  is  known  as  the 
11  Burns  Dwinei  Privilege."  It  is  supplied  with  water  through  the 
dams  of  the  Veazie  mills,  aforesaid,  about  half  a  mii^  above.  This 
power  is  very  secure  from  damage  by  ice  and  freshets.  Is  acces- 
sible by  the  European  and  North  American  Railway,  which  has  a 
station  within  a  few  rods  of  the  mills ;  a  branch  track  could  be  laid 
to  the  mills  with  very  little  expense.  Owned  by  Rufus  Dwinei. 
Fall  seven  and  a  half  feet.    Power  not  measured. 

This  power  is  improved  by  a  block  of  mills  and  dam  owned  by 
said  Dwinei.  The  block  of  mills  consists  of  two  single  saw  mills, 
two  muley,  two  gang,  three  lath,  one  clapboard  and  two  shingle 
mills.  They  run  seven  months,  and  manufacture  12,000,000  feet 
long  lumber,  10,000,000  laths,  3,000,000  shingles,  600,000  clap- 
boards. 

Third.  The  third  power  is  located  at  "  Shad  Rips,"  about  half 
a  mile  below  Oldtown  Falls,  and  between  the  east  side  of  Treat 
and  Webster's  island  in  Oldtown  and  the  left  bank  of  the  main 
branch  of  the  Penobscot  (Milford  side),  which  is  about  250  feet  in 
width  and  has  a  fall  of  about  eight  feet  in  three-eighths  of  a  mile. 
Lay  of  the  land  is  favorable  for  the  erection  of  mills  and  dwellings. 
Is  now  unimproved,  formerly  occupied  by  a  saw  mill.  Power  at 
lowest  stage  of  water  2,000  horses.     Ownership  unknown.  # 

Oldtown — Penobscot  County. 

Statement  of  S.  F.  Harrison,  Civil  Engineer,  based  upon  his 

Survey  in  August  and  September,  1868. 

[See  also  "  Bradley  and  Oldtown/'  and  "  Milford  and  Oldtown,"  in  Appendix.] 

Three  Powers. 

First,  "  Pushaw  Falls,"  16  miles  from  Bangor,  and  on  the  line 
between  Oldtown  and  Alton,  a  part  of  the  falls  and  improvements 
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in  each  town.     This  power  is  on  Pushaw  stream,  the  outlet  of  the 
Pushaw  lake,  which  has  an  area  of  some  12  square  miles. 

Improved  as  follows :  one  gang  saw  mill,  one  single  mill,  one 
shingle  mill ;  owned  by  Richard  S.  Porter ;  one  brush-handle  fac- 
tory, owned  by  0.  W.  Whitten;  and  two  shingle  mills,  owned  by 
C.  Douglass. 

Second,  "Cooper's  Palls/ '  on  the  Stillwater  branch  of  the  Penob- 
scot river,  13  miles  from  Bangor. 

Improved  as  follows :  one  gang  saw  mill,  one  single  saw  mill, 
one  shingle  mill ;  owned  by  J.  C.  Gilman ;  runs  about  five  months 
in  a  year. 

Third,  at  Upper  Stillwater,  10  miles  from  Bangor;  two  gang  saw 
mills,  four  single,  two  lath,  one  clapboard,  and  two  shingle  mills, 
owned  by  Smith  &  Pearson  of  Bangor.  Also  two  gang  saw  mills, 
two  single,  o»e  lath,  one  clapboard,  and  two  shingle  mills,  owned 
by  A.  B.  Sutton.  About  six  weeks  in  the  driest  season  do  not  run. 
A  6-foot  dam  a  short  distance  below  the  meadow,  and  above  all  the 
powers,  about  one  and  three-fourth  miles  up  the  stream,  would  flow 
the  meadow  and  lake  Chemo  about  two  feet,  making  a  reservoir  of 
about  2000  acres.  This  together  with  the  other  natural  reservoirs 
above  on  the  stream,  would  furnish  a  total  power  of  160  horse  at 
least,  night  and  day,  at  the  lowest  stage  of  water  any  season.  The 
damages  would  be  light  for  flowing,  and  the  dam  could  be  erected 
at  little  expense. 

The  natural  reservoirs  on  the  stream  are  as  follows : 

Aoree. 
Parker's  pond,  in  Clifton,  (estimated)  ....  100 
Holbrook's  pond,  in  Dedham,  (surveyed)  .         .         .         322 

Davis'  pond,  in  Eddington,  "  ....         396 

Lake  Chemo,  in  Clifton,  Eddington  and  Bradley  (estimated)  1,500 


2,318 

Lake  Chemo  is  about  four  miles  above  the  upper  power,  and  by 

the  dam  aforesaid  would  be  flowed  about  two  feet  above  its  natural 

level.     About  half  of  the  basin  of  this  stream  is  covered  with 

forest ;  there  is  sufficient  timber  to  last  the  mills  many  years. 
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*  The  Second  Division  of  Part  III  is  sufficiently  indexed  by  the  alphabetical  arrange- 
ment of  the  towns. 
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